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PREFACE. 


The  present  treatise  is  intended  ta  supply  yarions  wants^  and^ 
accordingly^  appeals  to  Tarious  classes  of  readers.  In  the  first 
place^ it  gives  a  scientific  descriptionof  all  the  substances  occurring 
in  the  manufacture  of  sulphuric  add^  alkali^  and  bleaching-powder^ 
either  as  raw  materials  or  finished  products^  according  to  the  most 
recent  statements,  and  thus  saves  the  reader  the  trouble  of  col- 
lecting the  latter  for  himself  whenever  he  stands  in  need  of  them. 
Secondly,  it  is  intended  as  an  aid  in  the  study  of  technical 
chemistry,  by  giving  a  complete  description,  both  technical  and 
theoretical,  of  all  the  processes  occurring  in  this  series  of  manu- 
factures. Its  third  and  principal  object  is  to  give  to  practical 
manufacturers  both  complete  and  reliable  information  upon  all 
the  apparatus  and  processes  which  have  come  under  the  author's 
notice,  and  thus  to  enable  them  to  know  what  has  been  done  in 
this  field  beyond  the  range  of  their  own  personal  observation. 

These  objects,  especially  the  third,  could  not  be  accomplished 
without  treating  the  matter  in  question  far  more  in  detail  and 
more  in  the  style  of  a  monograph  than  has  been  hitherto  at- 
tempted. Much  space  is  taken  up  by  the  discussion  of  the  innu- 
merable publications,  in  the  Epglish,  German,  and  French  la^- 
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guages^  referring  to  this  industry;  but  even  more  space  was 
required  for  the  fttithful  rendering  of  the  author's  personal  obser- 
vations and  experiences.  His  own  practice  of  eleven  years  in  the 
North  of  England  has  been  supplemented  by  numerous  visits  to 
the  other  alkali-manufacturing  districts  of  Britain^  and  to  those 
of  Belgium,  France,  Germany,  and  Austria.  The  author's  present 
position  as  Professor  at  a  technical  High  School  enables  him  to 
state  frankly  what  he  knows  and  what  he  has  seen,  since  he  can 
expect  no  benefit  whatever  from  keeping  any  thing  back.  In  his 
visits  he  has,  of  course,  been  favoured  with  some  confidential 
communications,  which  he  is  not  at  liberty  to  reproduce  here  as 
he  received  them ;  but  in  eveiy  case  he  has  obtained  permission  to 
make  use  of  the  substance  of  such  communications  for  this  trea- 
tise, and  in  the  vast  majority  of  cases  no  restraint  whatever  has 
been  placed  upon  him.  The  author  takes  this  opportunity  of 
publicly  thanking  the  many  owners,  managers,  and  chemists  of 
alkali-works  who  have  assisted  him  in  his  efibrts  to  make  this 
treatise  a  thoroughly  practical  and,  above  all,  a  trustworthy  book 
of  reference. 

The  British  reader  will  in  this  book  find  the  description  of  many 
apparatus  and  processes,  and  of  a  large  number  of  facts,  partly 
published  abroad,  partly  never  published  as  yet,  but  all  of  them 
comparatively  or  ahnost  entirely  unknown  in  his  country.  But 
this  has  not  been  done  to  the  exclusion  of  the  British  styles  of 
working  and  of  the  inventions  made  here,  which,  on  the  contrary, 
form  the  groundwork  of  the  whole  treatise,  since  the  author's  per- 
sonal working  experience  was  gained  in  England.  But  it  would 
have  ill  suited  his  purpose  if  he  had  confined  himself  to  describing 
his  own  experience,  even  when  coupled  with  his  notes  of  what  he 
had  observed  on  his  visits  elsewhere ;  he  has  ransacked  the  che- 
mical and  technical  literature,  and  has  not  scrupled  to  mention 
nearly  every  thing,  of  course  very  briefly,  which  he  has  found 
bearing  upon  his  subject.     This  seemed  to  be  unavoidable;  for 
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under  diflFerent  drcnmstances  the  employment  of  different  pro- 
cesses  is  not  merely  permissible,  but  frequently  imperative.    Even 
from   decidedly   antiquated   processes  the  modem  manufacturer 
may  derive  suggestions  for  fresh  improvements.     It  was  not  very 
easy  to  marshal  the  enormous  array  of  facts  thus  accumulated, 
without  fatiguing  the  reader  and  enhancing  the  difBculty  of  study- 
ing the  book ;  but  the  author  has  endeavoured  to  accomplish  this 
task,  by  giving  decided  prominence  to  the  processes  now  in  general 
use,  and  grouping  the  others   aroimd  them,  appending   critical 
remarks  as  to  their  practicability,  wherever  this  was  possible.     It 
cannot  be  fairly  expected  that  in  all  and  every  case  he  should  have 
succeeded  in  discriminating  the  wheat  from  the  chaff;  some  of  the 
processes  jecommended  by  him  may  in  the  meantime  have  been 
replaced  by  better  ones ;  there  will  be  hardly  any  larger  manufac- 
tory which  does  not  in  particular  points  exhibit  some  improve- 
ments upon  the  apparatus  and  processes  as  described  here;  but 
the  author  believes  he  is  not  mistaken  in  asserting  that  he  has 
missed  nothing  of  importance,  and  that,  looking  at  the  very  large 
store  of  facts  offered  by  him,  even  the  most  experienced  manu- 
facturer  might  derive  valuable   information   from  this  treatise. 
Without  this  conviction  the  author  would  not  dare  to  come  before 
the  public  with  a  work  pretentious  by  its  very  size. 

The  illustrations  are  Very  numerous,  to  a  great  extent  from 
working-drawings,  nearly  all  drawn  to  scale,  and  with  such  details 
that  furnaces  and  other  apparatus  can  be  constructed  from  them 
without  any  further  assistance.  Many  of  these  are  obtained  by 
the  favour  of  some  of  the  largest  and  best  alkali-makers ;  and  they 
are  all  the  more  valuable,  as  only  the  most  approved  forms  of 
apparatus  have  been  selected. 

Whatever  in  this  book  is  taken  from  previous  publications  is 
nearly  always  quoted,  with  chapter  and  section,  or  volume  and 
page ;  so  that  the  studious  reader  may  verify  it  or  pursue  the 
subject  further.     The  remainder,  so  far  as  it  is  not  common  pro- 
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perty^  is  taken  from  the  author's  own  observations^  at  the  works 
formerly  managed  by  himself  or  elsewhere.  An  appendix  at  the 
end  of  the  second  volume  will  embrace  the  publications  appearing 
during  the  time  this  treatise  is  in  the  press,  and  additional 
information  obtained  by  the  author  from  private  sources  during 
the  same  time ;  and  an  exact  reference-index  will  facilitate  its  use. 

The  Polytechnic  School,  Zurich, 
April  1879. 
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INTEODUCTION. 


Among  all  branches  of  chemical  industry  the  cycle  of  technical 
operations  connected  with  alkali-making  is  preeminent^  not 
merely  from  the  magnitude  of  the  works  and  the  absolute  bulk  of 
the  raw  materiak  used  and  the  quantity  produced^  but  also  from 
the  fact  that  most  other  chemical  products  require  one  or  more 
branches  of  alkali-making  as  the  conditions  of  their  own  existence. 
We  use  the  expression  ''  alkali-making  '^  in  its  widest  sense^  em- 
bracing the  manufacture  of  sulphuric  acid^  sulphate  of  soda^ 
muriatic  acid^  soda-ash^  &c.^  and  bleaching-powder ;  and  we  include 
in  it  also  those  works  which  do  not  complete  the  cycle^  but  stop^ 
for  instance^  at  sulphate  of  soda  or  even  at  sulphuric  acid  itself^ 
since  most  factories  making  these  as  intermediate  products  are 
also  sellers  of  them^  and  no  strict  separation  can  be  made  in  this 
respect.  In  this  wider  meaning  the  products  of  alkali-making 
are  necessary  materials  for  many  metallurgical  processes^  for  the 
manufacture  of  artificial  manures^  soap^  fatty  and  mineral  oils^ 
glass^  paper^  many  inorganic  and  organic  colouring-matters  (espe- 
cially nearly  all  coal-tar  dyes),  and  even  of  many  articles  of  food, — 
that  is  to  say,  for  nearly  all  branches  of  manufacturing  chemistry. 
It  can  be  truly  said  that  the  manufacture  of  acids  and  alkali  is 
the  foundation  upon  which  the  whole  chemical  industry  of  our 
times  is  built  up,  and  that  such  industry  cannot  be  much  developed 
in  any  country  not  possessing  a  flourishing  alkali  trade,  or  not 
being  at  least  specially  well  situated  for  buying  the  produce  of  the 
latter.  It  is  thus  evident  how  great  is  the  importance  of  the  alkali 
trade  in  its  wider  meaning  to  the  civilization  of  mankind,  though 
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we  should  certainly  be  going  too  far  if  we  measured,  as  some  have 
done^  the  civilization  of  a  country  by  the  development  of  this 
special  industry. 

The  different  branches  of  alkali-making  mentioned  above^  to 
which  may  be  added  several  by-products  only  obtained  in  certain 
works  (such  as  copper,  iron-oxide,  regenerated  sulphur,  Epsom- 
salts,  chlorate  of  potash,  bicarbonate  of  soda,  chloride  of  barium, 
&c.),  are  organically  connected  in  such  a  manner  that  only  under 
special  local  conditions  can  one  or  more  of  the  principal  substances 
be  omitted.  The  initial  process  is  nearly  always  the  manufacture 
of  stdphitric  acid  by  burning  brimstone  or  pyrites  with  the  aid  of 
nitrate  of  soda  and  of  fiiel,  in  many  cases  leaving  a  residue  from 
which  copper,  iron-oxide,  and  even  silver  are  obtained.  The  sul- 
phuric acid  then  enters  largely  into  manufactures  not  belonging 
to  this  cycle,  of  which  only  that  of  superphosphate  is,  as  a  rule, 
conducted  on  a  sufficiently  large  scale  to  admit  of  the  establish- 
ment of  works  for  it  exclusively.  With  this  one  very  large  and  a 
few  small  exceptions,  the  manufacture  of  sulphuric  acid  is  at  once 
followed  in  the  same  works  by  a  second  step,  viz.  the  manufacture 
of  sulphate  of  soda  by  decomposing  common  salt  with  sulphuric 
acid,  muriatic  acid  appearing  as  a  by-product.  Both  articles  are 
again  required  in  several  other  chemical  industries,  and  are  accord- 
ingly sold  as  they  are ;  but  for  the  most  part  they  only  serve  as 
intermediaries,  the  sulphate  being  further  worked  up  to  soda-ashy 
the  muriatic  acid  to  bleaching-powdevy  more  rarely  to  chlorate  of 
potash,  at  the  same  works.  For  these  purposes,  of  course,  new 
raw  materials  have  to  be  introduced  into  the  manufacturing  cycle, 
of  which  we  cannot  as  yet  treat.  Only  this  must  be  pointed  out — 
why  the  cycle,  whose  principal  members  are  sulphuric  acid  (vitriol) , 
sulphate  of  soda,  muriatic  acid,  and  bleaching-powder,  is  mostly 
completed  in  one  and  the  same  factory,  seeing  that  each  of  the 
first-mentioned  products  forms  a  raw  material  for  many  other 
chemicals  besides  soda-ash  and  bleaching-powder  themselves.  A 
principal  reason  for  this  is,  that  the  two  acids,  sulphuric  and  muri- 
atic, both  from  their  liquid  state  and  their  extremely  corrosive 
properties,  require  a  very  costly  and  at  the  same  time  fragile  kind 
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of  packing  whicli  is  also  so  bulky  that  the  cost  of  transit  of  those 
acids  for  any  great  distance  becomes  very  large*. 

Naturally^  therefore^  those  manufacturers  who  required  sul- 
phuric acid  in  very  large  quantities  set  to  make  it  themselves^  in 
order  to  save  the  cost  of  packing  and  carriage.  Since  sulphuric 
acid  can  only  be  made  advantageously  on  a  large  scale^  for  some 
time  sulphate  of  soda  was  the  only  article  for  which  its  own  acid 
was  made  at  the  same  works ;  and  to  this  day  this  is  the  case  at 
well-nigh  all  sulphate  works.  Only  lately^  and  quite  generally 
only  in  Great  Britain^  has  the  manufacture  of  superphosphates 
become  so  important  that  the  establishment  of  vitriol-works  for 
this  exclusive  purpose  has  become  possible. 

Some  works  stop  at  this  stage ;  that  is^  they  sell  their  sulphate 
of  soda  as  such^  either  for  the  manufacture  of  glass  &c.  or  to 
alkali  works ;  especially  is  this  the  case  in  countries  where  fuel  is 
too  dear  for  making  alkali  with  a  profit.  The  calcined  sulphate  of 
soda^  or  saltcake^  is  a  solid  body^  easily  carried^  not  merely  in  ordi- 
nary casks^  but  loose^  in  whole  truck-  or  ship-loads.  On  the 
other  hand^  the  muriatic  acid^  which  appears  as  an  unavoidable 
by-product^  is  in  the  same  predicament  as  vitriol ;  that  is  to  say^ 
the  expense  of  packing  and  carriage  forbids  its  sale  in  large  quan- 
tities and  conveyance  to  great  distances.  Very  frequently  (though 
certainly  much  more  rarely  now  than  formerly)  the  muriatic  acid^ 
liquefied  solely  for  the  sake  of  not  laying  waste  the  vegetation  of 
the  country  around^  was  run  into  the  nearest  watercourse,  whose 
water  was  any  thing  but  improved  by  it.  It  was  therefore  a  matter 
of  importance  to  utilize  the  muriatic  acid  in  a  form  in  which  the 
difficulties  of  transit  were  overcome ;  and,  fortunately,  such  a  form 
had  been  found,  even  before  the  development  of  the  alkali-manu- 
facture, in  bleacfdnff'powder.  Probably  all  works  not  going  beyond 
saltcake  are  compelled  to  utilize  their  muriatic  acid  in  some  way ; 
and  they  do  it  mostly  by  the  production  of  bleaching- powder,  more 
rarely  by  that  of  chlorate  of  potash,  of  bicarbonate,  or  by  using  up 
liquid  acid  itself. 

*  In  the  case  of  sulphuric  acid,  the  glass  carboys  have  recently  been  partly 
supeiseded,  as  we  shall  see  further  on. 
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By  far  the  largest  quantity  of  sulphate  of  soda  is  used  for 
making  from  it  soda-ash  (alkali)  according  to  the  method  of 
Leblanc  j  and  nothings  therefore^  was  more  natural  than  that  the 
alkali- works  should  produce  their  own  saltcake^  which  necessarily 
led  to  manufacturing  theyitriol  required  for  the  saltcake^  and  also^ 
unless  the  miiriaticaeid  could  be  sold  or  run  to  waste^  to  utilizing 
it  in  the  way  just  described.  Thus  the  chain  on  the  whole  was 
complete ;  for  the  further  utilization  of  soda-ash  is  too  multifarious^ 
and  the  manufactures  using  it  are  on  their  part  too  complicated^ 
for  them  to  have  been  grafted  upon  alkali-making.  The  only 
important  exception  to  this  is  the  manufacture  of  soap^  which  cer- 
tainly is  frequently  carried  on  as  an  accessory  to  alkali-makings  but 
is  not  generally  included  in  this  term^  and  will  not  be  described 
in  this  treatise. 

The  actual  circumstances  are  in  practice  much  more  varied  than 
those  described  here ;  but  mostly  they  again  lead  to  a  combination 
of  the  branches  of  manufacture  mentioned.  Thus^  for  instance^  there 
are  works  which  make  their  best  profit  in  selling  muriatic  acid^  or 
the  articles  made  with  its  aid.  These  must  at  least  make  their  own 
vitriol  and  their  sulphate  of  soda  in  order  to  obtain  muriatic  acid. 

But  since^  in  most  cases^  the  sale  of  sulphate  is  restricted^  and 
does  not  pay  (owing  to  its  cheapness)  for  carriage  to  long 
distances^  except  by  water,  the  manufacturer  ultimately  is  obliged 
to  convert  it  into  alkali,  even  if  the  selling-price  of  the  alkali 
does  not  cover  the  expense  of  making  it.  The  muriatic  acid  and 
the  products  made  from  it  must  then  make  good  the  deficiency,  and 
leave  a  margin  for  profit  besides. 

The  following  Table  will  make  the  above  clearer :  it  is  princi- 
pally taken  from  a  paper  of  Mr.  Mactear^s  (^'  On  the  Growth  of 
the  Alkali  and  Bleaching-powder  Manufacture  of  the  Glasgow 
District  ^^) ;  and  it  is  hardly  necessary  to  state  that  the  figures  con- 
tained in  it  are  only  valid  for  the  St.-Kollox  Works,  and  that  the 
by-products  are  difierent  in  different  works ;  the  end-products  and 
intermediate  products  are  distinguished  from  the  raw  materials  by 
variations  in  type  : — 
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STTLFHUBIG    ACID. 


CHAPTER  I. 

CGaEMICAL  AM)  PHYSICAL  PROPERTIES  OF  THE  OXIDES 

OF  SULPHUR. 

Sulphur  gives  the  following  compounds  with  oxygen^  partly  also 
with  hydrogen^  most  of  which  have  some  importance  in  the  manu- 
fisustare  of  sulphuric  acid  or  soda-ash : — 

TV 

SOaHj    Hydrosulphurous  acid HSO-OH 

(Hyposulphurous  acid  of  Roscoe.) 

SOg        Sulphur  dioxide    S^q 

(Sulphurous  anhydride.) 

vi/O 
SO3        Sulphuric  anhydride S==0 

SO,-OH 
S.OjHa    Pyrosulphuric  add  >  O 

SOjl-OH 

SO^Hj    Sulphuric  add  ^CoH  '^^  ^^«^H 


\^ 


OH 


IT 

S^Og       Sulphur  sesquioxide S-*0 

S-O 

SgOgH,  Hyposulphurous  acid » ,  ^^^KsH 

(Thiosulphuric  acid.) 
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SPfiHa  Dithionic  acid    SOj-OH 

(Hyposulphuric  acid.)  SO^— OH 

SgOgHj  Trithionic  acid  ^^O*— OH 

SfieU^  Tetrathionic  acid   S-SO^-OH 

S-SOa-OH 

SgOgHj  Pentathionic  acid  S<^g  ^ SO*— OH 

Only  the  second^  thirds  and  fourth  compounds  of  this  series 
are  sufficiently  important  for  our  purpose  to  be  described  in 
detail  (principally  according  to  Gmelin-Krant's  *Handbuch  der 
Chemie/  6th  edition,  the  newer  literature  being  constantly  con- 
sulted) . 

Sulphur  Dioxide,  SO3. 
(Sulphurous  Acid,  Sulphurous  Anhydride.) 

Sulphur  dioxide  contains  50  parts  by  weight  of  sulphur  and  50 
parts  of  oxygen.  It  is  a  colourless  gas  of  suffocating  smell,  neither 
combustible  nor  supporting  combustion;  in  presence  of  water  it 
exhibits  pretty  strongly  acid  properties,  and  at  the  same  time  exerts 
a  bleaching  action  upon  many  organic  colouring-matters.  Vapour- 
density  2*21126  (air  =1).  A  litre  of  the  gas  weighs  2*86  grms. 
By  cooling  below  —10°  C,  or  by  strong  pressure  at  the  ordinary 
temperature,  it  can  be  condensed  to  a  liquid  of  the  specific  gravity 
1*49  at  —.20*^  C,  from  which,  by  rapid  evaporation,  the  solid 
compound  can  be  obtained. 

The  compound  SO^  is  only  the  anhydride;  but  it  is  very  frequently 
called  "sulphurous  acid,'^  the  real  hydrated  acid  (SOgHg)  not 
being  obtainable.  This  hypothetic  acid,  according  to  the  pro- 
perties of  its  salts,  is  represented  by  either  of  the  following 
formulae  : — 

SO<^g    or    HSO2-OH. 
In  any  case  both  hydrogen  atoms  can  be  replaced  by  metals  &c. 
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The  oxide  SO^  is  produced  by  boming  brimstone^  and  by  heat- 
ing (roasting)  many  metallic  sulphides^  in  the  presence  of  air — by 
the  action  of  strong  mineral  acids^  both  on  its  own  salts^  the  sul- 
phites^ and  on  the  hyposulphites  (thiosulphates)  and  all  polythionic 
acids — ^by  heating  sulphuric  anhydride  with  brimstone^  or  by  heat- 
ing oil  of  vitriol  with  brimstone^  coal,  organic  substances,  or  several 
metals — ^by  strongly  heating  the  vapour  of  sulphuric  anhydride,  or 
sxdphuric  acid,  along  with  oxygen,  and  respectively  water — and  by 
igniting  many  sulphates,  whereby  the  sulphuric  anhydride  first 
liberated  at  once  splits  up  into  sulphur  dioxide  and  oxygen. 

Thus  sulphur  dioxide  is  produced  from  sulphuric  acid  or  anhy- 
dride (in  many  ways)  by  reductive  processes.  But,  on  the  other 
hand,  the  sulphur  dioxide  passes  over,  even  more  easily,  into  sul- 
phuric acid  by  oxidation  processes  ;  and  it  is  accordingly  one  of  the 
most  frequent  and  potent  reducing  agents.  Under  certain  condi- 
tions, by  the  action  of  light,  of  the  electric  current,  or  of  a  very 
high  temperature  and  pressure  combined,  the  sulphur  dioxide  splits 
up  into  sulphur  and  sulphuric  anhydride.  In  the  presence  of  oxygen 
(for  instance,  that  of  atmospheric  air),  or  of  bodies  easily  parting 
with  their  oxygen  (such  as  the  higher  oxides  of  nitrogen,  of  man- 
ganese, of  lead),  sulphuric  acid  or  its  salts  are  formed.  A  very  im- 
portant reaction  is  that  between  SO^  and  sulphuretted  hydrogen, 
HjS.  When  completely  dry,  the  two  gases  do  not  seem  to  act 
upon  each  other.  Even  in  the  presence  of  moisture  no  action 
takes  place  if  the  temperature  is  above  400°  C.  (E.  Mulder).  At 
the  ordinary  temperature  water  and  sulphur  are  produced,  but  at 
the  same  time  always  pentathionic  acid,  according  to  the  equation 

5S02+6H2S=S506H2+4H«0  +  5S. 
Probably  there  is  simultaneously  this  action, 

according  to  the  proportion  of  the  two  gases  in  the  mixture. 

With  water  sulphur  dioxide  does  not  form  sulphurous  acid  proper, 
SOgH^  but  only,  under  certain  conditions,  a  solid  compound  with 
much  more  water  (9,  11,  or  IBHgO  to  SOg),  which  has  not  yet 
been  definitively  investigated.  The  sulphur  dioxide  dissolves 
pretty  freely  in  water ;  and  this  solution  behaves  in  every  way  as 
if  it  contained  the  real  acid  SOgHg ;  but  constantly,  even  at  the 
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ordinary  temperature,  the  dioxide  (SO^)  evaporates  from  it.  One 
volume  of  water  absorbs,  under  760  millims.  pressure  and  at  0% 
nearly  80  volumes  SO^.  The  coefficient  of  absorption,  according 
to  Bunsen  and  Schonfeld,  at  temperatures  ranging  between  OP  and 
20°,  is 

79789  -  2-6077  /  +  0029349 1^ ; 

at  temperatures  between  21°  and  40°, 

75-182-2-1716 1  +0-01903  /«. 

The  saturated  acid  contains  at  0°  68-861  volumes  of  gaseous  SO^, 
and  has  a  specific  gravity  of  1-06091 ;  at  10°  it  contains  51-383 
volumes  gaseous  SO^,  and  has  the  spec.  grav.  1 '05472;  at  20°, 
86-206  volumes  SOg,  spec.  grav.  1-02386.  The  absorbed  gas 
does  not  escape  on  freezing — and  on  boiling,  only  completely  after 
a  long  time.  Alcohol  absorbs  a  much  larger  volume  of  sulphur 
dioxide  (at  0^  and  0-76  metre  pressure,  328*62  volumes  SOg) . 

A  table,  not  very  much  deviating  from  the  above  statements,  of 
the  solubility  of  sulphur  dioxide  in  water  at  0*76  metre  mercurial 
pressure  at  different  temperatures,  is  given  in  Kopp  and  Will's 
^  Jahresberichte  ^  for  1861,  p.  54. 

Anthonys  Table  of  the  Densities  of  SoMions  of  Sulphurous  Add 

in  Water  (Jahresb.  1860,  p.  694). 


Spedflo  gravity. 

Per  cent.  SO,. 

1005 

0-95 

1-009 

1-90 

1-013 

2-86 

1016 

3-82 

1020 

4-77 

1023 

5-72 

1027 

6-68 

1-031 

7-63 

1036 

8-59 

1046 

9-54 

Scott  (Pharm.  Soc.  Journ.  &  Trans,  xi.  p.  217)  gives  the  following 
Table  of  the  solubility  of  aqueous  sulphurous  acid  at  15°  C. : — 
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Per  cent  SO,. 

Speciflc  grsTity. 

Per  cent  SO^ 

Specific  grayity. 

0-5 

10028 

5-5 

10302 

10 

10056 

60 

10328 

1-5 

10085 

6-5 

10353 

20 

10113 

7-0 

10877 

2-5 

10141 

7-5 

10401 

80 

10168 

80 

1-0426 

8-5 

1-0194 

8-5 

1-0450 

40 

10221 

90 

10474 

4-5 

10248 

9-5 

1-0497 

50 

10275 

100 

1-0520 

According  to  Scott^  when  making  snlphnrous  acid  (mixed  with 
CO  J  by  the  process  mostly  used^  viz.  that  of  heating  oil  of  vitriol 
with  charcoal^  the  former  is  best  employed  with  74  per  cent. 
SOg=165°Tw.  If  stronger  vitriol  be  used^  a  portion  of  it  is 
reduced  to  sulphur^  which  may  give  iron  sulphide  with  the  iron  of 
the  apparatus ;  with  weaker  acid  sulphuretted  hydrogen  is  formed. 
In  order  to  obtain  the  gas  as  pure  as  possible^  the  washing- 
water  should  be  mixed  with  lead  sulphate  or  coarsely  powdered 
charcoal. 

According  to  its  structural  formula^  sulphurous  acid  forms  two 
series  of  salts — saturated  or  neutral  ones^  SOgM^^  and  acid  ones^ 
SOgMH^  isomorphous  with  the  carbonates. 

Sulphurous  acid^  apart  from  its  production  as  the  first  step  in 
the  manufacture  of  sulphuric  acid,  serves  for  many  other  purposes^ 
especially  owing  to  its  reducing,  bleaching^  and  disinfecting  action^ 
which,  however,  do  not  concern  us  here.  We  must  not,  however, 
omit  to  state  that  it  has  an  injurious  action  on  both  animal  and 
vegetable  organisms,  especially  the  latter — different  trees,  shrubs^ 
and  plants  being  sensitive  to  it  in  very  different  degrees. 


Sulphuric  Anhydride,  SO3 
(Sulphur  Trioxide), 

consists  of  40  per  cent,  by  weight  of  sulphur,  and  60  per  cent,  of 
oxygen.  According  to  Marignac  and  Schultz-Sellack,  it  exists  in 
two  different  modifications,  a  liquid  and  a  solid  one.  The  liquid, 
a-anhydride  melts  at  + 16°  C,  and  begins  to  boil  at  +  35°  (according 
to  Schultz-Sellack,  at  46°).    Spec.  grav.  at  + 13°= 19546,  at  +  20° 


14  BULPUUKIC  ACII>. 

(melted)  =  1*97.  In  the  melted  state  it  is  less  oily  than  oil  of 
vitriol,  and,  if  pure,  colouriess,  but  usually  coloured  brown  by  dust. 
When  kept  for  some  time  at  the  ordinary  temperature  (below  25^) 
it  is  changed  into  the  solid,  /3-anhydride,  whose  melting-point  is 
stated  very  differently,  from  50°  to  100°  C.  Probably  it  begins 
to  melt  at  50°,  and  gradually  passes  over  into  the  a -modification ; 
it  slowly  evaporates  even  at  the  ordinary  temperature.  It  forms 
fine,  feathery,  asbestos-like,  white  needles.  The  )3-anhydride  is 
perhaps  a  polymer  of  the  a -modification.  According  to  R.  Weber, 
however  (Poggcndorff's  Ann.  clix.  p.  313),  the  sulphur  trioxide, 
obtained  absolutely  pure  and  free  from  water  by  his  method,  is  at 
the  summer  temperature  a  very  mobile,  colourless  liquid,  which, 
on  gradually  cooling,  solidifies  to  long,  transparent,  prismatic 
crystals  similar  to  nitrate  of  potash,  quite  different  from  the  white, 
opaque  crystals  of  the  ordinary  anhydride  containing  a  little  water. 
These  crystals  melt  at  14°*8  C.  Under  certain  circumstances  the 
anhydride  can,  like  many  other  bodies,  be  cooled  much  below  its 
proper  melting-point  without  solidifying,  but  then  solidifies  sud- 
denly. After  a  twelvemonth  it  still  shows  the  same  composition 
and  the  same  melting-point  as  that  which  has  been  freshly  pre- 
pared. Weber  accordingly  rejects  the  assumption  of  two  dif- 
ferent modifications,  and  ascribes  the  phenomena  of  this  kind 
observed  by  others  to  a  minimal  residue  of  water. 

In  moist  air  sulphuric  anhydride  at  once  forms  dense  white 
fumes;  with  water  it  hisses  like  a  red-hot  iron.  Many  organic 
substances  are  at  once  charred  by  it.  In  the  complete  absence 
of  water  it  does  not  redden  litmus.  It  gives  several  compounds 
with  sulphur,  whose  colour,  with  the  quantity  of  sulphur  decreas- 
ing, changes  from  brown  to  green  and  blue.  In  the  blue  modi- 
fication Weber  has  proved  the  presence  of  the  sesquioxide,  SgOg. 
With  sulphur  dioxide  there  seems  to  exist  a  distinct  compound, 
SOg+Z  SOg.  With  water  SOg  at  once  combines  to  form  sulphuric 
acid  (SO4H2)  and  its  different  hydrates.  It  is,  however,  not  easy 
to  condense  the  sulphuric  anhydride  often  produced  in  considerable 
quantity  in  technical  processes  completely,  even  with  a  large  quan- 
tity of  water  and  manifold  contact ;  and  quite  special  precautions 
have  to  be  taken  for  this  purpose. 

The  anhydride  SOy,  when  conducted  through  a  red-hot  tube, 
splits  up  into  SOg  and  O,  but  is  reformed  from  these  gases  at  a 
somewhat  lower  heat,  especially  in  the  presence  of  platinum  and 
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several  metallic  oxides.    We  shall  see  the  technical  application  of 
this  reaction  later  on. 

For  scientific  parposes  the  sulphuric  anhydride  is  made  by  gently 
heating  fuming  oil  of  vitriol^  or  by  igniting  sodium  pyrosulphate 
(Na^SjOy) .  Its  production  in  a  perfectly  pure  state  is  described  by 
Weber  (/.  c).  Almost  up  to  the  present  time  it  has  not  been  used 
for  technical  purposes^  owing  partly  to  the  costliness  of  its  produc- 
tion^ partly  to  the  supposed  difficulty  of  handling  and  keeping  it. 
Quite  recently^  ^however^  its  production  has  been  made  so  much 
cheaper  that  certain  branches  of  manufacture  already  employ  it 
advantageously.  Its  keeping  has  turned  out  to  be  a  very  simple 
affair^  as  it  can  be  sent  out  in  drums  made  of  tinned  iron.  Its 
handling  is  certainly  unpleasant^  since  the  contact  of  the  skin  with 
Uquid  anhydride^  or  even  just  liquefying  by  absorbing  moisture , 
causes  very  malignant  and  slowly-curing  bums.  Its  production 
on  a  manufacturing  scale  will  be  described  in  Chapter  XYII. 

Pyrosulfhuric  acid,  SgOyHj 
(Structural  formula,  SOg— OH 

SOg-OH), 

contains  as  constituents  89*89  parts  of  sulphuric  anhydride  and 
10*11  of  water,  or  equal  molecules  of  hydrate  and  anhydride. 
A  transparent  crystalline  mass,  melting  at  35^  C,  it  decom- 
poses at  moderate  heat  iuto  anhydride  (SO3)  and  oil  of  vitriol 
(SO4H2). 

Fyrosulphuric  acid  is  contained  in  the  Nordkausen  fuming  acid 
of  trade,  which  often  consists  altogether  of  it,  and  then  bears  the 
trade  name,  '^  solid  oleum."  Fyrosulphuric  acid  can  also  be  easily 
obtained  from  the  ordinary  liquid  fuming  Nordhausen  acid  by 
cooling  below  0°.  Lastly,  it  can  be  made  by  carefully  mixing 
anhydride  with  a  small  quantity  of  oil  of  vitriol.  Weber  (/.  c.) 
obtained  an  intermediate  hydrate,  H2SO4,  SSOg,  corresponding 
to  9469  per  cent,  of  SO3. 

Fyrosulphuric  acid  forms  salts,  of  which  those  of  the  alkaline 
metals  are  the  best-known  and  most  important.  Thus  sodium 
pyrosulphate  {SjO-^'NeL^)  is  formed  by  fusing  acid  sodium  sulphate 
(S04NaH)  at  incipient  red-heat  (below  4^''C.).  At  a  full  red- 
heat  it  splits  up  further  into  neutral  sulphate  (S04Na4)  and  sul- 
phuric anhydride  (SO3);  this  reaction  is  sometimes  utilized  for 


16  SULF^UBIG  ACID. 

producing  the  latter  compound.     In  contact  witli  water,  the  pyro- 
sulphates  are  gradually  retransformed  into  acid  sulphates. 

A  compound  with  14'44!  per  cent.  HgO  can  also  be  obtained, 
which  crystallizes  in  thin  transparent  prisms,  fumes  in  the  air,  and 
melts  at  26P  C.     Formula— 

SO2-OH  p.„ 

3HA4SOa,or        >0     +2S0/J^ti 

SOg-OH  ^^ 

The  Nordhausen  oil  of  vitriol,  the  manufacture  of  which  will  be 
described  in  the  17th  Chapter,  is  a  light-brown  viscous  oil  of  spec, 
grav.  1*896,  representing  a  mixture  of  pyrosulphuric  acid  with  sul- 
phuric hydrate  in  varying  proportions,  and  therefore  solidifying  at 
very  different  temperatures.  It  fames  in  the  air,  and  boils  at  30° 
to  40°  C,  giving  out  vapours  of  anhydride,  often  25  per  cent,  and 
upwards,  whilst  monohydrate  remains  behind.  Water  transforms 
it  at  once  into  ordinary  oil  of  vitriol,  with  strong  evolution  of  heat. 
It  is  nearly  always  coloureid  brown  by  organic  substances,  and,  ac- 
cording to  its  mode  of  preparation,  contains  many  other  impurities, 
such  as  iron,  sodium,  calcium,  aluminium,  8z;c.  (as  sulphates),  sul- 
phurous acid,  selenium,  organic  matters,  &c.  Since  the  receivers 
used  in  its  preparation  are  charged  with  ordinary  strong  vitriol,  the 
impurities  of  the  latter  will  likewise  pass  into  the  fuming  acid. 

Sulphuric  Acid. 

(Sulphuric  Hydrate.) 

Natural  occurrence  of  Sulphuric  Acid, 
Owing  to  its  strong  afl&nity  to  all  bases,  sulphuric  acid  can  only 
be  found  quite  exceptionally  in  the  free  state  in  nature ;  whilst,  on 
the  other  hand,  the  sulphates  are  found  most  extensively  and  some- 
times in  very  great  masses,  especially  gypsum  and  anhydrite,  which 
form  whole  geological  strata. 

In  the  free  state  sulphuric  acid  has  been  found  especially  in  a 
few  springs  of  volcanic  origin  and  in  the  rivers  fed  by  those  springs. 
One  of  the  best-known  cases  of  this  kind  is  the  Rio  Vinagre  or 
Fasambio,  taking  its  origin  from  the  volcano  of  Purace,  a  trachytic 
mountain  whose  top  is  covered  by  a  layer  of  pure  brimstone  18 
inches  deep,  and  which  constantly  sends  forth  gases  and  vapours. 
The  name  itself  proves  that  the  inhabitants  of  the  surrounding 
country  well  knew  its  acid  properties.    Its  water  was  examined  first 
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by  Hninboldt^  then  more  exactly  by  Boussingault.  The  latter 
found  in  it  O'lll  per  cent,  free  sulphuric  acid  (calculated  as  SO3) 
and  0*091  per  cent,  free  hydrochloric  acid^  and  calculated  that  this 
river  daily  carries  into  the  sea  about  38  tons  of  both  acids.  The 
Rio  Vinagre  takes  its  origin  11,600  feet  above  the  level  of  the  sea, 
and  joins  the  river  Cauca,  into  which,  according  to  other  state- 
ments {'  Cosmos,'  July  1869),  it  is  said  to  empty  daily  34,784  cubic 
metres  of  water  containing  37,611  kilog.  of  sulphuric  acid  and  31,654 
kilog.  of  hydrochloric  acid.  A  still  richer  source  exists  in  the  Paramo 
de  B.ui2^  a  volcano  in  New  Granada :  it  was  discovered  by  Degen- 
feldt  and  examined  by  Lewy,  who  found  in  it  0*5181  per  cent. 
free  sulphuric  add  (SO3)  and  0*085  free  hydrochloric  acid. 

Other  waters  of  this  kind  are  found  at  Byrontown  in  the  State 
of  Tennessee,  in  the  lake  of  the  extinct  volcano  Mount  Indian 
in  Java,  at  Aix  in  Savoy,  in  a  grotto  of  Mount  Zoccolino  in 
Italy^  in  the  neighbourhood  of  Siena,  in  the  mud  of  the  volcanos 
of  Guatemala  and  San  Salvador,  in  the  sea-water  at  Santorin 
(where,  according  to  Landerer,  the  copper  oxide  on  the  ships' 
sheathing  is  dissolved  by  it) ,  and  in  the  hot  springs  near  the  sulphur- 
beds  at  Krisank  in  Iceland.  According  to  J.  W.  Mallet  (^  Chem. 
News,'  xxvi.  147),  similar  acid  waters  occur  in  the  Gulf  of  Mexico, 
not  far  from  the  mouth  of  the  river  Neches,  and  at  other  places  in 
Louisiana,  in  one  case  containing  5*290  grms.  SO^  H^  per  litre. 
During  the  blockade  of  the  Confederate  ports  in  the  American  war 
of  1861  to  1864  the  galvanic  batteries  of  the  telegraph  stations  in 
Texas  and  West  Louisiana  are  said  to  have  been  supplied  with  this 
natural  vitriol. 

Boussingault  ascribes  the  origin  of  such  volcanic  sulphuric  acids 
to  the  action  of  hydrochloric  acid  on  red-hot  sulphates ;  the  muri- 
atic acid  itself  is  generated  by  the  action  of  chlorides  and  aqueous 
vapour  on  trachytic  silicates.  Such  natural  sulphuric  acid  is  in 
any  case  also  formed  by  the  oxidation  of  pyrites  and  other  sulphur 
ores,  the  acid  being  expelled  by  heat  from  the  sulphates  generated  at 
first.  Miners  are  only  too  familiar  with  the  occurrence  of  free  acid 
in  pit^waters  from  similar  causes,  by  the  corrosion  of  metal  pumps 
and  steam-boilers ;  even  the  leather  of  the  valves  thereby  becomes 
brittle,  and  the  wooden  parts  are  charred.  In  the  case  of  vol- 
canos, sulphuric  acid  will  be  formed  by  the  oxidation  of  the  sul- 
phuretted hydrogen  and  the  sulphurous  acid  from  the  fumaroles 
and  solfataras. 

^y  c 
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Even  in  tlie  animal  kingdom  free  sulphuric  acid  has  been  found, 
viz.  in  the  salivary  glands  of  several  moUusks^  especially  of  Dolmm 
galea,  which  contain  2*47  per  cent,  free  sulphuric  acid  and  0*4  per 
cent,  of  free  hydrochloric  acid  (Boedeker  and  Troschel ;  De  Luca 
and  Pauceri) . 

Sulphuric  Acid,  Ordinary  Oil  of  Vitriol  &c. 

The  proper  sulphuric  hydrate,  SO4  H^  or  S02<[qtt,  is  a  limpid 

oily  liquid  of  1-854  sp.  gr.  at  0°  C.  (Marignac)  or  1-857  (Kolb), 
1-842  at  12^,  1-834  at  24"^  C.  It  solidifies  at  a  low  temperature  to 
crystals,  which  melt  at  + 10°-5  C,  but  generally  show  the  pheno- 
menon of  superfiision ;  that  is  to  say,  they  remain  liquid  a  good 
deal  below  the  above  temperature,  but  the  liquid  mass  solidifies 
directly  as  soon  as  a  crystal  of  the  solid  hydrate  is  introduced  into 
it.  It  does  not  fume  at  the  ordinary  temperature,  but  on  heating 
to  80°  or  40°  C,  when  its  dissociation  into  water  and  anhydride 
begins.  The  acid  begins  to  boil  at  290^;  but  it  does  not  distil 
unchanged,  a  mixture  of  hydrated  acid,  anhydride,  and  water 
passing  over;  the  boiling-point  rises  up  to  338^0.  (Marignac), 
and  then  remains  constant. 

The  pure  monohydrate  has  the  formula  SO4  H^,  and  is  composed 
of 

Sulphur 82  32-653 

Oxygen  64  65*306 

Hydrogen 2  2041 

98  100000 
or 

Anhydride SO3  81-63 

Water    H^O  1837 

100-00 

Accordingly  it  cannot  be  obtained  by  concentrating  or  distilling  di- 
lute acid,  but  only  by  the  addition  of  an  exactly  sufficient  quantity  of 
anhydride  to  the  acid  about  to  be  described,  or  by  expelling  the  an- 
hydride from  fuming  oil  of  vitriol  by  means  of  a  dry  current  of  air, 
or  by  cooling  oil  of  vitriol  below  0^.  The  real  sulphuric  hydrate 
is  therefore  only  a  scientific  curiosity,  and  without  any  technical 
importance. 
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The  strongest  oil  of  vitriol  obtainable  by  concentrating  ordi- 
nary pure  solphuric  acid  contains  a  quantity  of  water  which  is 
not  stated  alike  by  different  exact  observers  (Marignac,  Pfaundler^ 
Boscoe^  Dittmar) ;  so  that  it  cannot  be  asserted  that  this  acid  con- 
stitutes a  compound  of  monohydrate  with  water.    The  statements 
differ  from  97*86  to  98*99  per  cent,  of  SO4  H^  in  this  acid.    This 
distilled  sulphuric  acid  solidifies  a  little  below  0^ ;  but  it  also  shows 
the  phenomenon  of  superfusion  in  a  very  high  degree.     Its  boiling- 
point  is  stated  by  Dalton  to  be  326°  to  327°  C. ;  by  Marignac,  388°  j 
by  Pfaundler  and  Polt,  315°  to  317°  C.     Usually  Marignac's  state- 
ment  is  considered  the  most  reliable ;  the  acid  of  Pfaundler  and 
Polt  probably  contained  a  little  more  water.     The  boiling  takes 
place  quietly  under  a  stronger  pressure  than  the  ordinary  one^  but 
at  a  lower  pressure  with  violent  bumping^  which  can  be  avoided  by 
putting  in  platinum  wire  or  scraps^  according  to  Dittmar  even 
better  by  conducting  a  slow  current  of  air  through  it  during  the 
boiling  (see  Chapter  XII.^  purification  of  sulphuric  acid). 

The  vapour  of  sulphuric  acid  in  any  case  consists  for  the  most 
part,  or  even  entirely  (according  to  the  temperature),  not  of  the 
molecules  SO4  H^,  but  of  isolated  molecules  of  SO3  and  Hg  O ; 
theory  would  give  to  SO4  H^  (2  vols.)  a  vapour-density  of  3*3862, 
for  separated  molecules  of  SOg  and  Hg  O  (4  vols.)  a  vapour-density 
of  1-6931 ,  whilst  Deville  and  Troost  at  440°  found  it  actually =1*74. 
The  dissociation  is  therefore  as  good  as  complete  in  the  state  of 
vapour;  and  the  assumption  agrees  very  well  with  our  present 
notions  about  the  state  of  vapour  (since  Clausius),  that  also  below 
the  boiling-point  a  few  molecules  of  SO4H2  are  already  formed, 
from  which  all  the  above-described  phenomena  are  easily  explained 
(Dittmar, '  Chem.  News,^  xx.  258) . 

The  ordinary  English  oil  of  vitriol,  such  as  is  made  in  the  pla- 
tinum stills  of  the  factories,  apart  from  its  other  impurities,  always 
contains  a  little  more  water  than  the  distilled  oil  of  vitriol.  The 
ordinary  acid  of  170°  Tw.  (most  of  the  acid,  so-called,  of  170°  Tw. 
would  only  show  166°  or  even  less  with  a  properly  graduated  hydro- 
meter) contains  about  93  to  94  per  cent,  of  monohydrate  and  6  to 
7  per  cent,  of  water, — which  cannot  be  made  to  square  with  certain 
atomic  proportions;  the  sesquihydrate,  2SO4H24-H2O,  would 
contain  8*41  per  cent,  of  water — that  is,  rather  more  than  the  ordi- 
nary strong  vitriol.  It  is  difficult  to  state  any  thing  very  certain 
on  this  point,  since  the  hydrometers  are  not  accurate  enough  for 

c2 
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sucli  higli  percentages^  and  since  a  very  small  difference  in  their 
indications  answers  to  a  considerable  difference  in  the  percentage 
of  water  in  the  acid.  Baum^'s  hydrometers^  which  are  those 
almost  universally  used  on  the  continent^  and  66°  of  which  ought 
to  correspond  to  the  strongest  oil  of  vitriol,  are  often  made  by  im- 
mersing them  iu  commercial  vitriol,  and  putting  the  figure  66°  to 
the  point  thus  reached ;  such  hydrometers  are,  of  course,  useless 
for  accurate  work.  For  technical  purposes  it  is  mostly  sufficient 
to  assume  that  the  ordinary  strong  vitriol  is  equivalent  to  the  sesqui- 
hydrate,  2  SO4  H2  +  H^  O,  which  corresponds  to  a  molecular  weight 
of  214,  or  to  an  equivalent  weight  (for  each  hydroxyl)  of  58'5,  and  to 
a  percentage  of  8*41  water ;  according  to  Bineau's  table,  acid  of 
1*843  at  QP  or  1-830  at  15°  C.  will  almost  exactly  answer  to  this. 
Such  an  acid  shows  65^°  with  the  rational  Baume^s  hydrometer,  at 
15°;  but  the  hydrometers  used  at  the  factories  usually  show  ^°  in 
excess  of  this. 

The  only  rational  hydrometer  on  Baume's  system,  resting  on  a 
mathematical  basis,  and  therefore  always  obtainable  in  a  uniform 
manner,  is  that  graduated  according  to  the  formula 

._    144-3 
144-3 -n' 

which  is  deduced  as  follows  (Hof mann's  '  Official  Report  on  the 
Vienna  Exhibition,'  1875,  i.  p.  180)  :— 

If  a  hydrometer  sinks  in  water  up  to  0°,  and  in  a  second  liquid 
D  of  the  density  d  only  up  to  n°,  the  two  unequal  volumes  of  liquid 
displaced  must  have  the  same  weight,  viz.  that  of  the  hydrometer. 
If  the  latter  weight  is  called  6  (taking  as  a  unit  the  weight  of  a 
volume  of  water  corresponding  to  the  volume  of  one  degree  of  the 
scale),  we  have 

The  weight  of  the  volume  of  water  displaced  by  the 
hydrometer =     G 

The  weight  of  an  equal  volume  of  the  liquid  D,  with 
a  density=rf Grf 

The  weight  of  the  water  displaced  by  n  degrees  of 
the  scale n 

The  weight  of  an  equal  volume  of  the  liquid  D nd 

Now  it  is  evidently  the  latter  Weight  by  which  the  two  weights 
Grf  and  G  differ;  and  we  have  accordingly 

Grf-G=nrf, 
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from  which  follows 

rf=    »    andG=  "^ 


G-n  rf-1 

For  the  case  of  sulphuric  monohydrate  of  the  density  of  1*842  at 
15®  C,  in  which  Baume's  hydrometer  is  to  sink  down  to  66°,  the 
value  of  6,  hy  substituting  the  above  values  for  d  and  n  in  the  last 
equation  is  found  3=144*3,  and  accordingly 

144-3 


d^ 


144*3— »' 


The  figure  144*3  appearing  in  this  equation  is  the  weight  of  the 
hydrometer,  if  the  weight  of  a  volume  of  water  corresponding  to 
the  volume  of  one  degree  of  the  scale  be  taken  as  unit.  The  so- 
called  Dutch  hydrometer  is  constructed  from  a  formula  very  closely 

approaching  the  above,  viz. 

144 


d^ 


144-»' 


and  its  figures  accordingly  deviate  so  little  from  those  of  the  rational 

hydrometers,  that  we  need  take  no  further  account  of  it ;  the  degree 

66°  in  this  case  answers  to  the  specific  gravity  1*847,  against  1*842 

of  our  ''  rational  ^'  hydrometer.     The  original  Baume^s  hydrometer 

was  not  made  according  to  a  formula,  but  in  this  way : — ^The 

instrument  was  first  immersed  in  pure  water  and  then  in  a  ten- 

per-cent.  solution  of  pure  common  salt  in  water  (whose  spec,  grav., 

according  to  Gerlach,  at  14°  R.  is  =1*073]  10) ;  the  space  between 

jthese  two  points  was  then  divided  into  10  equal  degrees,  which  were 

continued  upwards.    According  to  Gerlach  (Dingl.  Joum.  cxcviii. 

315)  the  formxda 

100  _, 

100- (0*6813  x«) 

can  be  deduced  from  this,  and  the  degree  66°  on  such  a  hydrometer 
is  only  =1*81706  spec,  grav.,  which,  according  to  Bineau  and  Kolb's 
table,  is  only  =65°  on  the  proper  hydrometer  (see  below).  This 
confusion  is  very  much  to  be  regretted ;  but  in  order  to  lessen  it, 
we  shall  here  tabulate  the  degrees  of  Baum^'s  hydrometer  accord- 
ing to  Gerlach,  those  according  to  the  above  rational  formula 
(according  to  Kolb),  and  those  according  to  Twaddlers  hydrometer ; 
the  different  columns  show  the  specific  gravity  corresponding  for 
each  hydrometer  to  the  degree  of  the  first  column  placed  opposite 
to  it. 
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national 

■ 

Degrees. 

Baum6'B 

Hydrometer 

(Gerlach). 

Hydrometer, 

Twaddle's 
Hydrometer. 

Degrees. 

Baum^*B 

Hydrometer 

(Gerlach). 

144-3-n 

1 

1-0068 

1-007 

1-005 

1      44 

1-4281 

2 

10138 

1-014 

1-010 

45 

1-4421 

3 

1-0208 

1-022 

1015 

46 

1-4564 

4 

10280 

1-029 

1020 

47 

1-4710 

5 

1-0303 

1-037 

1026 

48 

l-48()0 

6 

1-0426 

1045 

1030 

49 

1-6012 

7 

10501 

1-053 

1-035 

50 

1-5167 

8 

10576 

1-OGO 

1-040 

51 

1-5325 

9 

10653 

1-067 

1-046 

52 

1-5487 

10 

10731 

1-075 

1-050 

53 

1.5652 

11 

1-0810 

1083 

1-055 

54 

1-6820 

12 

10890 

1-091 

1-060 

66 

1-6993 

13 

1-0972 

1-100 

1005 

56 

1-6169 

14 

1-1054 

1-108 

1070 

67 

l-(m9 

15 

1-1138 

1116 

1-075 

;      58 

1-6533 

16 

11224 

1-125 

1-080 

,      59 

1-6721 

17 

11310 

1-134 

1-085 

!      60 

1  -6914 

18 

1-1308 

1142 

1090 

i      61 

1-7111 

19 

11487 

1-152 

1-095 

62 

17313 

20 

11578 

1-162 

1-100 

63 

1-7520 

21 

1-1670 

1171 

1105 

;      64 

1-7731 

22 

11703 

1-180 

1110 

1      65 

1-7948 

23 

1-1858 

1-190 

1116 

66 

18171 

24 

119,^)6 

1-200 

]120 

67 

1-8398 

25 

1-2053 

1-210 

1-125 

68 

l-8(>32 

26 

1-2153 

1-220 

1-130 

!      69 

1-8871 

27 

1-2254 

1231 

1-136 

i      70 

1-9117 

28 

1-2357 

1-241 

1-140 

71 

1-9370 

29 

1-2462 

1-252 

1146 

72 

1-9629 

30 

1-2569 

1-263 

1-150 

73 

1-9895 

31 

1-2(577 

1-274 

1-155 

74 

2-0167 

32 

1-2788 

1-285 

1-160 

75 

2-0449 

33 

1-2901 

1-297 

1-165 

!      76 

34 

1-3016 

1-308 

1170 

;   77 

36 

1-3131 

1-320 

1176 

78 

36 

1-3250 

1-332 

1-180 

1      79 

37 

1-3370 

1-345 

1185 

1      80 

38 

1-3494 

1-357 

1190 

1      81 

39 

1-3619 

1-370 

1-195 

82 

40 

1-3746 

1-383 

1-200 

83 

41 

1-3876 

1-397 

1-205 

84 

42 

1-4009 

1-410 

1-210 

,      85 

43 

1-4143 

1-424 

1-216 

86 

BTDKOMSTISBS. 
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Eational 
Hydrometer, 


<2». 


144-3 


144-3-» 


1-438 
1-453 
1-468 
1-483 
l-4d8 
1-514 
1-530 
1540 
1563 
1-580 
1-597 
1-615 
1-634 
1-652 
1-671 
1-691 
1-711 
1732 
1-753 
1-774 
1-796 
1-819 
1-842 


Twaddle's 
Hydrometer. 


1 
1 
1 
1 
1 
1 


•220 
225 
•230 
■235 
[•240 
[-245 
1250 
1-255 
1-260 
1-265 
1-270 
1-276 
1-280 
1-285 
1-290 
1-295 
1-300 
1-305 
1-310 
1-315 
1-320 
1-325 
1-330 
1-335 
1-340 
1-345 
1-360 
1-355 
1-360 
1-365 
1-370 
1-375 
1-380 
1-385 
1-390 
1-396 
1-400 
1-405 
1-410 
1-415 
1-420 
1-426 
1-430 


Degrees. 


87 

88 

89 

90 

91 

92 

93 

94 

95 

96 

97 

98 

99 

100 

101 

102 

103 

104 

105 

106 

107 

108 

109 

110 

111 

112 

113 

114 

115 

116 

117 

118 

119 

120 

121 

122 

123 

124 

125 

126 

127 

128 

129 


Twaddle's 
Hydrometer. 


1- 
1 


•435 
440 
•446 
•460 
455 
-460 
•465 
■470 
•476 
•480 
•485 
490 
•496 
•600 
•505 
-510 
•515 
•520 
-526 
530 
•536 
•540 
•546 
•550 
•555 
•560 
-566 
•570 
•576 
•580 
-585 
•590 
•696 
•600 
•606 
-610 
1-615 
1-620 
1-625 
1-630 
1-635 
1-640 
1-645 


1 

1' 

1 

1 

1 

1 

V 

I- 

1 

1 

1- 

1- 

1 

1 

1- 

1- 

1 

1 

1 

1 

1- 

1 

1- 

1' 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 


Degrees. 


130 
131 
132 
133 
134 
135 
136 
137 
138 
139 
140 
141 
142 
143 
144 
145 
146 
147 
148 
149 
150 
151 
152 
153 
154 
165 
156 
157 
158 
159 
160 
161 
162 
163 
164 
165 
166 
167 
168 
169 
170 


Twaddle's 
Hydrometer. 


1 
1- 


•650 
•656 
-660 
•665 
•670 
[•675 
•680 
-685 
-690 
•695 
-700 
•705 
1-710 
1716 
1-720 
1725 


1 

1- 

1 

1- 

1 

1 

1 

1 

1 

1 


730 
736 
740 
746 
750 
755 
760 

1765 
770 
776 
780 

1785 
790 
796 
800 
806 
810 
815 
820 
825 
830 
836 
840 
845 
850 


1 

1 

1 

1- 

1 

1 
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Whilst  a  sesquihydrate  of  sulphuric  acid  cannot  be  established 
as  a  certain  chemical  compound^  the  double  hydrate,  804119+ H^O^ 
is  known  with  certainty.  It  crystallizes  from  rather  more  dilute 
acid,  for  instance,  add  of  144°  Tw.  in  the  cold.  It  contains  84'48 
monohydrate  +15'52  water  (or  68'97  anhydride +31*03  water), 
melts  at  +8°  C,  but,  owing  to  superfusion,  generally  only  solidifies 
below  this  temperature  (for  instance,  in  the  depth  of  winter) ;  at 
205°  to  210°  C.  it  already  loses  1  mol.  HgO,  and  leaves  ordinary 
oil  of  vitriol  behind.  The  crystals  form  large  clear  hexagonal 
columns  with  six-pointed  end-faces.  Spec.  grav.  1'78  to  1'79. 
By  the  crystallization  of  this  hydrate  carboys  are  often  cracked  in 
winter;  acid  of  144°  Tw.  and  the  like  ought  therefore  only  to 
be  warehoused  in  places  where  the  temperature  will  not  sink 
too  low — for  instance,  below  the  acid-chambers.  Stronger  or 
weaker  acid  can  be  exposed  to  the  cold  of  winter  without  any 
danger. 

Sometimes,  according  to  Ure,  a  third  hydrate,  SO4H2-I-2H2O, 
is  assumed,  because,  on  diluting  strong  vitriol  with  water  down  to 
this  point  (that  is,  corresponding  to  73*13  per  cent,  monohydrate, 
or  59*70  per  cent,  of  anhydride),  the  largest  contraction,  viz.  from 
100  volumes  to  92*14  volumes,  takes  place.  Bourgoin  (Bull.  Soc. 
Chem.  [2]  xii.  433)  infers  the  same  from  observations  on  electro- 
lyzing  dilute  vitriol.  The  density  of  this  mixture  is  stated  dif- 
ferently by  diflferent  observers : — by  Graham,  at  1*6321 ;  by  Bineau, 
1*665;  by  Kolb,  1*652;  by  Jacquelain,  1*6746.  According  to 
Liebig  it  boils  at  163°  to  170° ;  between  193°  and  199°  it  loses  one 
molecule  of  water,  and  is  changed  into  SO4H3+H2O  (Graham). 

The  percentage  of  real  acid  in  dilute  sulphuric  acid  is  mostly 
ascertained  by  its  specific  gravity,  and  this  mostly  by  the  hydro- 
meter. The  statements  of  different  observers  on  this  point  cer- 
tainly differ  very  much,  even  taking  into  account  the  temperature 
and  the  imcertainty  in  the  relation  between  Baume^s  degrees  and  the 
specific  gravity.  In  the  following  the  older  tables  of  Vauquelin, 
Darcet,  Dalton,  Ure,  &c.  are  neglected ;  only  that  of  Bineau,  which 
is  most  in  use,  and  the  newest  one,  that  of  Kolb  (Bull,  de  la  Soc. 
Industr.  de  Mulhouse,  1872,  pp.  209,  238),  are  given,  as  well 
as  the  very  useful  accessory  tables  furnished  by  Kolb. 
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Bineau's  Table  of  the  percentage  of  Hydrate  and  Anhydride  in 

Aqueous  Sulphuric  Acid, 


/„__ 

At  0"  C,  per  cent,  of 

At  15"  0.,  ] 

}er  cent,  of 

/    Pegraee 

Spec, 
gravity. 

'  * 

1  (Baaing). 

Hjdrate, 

Anhydride, 

Hydrate, 

Anhydride, 

/ 

SO^Hj. 

SO,. 

SO^H,. 

8O3. 

^ 

1036 

61 

4-2 

5-4 

4-5 

1          1^ 

1075 

10-3 

8-4 

10-9 

89 

/          1^ 

M16 

15-6 

127 

16-3 

13-3 

/          20 

1161 

21-2 

17-3 

22-4 

18-3 

1          25 

1-209 

27-2 

22-2 

28-3 

23-1 

/          SO 

1-262 

33-6 

274 

34-8 

28-4 

/       as 

1-296 

37-6 

30-7 

38-9 

31-8 

1     ^ 

1-320 

40-4 

33-0 

41-6 

34-0 

S6 

1-332 

41-7 

34-1 

43-0 

35-1 

S7 

1-346 

43-1 

35-2 

44-3 

36-2 

33 

1-357 

44-6 

36-3 

45-6 

37-2 

39 

1-370 

45-9 

37-6 

46-9 

38-3 

40 

1-883 

47-3 

38-6 

48-4 

39-6 

41 

1-397 

48-7 

39-7 

49-9 

40-7 

42 

1-410 

500 

40-8 

51-2 

41-8 

43 

1-424 

61-4 

41-9 

52-5 

42-9 

44 

1-438 

52-8 

43-1 

640 

44-1 

45 

1-453 

64-3 

44-3 

55-4 

46-2 

4e 

1-468 

56-7 

45-5 

66-9 

46-4 

47 

1-483 

671 

46-6 

58-2 

47-6 

48 

1-498 

58-5 

47-8 

59-6 

487 

49 

1-514 

60-0 

49-0 

61-1 

50-0 

60 

1-530 

61 -4 

50-1 

62-6 

511 

51 

1-546 

62-9 

51-3 

63-9 

622 

52 

1-563 

64-4 

62-6 

66-4 

53-4 

53 

1-680 

65-9 

63-8 

66-9 

54-6 

54r 

1-697 

67-4 

56-0 

68-4 

66-8 

55 

1-616 

68-9 

56-2 

70K) 

671 

5e 

1-634 

70-6 

67-5 

71-6 

68-4 

5T 

1-662 

72-1 

58-8 

73-2 

697 

58 

1-671 

73-6 

601 

747 

610 

59 

1-691 

75-2 

61-4 

76-3 

62-3 

60 

1-711 

76-9 

62-8 

78-0 

63-6 

ei 

1-782 

78-6 

64-2 

79-8 

66-1 

e2 

1-753 

80-4 

65-7 

817 

667 

es 

1-774 

82-4 

67-2 

83-9 

68-6 

\      ^ 

1-796 

84-6 

69-0 

86-3 

70-4 

\          65 

1-819 

87-4 

71-3 

89-6 

730 

\           65-6 

1-830 

89-1 

727 

91-8 

74-9 

\          66-8 

1-837 

90-4 

73-8 

94-6 

77-1 

1          66 

1-842 

91-3 

74-5 

100-0 

810 

1           66-2 

1-846 

92-5 

76-6 

1          664 

1-852 

960 

77-5 

1          666 

1-857 

100-0 

81-6 
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The  specific  gravities  found  at  a  temperature  f°  C.  can,  according 

to  Bineau,  be  reduced  to  a  temperature  of  (f  by  multiplying  with 

144' 38 

;  or  the  following  Table  can  be  used  for  correction : — 

Decrease  of  specific  grarity 
Specific  gravity  of  the  by  a  rise  of  10°  C.  in  tempera- 

acid  at  0°.  turO;  or  increase  by  a  £eiU 

of  10°  C. 

104  0002 

107  0003 

1-10  0-004 

1-15  0005 

1-20  0-006 

1-30  0-007 

1-45  0-008 

1-70  0009 

1-85  0-0096 

On  mixing  sulphuric  acid  and  water  a  certain  contraction  takes 
place^  so  that  the  volume  of  the  mixture  is  rather  less  than  that  of 
its  two  constituents.  This  matter  has  been  treated  in  detail  by 
Karmarsch  (^  Dingler's  Journal/  ccxxvi.  449) . 


KoWs  Table  of  the  percentage  of  real  acid  in  aqueotis  sulphuric  acid 

at  15^  C: 


Degrees 

Spec. 

100  parts  by  w<nght  contain 

1  litre  contains  i 

in  kilograms 

(Baum6). 

grav. 

Acid 

Acid 

Acid 

Acid 

SO,. 

SO^  F,. 

ofGO° 
Baume 

of  53° 
Baum6 

SO3. 

SO^Hj. 

of  60° 
Baum^ 

of  53^ 
Baiim6 

0 

1-000 

0-7 

0-9 

1-2 

1-3 

0007 

0-009 

0-012 

0-013 

1 

1007 

1-6 

1-9 

2-4 

2-8 

0015 

0019 

0024 

0-028 

2 

1014 

23 

2-8 

3-6 

4-2 

0-023 

0028 

0036 

0042 

3 

1022 

31 

3-8 

4-9 

6-7 

0032 

0039 

0050 

0058 

4 

1029 

3-9 

4-8 

61 

7-2 

0040 

0049 

0063 

0-074 

5 

1037 

4-7 

5-8 

7-4 

8-7 

0-049 

0060 

0077 

0-090 

6 

1045 

5-6 

6-8 

8-7 

102 

0059 

0071 

0-091 

0107 

7 

1-052 

64 

7-8 

lOO 

11-7 

0-067 

0-082 

0105 

0123 

8 

1060 

72 

8-8 

11-3 

131 

0076 

0093 

0120 

0-139 

9 

1067 

80 

9-8 

12-6 

14-6 

0085 

0-105 

0134 

0156 

10 

1-075 

8-8 

10-8 

13-8 

161 

0-095 

0-116 

0148 

0173 

11 

1083 

9-7 

11-9 

15-2 

17-8 

0-105 

0-129 

0165 

0193 

12 

1091 

10-6 

13-0 

16-7 

19-4 

0116 

0-142 

0182 

0-211 

13 

1100 

11-5 

141 

181 

21-0 

0126 

0155 

0199 

0-231 

14 

M08 

12-4 

15-2 

19-5 

22-7 

0137 

0168 

0-216 

0-251 

16 

1116 

13-2 

16-2 

20-7 

24-2 

0147 

0181 

0-231 

0-270 
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KoWs  Table  (continued). 


.  Degrees 

Spec, 
grav. 

100  parte  by  weight  cootain 

lUtare 

contaiziB 

in  kilograms 

Acid 

Acid 

Acid 

Acid 

SOg. 

SO^Hy 

of  60° 

of  53^ 

SO,. 

SO.  Ha. 

of  60° 

of  53° 

Baum^'Baoind 

9 

m            m 

Baum6 

Baum^ 

■      16 

1-126 

141 

17-3 

22-2 

25-8 

0159 

0195 

O250 

O290 

17 

1134 

151 

18-6 

23-7 

27-6 

0172 

O210 

0269 

0313 

18 

1-142 

16-0 

19-6 

251 

29-2 

0183 

0-224 

0-287 

0-333 

19 

1-152 

17-0 

20-8 

26-6 

31 0 

0196 

0-239 

0-306 

0-357 

20 

1-162 

180 

22-2 

28-4 

331 

O209 

0-258 

0-330 

0-385 

21 

1171 

19-0 

23-3 

29-8 

34-8 

0222 

0-273 

0-349 

0-407 

22 

1-180 

20-0 

24-5 

31-4 

36-6 

0-236 

0-289 

O370 

0432 

23 

1190 

211 

25-8 

330 

38-5 

0251 

0-307 

0-393 

0-458 

24 

1-200 

221 

271 

34-7 

40-5 

0-265 

0-325 

0-416 

0-486 

25 

1-210 

23-2 

28-4 

36-4 

42-4 

0-281 

0344 

O440 

0-513 

.      26 

1-220 

24-2 

29-6 

379 

44-2 

0295 

0361 

0463 

0-539 

27 

1-231 

25-3 

310 

39-7 

46-3 

0311 

0382 

0-489 

0-570 

28 

1-:^1 

26-3 

32-2 

41-2 

48-1 

0326 

0-4(X) 

0-611 

0597 

29 

1-252 

27-3 

33-4 

42-8 

49-9 

0-342 

0418 

0-536 

0625 

30 

1-263 

28-3 

34-7 

44-4 

51-8 

0-367 

0-438 

0-561 

0-654 

31 

1-274 

29-4 

36-0 

40-1 

63-7 

0374 

0-459 

0-587 

0-684 

32 

1-285 

30-5 

37-4 

47-9 

55-8 

0-392 

0481 

0-616 

0717 

33 

1-297 

31-7 

38-8 

49-7 

57-9 

0-411 

0-503 

0-645 

0-751 

34 

1-308 

328 

40-2 

51-6 

60-0 

0429 

0-526 

0674 

0-785 

35 

1-320 

33-9 

41-6 

63-3 

621 

0-447 

0-549 

0-704 

0-820 

36 

1-332 

351 

43-0 

65-1 

64-2 

0-468 

0573 

0-734 

0-856 

37 

1-345 

36-2 

44-4 

56-9 

66-3 

0-487 

0-597 

0766 

0-892 

38 

l-a57 

37-2 

45-5 

58-3 

67-9 

O505 

0-617 

0-791 

0-921 

39 

1-370 

383 

46-9 

60-0 

70-0 

0-525 

0642 

0-822 

0-959 

40 

1-383 

395 

48-3 

61-9 

721 

0-54() 

0-6G8 

0-856 

0-997 

41 

1-397 

40-7 

49-8 

63-8 

74-3 

0-569 

0696 

0-891 

1-038 

42 

1-410 

41-8 

51-2 

65-6 

76-4 

0-589 

0722 

0-925 

1-077 

43 

1-424 

42-9 

62-6 

67-4 

78-5 

0-611 

0-749 

0-960 

1108 

44 

1-438 

441 

540 

69-1 

80-6 

0-634 

0777 

0-994 

1159 

.      46 

1-463 

46-2 

65-4 

709 

82-7 

0057 

O805 

1030 

1-202 

46 

1-468 

46-4 

56'9 

72-9 

84-9 

0-681 

0835 

1O70 

1-246 

47 

1-483 

47-6 

68-3 

74-7 

87-0 

0-706 

0-8(54 

1-108 

1-290 

48 

1-498 

48-7 

69-6 

76-3 

890 

0-730 

0-893 

1143 

1-333 

49 

1-514 

49-8 

61-0 

78-1 

91-0 

0-754 

0-923 

1182 

1-378 

50 

1-580 

51-0 

62-5 

800 

93-3 

0-780 

0-956 

1-224 

1-427 

51 

1-540 

52-2 

64-0 

820 

95-5 

0-807 

0-990 

1-208 

1-477 

52 

1-663 

63-6 

65-5 

83-9 

97-8 

0836 

1-024 

1-311 

1-529 

53 

1-680 

54-9 

67-0 

85-8 

100-0 

0867 

1-059 

1-355. 

1-580 

54 

1-597 

560 

68-6 

87-8 

102-4 

0-804 

1-095 

1-402 

1-636 

55 

1615 

671 

700 

89-6 

104-5 

0922 

1131 

1-447 

1-688 

56 

1-634 

68-4 

71-6 

91-7 

1069 

0954 

1170 

1-499 

1-747 

57 

1-652 

59-7 

73-2 

93-7 

100-2 

0986 

1-210 

1-548 

1-804 

58 

1-671 

61-0 

747 

96-7 

111-5 

1019 

1-248 

1-599 

l-8()3 

59 

1-691 

62-4 

764 

97-8 

1140 

1055 

1-292 

1-654 

1-928 

60 

1-711 

63-8 

781 

100-0 

116-6 

1092 

1-336 

1-711 

1-995 

61 

1-732 

66-2 

79-9 

102-3 

119-2 

1129 

1-384 

1-772 

2-065 

6^ 

1-753 

66-7 

81-7 

104-6 

121-9 

1-169 

1-432 

1-838 

2-137 

63 

1-774 

68-7 

841 

107-7 

126-5 

1-219 

1-492 

1-911 

2-226 

64 

1-796 

70-6 

86-6 

110-8 

1291 

1-2(J8 

1-554 

1990 

2-319 

65 

1-819 

73-2 

89-7 

114-8 

133  8 

1-332 

1-632 

2-088    2-434 

66 

1-842 

81-6 

100-0 

128-0 

149-3 

1-503 

1-842 

2-358    2-750 
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In  this  Table  the  hydrometer-degrees  of  Baum^  were  fixed  by 
putting  the  zero  at  the  immersing-point  in  pure  water^  and  the 
degree  66  in  pure  hydrate  of  1*842.  This  agrees  with  the  formula 
deduced  above. 

It  would  be  very  desirable^  as  Hasenclever  points  out  (Hofinann's 
Report^  i.  181)^  if  all  sulphuric-acid-makers  used  the  same  reduction- 
tables  for  their  calculations ;  for  in  the  statements  on  the  yield  of 
acid^  and  in  many  other  cases^  frequently  different  tables  are  used ; 
so  that  the  working  results  of  different  factories  are  not  always 
comparable  with  each  other.  This  very  clearly  appears  from  the 
following  comparative  Table : — 


Degrees 
(Baum6). 

Speo. 
Qrav. 
(Kolb). 

Percentage  of  SO^H,  in  the  Vitriol  according  to 

Vauque- 
lin. 

D'Arcet. 

Tables  of  different  works. 

Bineau. 

Kolb. 

10 

1075 

11-73 

*  ■  • 

11-5 

11-40 

«  •  • 

10-98 

11-0 

10-8 

20 

1162 

24-01 

•  •  « 

23-3 

23-46 

•  •  • 

21-97 

22-4 

22-2 

SO 

1-263 

36-52 

•  •  • 

36-9 

36-60 

•  •  • 

35-93 

34-9 

34-7 

40 

1-383 

50-41 

•  •  ■ 

51-6 

51-49 

•  •  • 

49-94 

48-4 

48*3 

50 

1-530 

66-54 

66-45 

66-9 

6617 

63-8 

63-92 

62-7 

62-5 

60 

1-711 

84-22 

82-34 

83-3 

82-80 

79-4 

79-90 

78-0 

78-1 

66 

1-842 

100-00 

100-00    100-0 

10000 

94-0 

97-87    100-0 

100-0 

The  totally  incorrect  tables  of  Vauquelin  and  D'Arcet  are  used^ 
up  to  the  present  time,  exclusively  in  the  south  of  France. 

Kohlrausch  (Poggend.  Ann.  Erganzungsband  viii.  p.  675)  points 
out  that  the  real  hydrate,  SO^H,,  does  not  present  the  maximum 
density  of  sulphuric  acid  as  all  the  tables  state  it,  but  that,  in 
really  pure  hydrate,  if  water  be  carefully  squirted  on  the  top, 
slowly  sinking  drops  are  obtained.  He  found  that  the  densities  of 
concentrated  acid  at  18°  (water  at  4°  C.=l)  were : — 

Speciflo 
graTitj. 

1-8372 
1-8383 
1-8386 
1-8376 
1-8342 

According  to  these  observations  of  Kohlrausch,  it  appears  as  if 
the  maximum  density  of  sulphuric  acid  corresponded  exactly,  or 
nearly  so,  to  that  acid  which  distils  over  unchanged. 


Per  cent  by  weight 

Spedflo 
granty. 

Per  cent  by  weight 

90 

1-8147 

96 

91 

1-8200 

97 

92 

1-8249 

98 

93 

1-8290 

99 

94 

1-8325 

100 

95 

1-8352 
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The  figures  given  in  the  tables  refer  only^  of  course^  to  pure  acid, 
and  cannot  be  accepted  nnconditionally  as  true  for  the  ordinary 
acid  of  trade,  which  always  contains  impurities.  Kolb  has  exa- 
mined also  into  this  matter,  and  has  determined  the  influence  of 
the  common  impurities  upon  the  density  of  sulphuric  acid,  viz. 
that  of  lead  sulphate,  of  the  oxygen  compounds,  of  nitrogen,  and 
of  sulphurous  acid.  Arsenic,  and  perhaps  iron,  usually  occur  in 
too  small  a  quantity  in  sulphuric  acid  to  influence  its  density ;  but 
certainly  there  may  be  cases,  not  mentioned  by  Kolb,  in  which  yitriol 
is  strongly  contaminated  with  salts  of  iron,  aluminium,  sodium,  &c. 
The  iron,  for  instance,  may  come  from  pyrites-dust,  aluminium  firom 
the  packing  of  the  Glover  tower,  or  firom  the  fire-clay  frequently 
employed  for  stopping  leaks ;  sodium  fix>m  solutions  of  nitrate  or 
sulphate  of  soda,  which  sometimes  get  into  the  chambers  by  inad- 
vertence :  I  have  even  found  zinc  in  the  same  in  very  perceptible 
quantity  after  a  plumber  had  emptied  his  machine  direct  into  the 
chambers. 

For  saturated  solutions  of  sulphurous  acid  in  sulphuric  acid  of 
varying  density,  Kolb  gives  the  following  Table  (Bull.  Soc.  Ind.  de 
Mulhouse,  1872,  p.  224)  * :— 


Density  of  Sulphaiic  Acid 

Quantity  of  SO,  diseolyed 

Before  being  satu- 
rated  with  SO,. 

Jfter  being  satu- 
rated with  SO,. 

Per  kilog. 
Add. 

Per  litre 
Add. 

1-841 
1839 
1-540 
1-407 
1-227 
1-000 

1-837 
1-831 
1-641 
1-419 
1-244 
1-041 

0O09  Irilog. 
0K)14     „ 
0-021     „ 
0032     „ 
0-068     „ 
0-135     „ 

5*8  litree. 

8-9      „ 
11-2      „ 
15-9      „ 
29-7      „ 
490      „ 

*  The  Table  is  corrected  by  diTiding  the  last  colanm  by  10.  The  necesaity  of 
this  correctioii  ia  apparent  on  calculation,  and  especially  on  comparing  the  last 
figure  (for  pure  water)  with  well-known  facts.  It  is  remarkable  that  those 
cofpying  Eolb's  table  have  not  been  struck  by  the  contradiction  of  putting 
58  fities  of  SOg  per  litre  sulphuric  acidsO  grms.  SO,  per  kilog.,  &c.,  and  of  as- 
suming a  solubility  of  490  vols.  SO,  in  1  vol.  water.  Rosenstiehl,  in  his  Beport 
(Bull.  Mulh.  p.  242),  speaks  of  the  5S-f old  volume  for  concentrated  add ;  and 
the  others  follow  him.  Whether  the  error  rests  on  a  printer's  mistake  or  a 
miscalculation  must  be  left  undedded ;  but  another  error  in  Eolb's  large  table 
given  above,  which  must  be  a  printer's  mistake,  and  which  ought  to  have  been 
noticed  directly,  has  also  been  copied  unaltered  into  Dingler's  'Journal'  and 
Wagner's '  Jahresbericht.'  The  last  two  figures  of  the  last  column  but  one  are 
given  as  2-388  and  2*058 ;  cakulation  shows  that  it  ought  to  be  2*088  and  2*358, 
as  here  giTen. 
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In  this  Table  it  strikes  the  attention  that  the  saturation  of  strong 
acid  with  SO^  somewhat  lowers  its  specific  gravity,  but  rather  raises 
that  of  weak  acid;  with  an  acid  of  1'540  both  tendencies  are  at  an 
equilibrium  and  the  density  is  not  changed. 

In  such  quantities  (up  to  saturation)  sulphurous  acid  certainly 
never  occurs  in  commercial  vitriol ;  and  it  is  very  rarely  that  more 
than  traces  of  it  are  found  therein,  since  it  does  not  agree  with 
the  nitrogen  oxides  which  are  most  frequently  found  in  com- 
mercial vitriol.     Nitric  acid  is,  if  at  all,  only  present  in  extremely 
small  quantities  in  the  vitriol  of  trade,  and  therefore  does  not 
modify  its  density  to  a  sensible  extent ;  especially  it  will  not  be 
found  in  vitriol  of  more  than  144P  Tw.,  except  perhaps  in  the  nitrous 
vitriol  from  the   Gay-Lussac   towers;   but  even  this,   according 
to  my  analyses    (see  below),  under  normal  conditions  contains 
mere  traces  of  NO3H.     Nitric  oxide  can  also  be  neglected;  con- 
centrated vitriol  does  not  dissolve  it  at  all ;  acid  of  1*426  sp.  gr. 
only  0*017  per  cent,  of  NO.     Nitrous  acid  certainly  has  a  very 
marked  influence  on  the  apparent  percentage  of  a  sulphuric  acid, 
according  to  the  hydrometrical  test,  although  only  in  ''nitrous 
vitriol  '^  such  large  proportions  of  nitrous  acid  occur  as  to  influence 
the  specific  gravity  of  the  sulphuric  acid.     In  order  to  estimate  this 
influence,  Kolb  conducted  into  sulphuric  acids  of  diflferent  concen- 
trations a  mixture  of  dry  air  and  dry  nitric  oxide  in  excess,  sup- 
posing that  it  would  only  yield  NgOg,  not  NO^.     His  results  were 
as  follows  * : — 


Density  of 

100  jferts  of  Acid  contain 

1 

Quantity  of  SO^TT, 
whioh  pure  acid 
would  contain  if 

of  equal  spec.  grav. 

as  that  saturated 

with  N  A- 

Pure 
Acid. 

Acid 

saturated 

with 

Before 
satura- 
tion. 

After  saturation. 

NA- 

NA- 

SO,H,. 

1-841 
1-793 
1-749 
1-621 
1-512 
1-426 
1-327 

1-868 
1-814 
1-751 
1-628 
1-519 
1-434 
1-336 

99-9 
86-2 
81-4 
70-7 
60-7 
52-7 
42-2 

4-25 
412 
3-90 
2-30 
0-74 
0-25 
Oil 

Traces 
1-28 
1-55 
110 
0-31 
0-24 
0-76 

945 
82-8 
76-2 
686 
60-2 
530 
40-8 

? 

89-2 
81-4 
71-0 
61-5 
53-6 
43-4 

*  The  occurrence  of  nitric  acid  in  concentrated  vitriol,  after  conducting  NA 
into  it,  is  directly  contradicted  by  many  experiments  of  mine,  and  is  possibly  to 
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Nitrogen  tetroxide,  N^O^  need  not  be  taken  into  account  here,  as 
for  all  analytical  purposes  it  behaves  like  a  mixture  of  N^Oa  and 

With  respect  to  had  sulphate  Kolb  found  that^  at  the  ordinary 
temperature^  there  were  dissolved  in 

100  parts  vitriol  of  1*841  spec.  grav.  0*039  part. 
100        „        „        1-793  „  0011     „ 

100        „        „        1-540  „  0003     „ 

In  more  dilute  acids  the  lead  can  hardly  be  estimated.  Nitric 
add,  which  anyhow  occurs  in  very  small  quantities,  does  not 
strongly  influence  the  solubility  of  lead  sulphate  in  sulphuric  acid, 
nitrous  acid  not  at  aU.  The  influence  of  lead  sulphate  on  the 
density  of  vitriol  can  accordingly  be  neglected  for  the  ordinary 
temperature. 

Although,  as  we  see,  the  impurities  of  ordinary  sidphuric  acid, 
leaving  aside  *'  nitrous  vitriol,'^  have  very  little  influence  on  its  den- 
sity, still  the  latter^  at  the  highest  degrees  of  concentration,  is  no 
trustworthy  means  of  estimating  the  percentage  of  real  SO4H2  in  the 
acid,  even  when  the  correction  for  temperature  according  to  the 
Table  on  page  26  is  applied,  because  at  this  concentration  a  small  dif- 
ference in  density  corresponds  to  a  very  large  difference  in  percent- 
age. Least  of  all  in  this  case  can  the  ordinary  hydrometers  be  used. 
Many  factories  have  special  hydrometers^  in  which  the  last  few 
degrees  are  spread  over  a  large  area  and  are  subdivided  further ; 
but  anyhow  the  density  ought  to  be  estimated  by  more  accurate 
methods;  for  the  hydrometers  are  frequently  not  reliable,  and  cer- 
tainly not  so  unless  the  normal  temperature  for  which  they  have 
been  made  be  exactly  observed.  But  any  determination  of  den- 
sity for  estimating  the  percentage  of  the  very  strongest  acids 
must  now  be  rejected,  after  Kohlrausch^s  investigation  (p.  28). 
The  adds  from  96  per  cent,  upwards  ought  therefore  always  to  be 
estimated  alkalimetrically. 

The  following  Table  of  Anthonys  will  be  of  practical  value.  It 
shows  in  column  a  how  many  parts  oU  of  vitriol  of  170°  Tw.  must 
be  mixed  with  100  parts  water  at  15°  or  20°,  in  order  to  obtain 
an  add  of  the  specific  gravity  b. 


be  explained  by  the  analytical  methods,  not  quite  trustworthy^  at  that  time  used 
(see  below) ;  or  else  the  gas^  in  that  case,  must  have  contained  NO,  after  all. 


32 


SULPHURIC  ACID. 


a. 

h. 

a. 

h. 

a. 

h. 

1 

1009 

130 

1-456 

370 

1-723 

2 

1015 

140 

1-473 

380 

1-727 

5 

1-035 

150 

1-490 

390 

1-730 

10 

1060 

160 

1-510 

400 

1-733 

15 

1090 

170 

1-530 

410 

1-737 

20 

1113 

180 

1-543 

420 

1740 

25 

1140 

190 

1-556 

430 

1-743 

30 

1165 

200 

1-568 

440 

1-746 

35 

M87 

210 

1-680 

450 

1-760 

40 

1-210 

220 

1-693 

460 

1754 

45 

1229 

230 

1-606 

470 

1767 

60 

1-248 

240 

1-620 

480 

1760 

65 

1-265 

250 

1-630 

490 

1-763 

60 

1-280 

260 

1-640 

500 

1-766 

65 

1-297 

270 

1-648 

610 

1-768 

70 

1-312 

280 

1-654 

620 

1-770 

75 

1-326 

290 

1-667 

530 

1-772 

80 

1-340 

300 

1-678 

540 

1774 

85 

1-367 

310 

1-689 

550 

1776 

90 

1-372 

320 

1-700 

560 

1777 

95 

1-386 

330 

1-705 

580 

1-778 

100 

1-398 

340 

1-710 

690 

1-780 

110 

1-420 

350 

1-714 

600 

1-782 

120 

1-438 

360 

1-719 

On  mixing  oil  of  vitriol  with  water  a  considerable  rise  of  tempe- 
rature takes  place^  water  being  chemically  fixed  by  the  formation 
of  certain  hydrates^  as  described  above.  Besides^  on  mixing  con- 
centrated acid  with  water^  as  already  mentioned^  a  not  inconsider- 
able contraction  takes  place^  which  must  equally  lead  to  an  erolution 
of  heat.  But  on  mixing  strong  vitriol  with  snow  a  strong  cold  is 
produced  by  the  heat  becoming  latent  on  the  liquefaction  of  snow, 
which  considerably  exceeds  that  becoming  free  in  consequence  of 
the  chemical  combination.  This  cold,  however,  is  only  produced 
when  the  proportion  between  acid  and  ice  does  not  exceed  certain 
limits :  for  1  part  of  vitriol  there  must  be  1 J  part  of  snow  pre- 
sent ;  with  less  snow  there  is  a  rise  of  temperature. 

Although  there  is  nothing  to  show  that  hydrates  of  sulphuric 
acid  exist  with  more  than  2  H^O  to  1  SO4H2,  even  at  stronger  dilu- 
tion much  heat  is  liberated,  as  proved  by  the  experiments  of  Gra- 
ham, Hess,  Abria,  Favre,  Silvermann,  Andrews,  Thomson,  8tc. 

The  evolution  of  heat  has  been  computed  by  Favre  and  Quaillord 
(Compt.  Bend.  1. 1150) : — ^for  the  mixture  of  1  gr.  sulphuric  mono- 
hydrate,  SO^Hj,  with 
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The  first   ^  molecule  of  water  .  .  9*66  metrical  units  of  heat. 
„  second  ^  „  ^-^^ 

,,  second  \  „ 

J,  second  ^  „ 


>y 

«/  vras 

yy 

^> 

» 

17-45 

>> 

^^ 

yy 

28-90 

w 

>* 

*  yy  yy  ^^  ^^  j>  w 

2  „  „  99-54 

3  „  „  118'33  „  „ 

4  „  „  130-36 

5  „  „  139-39  „  „ 

6  „  „  146-39 

7  „  „  152-43 

8  „  „  157-18 
12  „  „  16803 
16  „  „  172-96 

20  „  „  175-23            ,; 

24  „  „  176-67 

28  „  „  177-56 

32  „  „  178-22 

36  „  „  178-66 

40  „  „  178-99 

Even  on  adding  the  sixtieth  molecule  of  water,  sulphuric  acid  still 
gives  out  a  sensible  quantity  of  heat. 

Thomsen  (Deutsch.  chem.  Ges.  Ber.  iii.  496)  gives  the  follow- 
ing Table  :— 

1 6272  heat-units. 

2 9364  „  „ 

8  ....     .  11108  „  „ 

5 13082  „  „ 

9 14940  „  „ 

19 16248  „  „ 

49 16676  „  „ 

99 16850  „  „ 

199 17056  „  „ 

499 17304  „  „ 

799 17632  „  „ 

1599 17848  „  „ 

D 
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On  account  of  this  considerable  evolution  of  heat^  concentrated 
vitriol  and  water  must  always  be  mixed  with  care  :  the  water  ought 
never  to  be  poured  into  the  acid^  but  the  acid  run  in  a  thin  jet 
into  the  water  with  constant  stirring.  On  a  sudden  mixture^  so 
much  heat  is  liberated  at  once  that  the  acid  may  be  raised  to  the 
boiling-point  and  splash  about ;  and  glass  vessels  are  easily  cracked 
thereby. 

The  aflSnity  of  vitriol  for  water  is  also  proved  by  its  great 
hygroscopicity.  Concentrated  vitriol  is  one  of  the  best  means  for 
drying  gases ;  and  it  is  not  only  used  in  this  way  for  innumerable 
scientific^  but  also  for  some  technical  purposes — ^for  instance^ 
in  the  manufacture  of  chlorine  by  Deacon^s  process,  where  the 
gaseous  mixture,  having  been  deprived  of  its  hydrochloric  acid  by 
water,  is  passed  through  a  coke-tower  fed  with  sulphuric  acid,  in 
order  to  be  deprived  of  its  moisture.  In  the  same  way,  chlorine 
gas  is  dried  for  the  process  of  utilizing  tinned  scrap-iron  by  treat- 
ment with  chlorine,  which  in  the  dry  state  does  not  act  upon  iron, 
but  gives  with  tin  anhydrous  tin  tetrachloride. 

Concentrated  sulphuric  acid  acts  also  upon  liquid  and  solid 
bodies  by  depriving  them  of  water  or  even  splitting  off  the  elements 
of  the  same  if  the  substance  only  contains  the  latter  but  no  readily 
formed  water.  Upon  this  action,  too,  a  host  of  scientific  and 
technical  applications  of  sulphuric  acid  are  founded.  In  this  case 
frequently  the  so-called  sulphonic  acids  are  formed,  generally  com- 
pounds easily  lending  themselves  to  further  reactions.  Instances 
of  this  are : — ^the  formation  of  ether  by  the  splitting-up  of  sulphu- 
ric acid,  with  the  intermediate  formation  of  sulphovinic  acid ;  that 
of  ethylene  on  the  further  splitting-off  of  water ;  the  preparation 
of  nitrobenzene,  picric  acid,  nitronaphthaline,  all  through  the  sul- 
phonic acids;  the  manufacture  of  resorcine  and  alizarine  by  the 
alkaline  fusion  of  the  sulphonic  acids  of  benzene  and  anthraquinone, 
and  many  other  cases. 

The  charring  of  many  organic  substances,  such  as  wood,  sugar, 
&c.,  by  contact  with  strong  vitriol,  is  derived  from  the  same  source. 
Necessarily  this  acid,  in  its  concentrated  form,  must  have  an  ex- 
tremely prejudicial  action  on  the  animal  body.  The  remedy  usually 
applied,  viz.  burnt  magnesia,  cannot  do  much  good  when  the  epi- 
thelium of  the  oesonhagus  and  the  stomach  are  once  destroyed. 

The  affinity  of  concentrated  vitriol  for  water  is  also  shown  by  the 
fact  that  it  easily  runs  over,  when  kept  in  open  vessels,  by  attracting 
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moisture  from  the   air — ^a  fact  to  keep  in  view  in   the  case   of 
balances  &c. 

The  meltinff-points  of  sulphuric  acids  of  diflFerent  degrees  of 
concentration  are  given  by  Payen  as  follows  (but  not  all  of  his 
statements  agree  with  the  results  of  more  recent  researches  as 
quoted  above) : — 

Anhydride,  «  modification melts  at    +18 

/3  „  ,,  +100 

Subhydrate  (pyrosulphuric  acid) ,,  +35 

ilonohydrate,  SO^Hg ,,  +   10*5 

The  same  with  a  very  small  addition  of  anhy-  1  on 

dride j"  "  "  '^ 

The  same,  with  a  very  little  water  (ordinary  1  J 

oil  of  vitriol) J       "      1^30 

Dihydrate „  +85 

Sulphuric  add  containing,  to  1  molecule  of  ^ 

acid,  3  molecules  of  water  or  more,  re-  r      >^  —  20 

mains  liquid  at J 

The  same,  in  vacuo „  —  40 

On  boiling  dilute  sulphuric  acid,  at  first  nothing  but  aqueous 
vapour  escapes ;  according  to  Graham,  only  then  is  acid  vapour 
mixed  with  the  steam^  when  no  more  than  2  molecules  of  water  are 
present  to  1  of  SO3 — that  is,  with  a  percentage  of  84*48  S04H£  or  a 
specific  gravity  of  1'78.  After  several  discussions  about  the  loss  of 
sulphuric  acid  in  concentrating  it,  by  the  author.  Bode,  Walter, 
&c.,  it  may  be  assumed  that  in  manufacturing  practice  no  sensible 
loss  of  acid  takes  place  by  real  volatilization  up  to  a  strength  of 
144°  or  even  of  152*^  Tw. ;  but  on  strong  boiling  there  is  always  a 
little  acid  carried  away  mechanically  in  the  shape  of  small  drops^ 
especially  in  pans  fired  from  the  top  and  also  in  the  Glover  tower. 
When  the  evaporation  up  to  that  point  takes  place  quietly  at  a 
moderate  heat  there  is  probably  no  loss  of  acid  at  all. 

The  boiling-points  of  sulphuric  acid  of  dilSerent  strengths  have 
been  stated  by  Dalton  as  follows  : — 
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Specific 

Boiling 

Specific 

Boiling 

Speciflo 

Boiling 

gravity. 

at 

gravity. 

at 

i      gravity. 

at 

1850 

32§ 

1-810 

245 

1-699 

190 

1-849 

318 

1-801 

240 

1-684 

186 

1-848 

310 

1-791 

230        ; 

1-670 

182 

1847 

301 

1-780 

234 

1-650 

177 

1-845 

293 

1-766 

217 

1-520 

143 

1-842 

284 

1-757 

212 

1-408 

127 

1-838 

277 

1-744 

204 

1-300 

116 

1-833 

268 

1-730 

198 

1-200 

107 

1-827 

260 

1-715 

194 

1100 

103 

1-829 

253 

It  stands  to  reason  that  this  Table^  made  in  the  beginning  of 
this  century,  requires  revising ;  so  much  is  certain,  that  the  specific 
gravity  of  the  monohydrate  is  assumed  too  high,  and  its  boiling- 
point  agrees  neither  with  the  statement  of  Marignac  (338^  nor 
with  that  of  Pfaundler  (317°).  The  author  has  therefore  again 
examined  this  matter  (Ber.  d.  deutsch.  chem.  Ges.  xi.  370),  and 
has  found  the  following  result : — 

Table  I. 


Speciflo 
gravity. 

Tempe- 

Spec. grav. 

Percent- 

Boiling- 

Barometer 

rature. 

reduced  to 

age  of 
SO^Ha. 

point. 

reduced  to  0°. 

°0 

15°0. 

°0. 

Millims. 

1-8380 

17 

1-8400 

95-3 

297 

718-8 

1-8325 

16-5 

1-8334 

92-8 

280 

723-9 

1-8240 

15-6 

1-8245 

90-4 

264 

720-6 

1-8130 

16 

1-8140 

88-7 

257 

7260 

1-7986 

15-6 

1-7990 

86-6 

241-5 

7201 

1-7800 

15 

1-7800 

843 

228 

720-5 

1-7545 

16 

1-7554 

81-8 

.218 

726-0 

1-7400 

15 

1-7400 

80-6 

209 

720-6 

1-7185 

17 

1-7203 

78-9 

203-5 

725-9 

1-7010 

18 

1-7037 

77-5 

197 

725-2 

1-6750 

19 

1-6786 

75-3 

185-5 

725-2 

1-6590 

16 

1-6599 

73-9 

180 

725-2 

1-6310 

17 

1-6328 

71-6 

173 

725-2 

1-6055 

17 

1-6072 

69-5 

169 

7301 

1-5825 

15 

1-6825 

67-2 

160 

728-8 

1-5600 

17 

1-5617 

65-4 

158-5 

7301 

1-5420 

17 

1-5437 

64-3 

151-5 

730-1 

1-4935 

18 

1-4960 

59-4 

143 

7301 

1-4620 

17 

1-4635 

56-4 

133. 

7301 

1-4000 

•17 

1-4015 

50-3 

124 

730-1 

l-a540 

17 

1-3554 

45-3 

118-5 

7301 

1-3180 

17 

1-3194 

41-5 

115 

7301 

1-2620 

17 

1-2633 

34-7 

110 

7329 

1-2030 

17 

1-2042 

27-6 

107 

732-9 

1-1120 

17 

1-1128 

15-8 

103-5 

732-9 

1-0575 

17 

1-0580 

8-6. 

101-5 

7350 
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Table  II. 
(Calculated  by  graphical  interpolation.) 


Per  cent. 

Soiling- 

Pep  cent. 

! 

Boiling- 

I  Pep  cent. 

Boiling- 

Pep  cent. 

Boiling- 

SO^!H^. 

point. 

BO^Hg* 

point. 

SO^H,. 

point. 

SO^Hj. 

point. 

5 

o 
101 

45 

118-5 

1 

70 

170 

86 

238-5 

10 

102 

50 

124 

72 

174-5 

88 

251-5 

15 

103-5 

53 

1285 

74 

180-5 

90 

262-5 

20 

105 

56 

133 

76 

189 

91 

268 

25 

106-6 

60 

141-5 

78 

199 

92 

274-5 

SO 

106 

62-5 

147 

80 

207 

93 

281-5 

35 

110 

65 

153-5 

82 

218-5 

94 

288-5 

40 

114 

67-6 

161 

84 

227 

95 

295 

Formation  of  Sulphuric  Acid. — It  is  not  probable,  though  it  has 
been  ajsserted^  that  sulphuric  acid  is  formed  in  damp  flowers  of 
sulphur,  even  at  the  ordinary  temperature ;  but  this  is  said  to  be 
the  case  on  heating  sulphur  with  water  to  200°  C,  or  by  the  electric 
current.  Sulphur  is  easily  oxidized  to  sulphuric  acid  by  chlorine, 
hypochlorous  acid,  nitric  acid,  aqua  regia,  &c.  It  is  produced, 
along  with  sulphurous  acid  and  sulphur,  from  tri-,  tetra-,  and  pen- 
tathionic  acids — ^from  the  former  by  merely  heating,  from  all  three 
by  the  action  of  chlorine  or  bromine,  or  even  on  the  prolonged 
action  of  stronger  acids,  which  set  the  thionic  acids  free;  also 
hyposulphites  yield  sulphuric  acid  under  the  action  of  chlorine. 
All  these  decompositions  have  to  be  kept  in  view  in  alkali-making. 

Mostly  sulphuric  acid  is  formed  from  sulphurous  acid.  The 
aqueous  solution  of  the  latter  is  gradually  transformed  into  sul- 
phuric acid  by  the  action  of  the  air  alone,  is  transformed  at  once  by 
chlorine,  bromine,  iodine,  hypochlorous  acid,  nitric  acid,  and  several 
metallic  salts,  such  as  manganic  sulphate,  mercurous  nitrate,  &c. 
Sulphur  dioxide  and  oxygen  conducted  through  a  red-hot  tube  con- 
taining platinum,  platinized  asbestos,  ferric  oxide,  &c,,  in  the  pre- 
sence of  water  yield  sulphuric  acid,  in  its  absence  sulphuric 
anhydride.  Far  more  important  than  all  these  cases  is  the  forma- 
tion of  sulphuric  acid  from  sulphurous  acid  by  atmospheric  oxygen, 
nitrous  acid  acting  as  the  carrier  of  the  latter.  This  is  the  founda- 
tion of  the  manufacture  of  sulphuric  acid,  and  will  be  explained 
in  detail  later  on. 

Decompositions  of  Sulphuric  Acid, — ^Sorae  of  these  have  been 
mentioned  already — for  instance,  that  into  anhydride  and  water  by 
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evaporation.  The  mixed  vapour,  on  account  of  the  unequal  velocity 
of  diffusion  of  the  two  vapours,  can  be  separated  to  a  great  extent 
into  its  two  constituents,  so  that  at  520^  C,  in  an  hour,  a  residue  of 
60  per  cent,  monohydrate  and  40  per  cent,  anhydride,  at  445°  C. 
75  per  cent,  monohydrate  and  25  per  cent,  anhydride  was  obtained 
(Wanklyn  and  Robinson,  Proc.  Roy.  Soc.  xii.  p.  507).  Perhaps  a 
process  for  preparing  fuming  acid  can  be  founded  upon  this  fact. 
Even  far  below  the  boiling-point  the  dissociation  begins  in  the 
liquid  acid.  It  has  been  pointed  out  that  already  at  30°  to  40°  C. 
the  hydrate  begins  to  give  off  vapours  of  anhydride  (Marignac), 
which  fact  has  been  confirmed  by  the  exact  researches  of  Dittmar 
(Chem.  Soc.  Journ.  [2]  vii.  p.  446)  and  Pfaundler  and  Polt  (Zeitschr. 
f.  Chemie,  xiii.  p.  66). 

A  furthergoing  decomposition  into  sulphur  dioxide,  oxygen,  and 
water  takes  place  on  conducting  the  vapour  of  sulphuric  acid  through 
porcelain  or  platinum  tubes,  filled  with  bits  of  porcelain  and 
heated  to  a  bright  red  heat.  This  mode  of  decomposition  has  been 
recommended  by  Deville  and  Debray  as  a  '^  cheap  '^  plan  for  making 
oxygen ;  but  it  does  not  seem  t9  have  answered,  owing  to  the  insuf- 
ficient sale  for  sulphurous  acid  or  its  salts ;  perhaps  it  will  play  a 
great  part  in  future  for  the  manufacture  of  anhydride  by  Winkler's 
process. 

On  heating  with  charcoal  to  100°  or  up  to  150^  C,  sulphuric  acid 
yields  carbon  dioxide  and  sulphur  dioxide ;  on  boiling  with  phos- 
phorus, sulphur;  on  boiling  with  sulphur,  sulphur  dioxide;  by  the 
action  of  the  electric  current,  hydrogen,  oxygen,  sulphur,  &c.  (in 
dilute  sulphuric  acid  the  electric  current  merely  causes  the  decom- 
position of  water) . 

Sulphuric  acid  in  the  cold,  and  at  temperatures  below  its 
boiling-point,  is  the  strongest  of  all  acids,  and  expels  all  other  acids 
from  their  salts  when  the  solubilities  &c.  allow  this ;  but,  inversely, 
sodium  sulphate  is  also  decomposed  by  hydrochloric  acid.  Bous- 
singault  (Ann.  Chim.  Phys.  [5]  ii.  p.  120)  has  shown  that  dry 
hydrochloric-acid  gas  at  a  red  heat  decomposes  the  sulphates  of 
sodium,  potassium,  barium,  strontium,  and  calcium  (see  further 
on).  More  refractory  acids  expel  sulphuric  acid  at  higher  tem- 
peratures— for  instance,  boric  acid,  silica,  and  phosphoric  acid. 

With  the  bases  sulphuric  acid  forms  two  principal   series  of 

salts,  viz.  acid  ones,  of  the  formula  S02<^-«  *^,  and  neutral  ones,  of 
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the  formula  SO^q^.    Very  frequently  it  also  occurs  in  basic 

salts^  rarely  in  hyperacid  salts. 

The  technical  applications  of  sulphuric  add  to  a  great  extent  rest 
on  its  great  affinity  to  all  bases.  Of  its  salts  the  acid  and  neutral 
ones  are  soluble  in  water^  excepting  the  neutral  salts  of  barium, 
strontium,  lead,  silva*,  and  mercury  (in  the  state  of  protoxide), 
which  are  little  or  not  at  all  soluble  in  water  and  dilute  acids. 
Calcium  sulphate  is  sparingly  soluble  in  water.  Most  sulphates 
are  insoluble  in  alcohol.  The  basic  sulphates  are  mostly  insoluble 
in  water,  but  soluble  in  acids.  The  sulphates  incline  very  much 
towards  the  formation  of  double  salts,  of  which  those  are  called 
ahans  which  contain  a  combination  of  univalent  and  trivalent 
(corresponding  to  a  double  atom  of  quadrivalent)  metals. 

The  neutral  salts  of  the  alkali-metals,  of  calcium,  magnesium, 
silver,  manganese,  and  ferrosum,  the  latter  only  if  entirely  free  from 
acid  and  peroxide  (a  condition  very  rarely  realized),  do  not  redden 
blue  litmus  paper,  whilst  all  other  soluble  sulphates  do  this. 

On  Aeaiinff  to  a  red  heat,  only  the  neutral  sulphates  of  the  alka- 
lies, of  the  alkaline  earths,  and  of  lead  remain  unchanged.  At  a 
still  higher  temperature  (that  o{  melting  iron)  the  two  latter  classes 
are  also  decomposed,  but  the  alkaline  sulphates  are  volatilized  with- 
out a  change.  Even  zinc  and  manganous  sulphate  are  so  difficult 
to  decompose  that  in  practical  work  they  are  considered  as  fireproof 
in  most  cases.  This  explains  the  difficulty  of  completely  convert- 
ing blende  into  oxide  of  zinc. 

On  roasting,  the  decomposable  sulphates  yield  metallic  oxides, 
sulphur  dioxide,  and  oxygen.  They  are  much  more  easily  split 
up  on  heating  by  certain  additions,  such  as  coal,  iron,  &c. 

On  the  metals  sulphuric  acid  acts  in  a  very  different  way.  The 
water-decomposing  metals  in  the  cold  yield  nothing  but  hydrogen 
with  it ;  in  the  hot  even  zinc  and  iron  already  yield  sulphurous 
acid ;  and  zinc,  if  certain  conditions  are  observed,  can  even  yield 
sulphuretted  hydrogen  (Fordos  and  GeUs) . 

Most  of  the  heavy  metals  do  not  act  upon  sulphuric  acid  in  the 
cold  and  in  a  dilute  state ;  they  yield  sulphur  dioxide  only  on  being 
heated  with  concentrated  acid,  such  as  arsenic,  antimony,  bismuth, 
tin,  lead,  copper,  mercury,  silver  (sulphates  being  formed  at  the 
same  time) ;  gold,  platinum,  iridium,  and  rhodium  do  not  act  on 
sulphuric  acid  at  any  temperature. 
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Apart  from  the  inaction  of  pure  sulphuric  acid  on  platinum, 
the  behaviour  of  vitriol  towards  lead  and  cast  iron  is  especially  of 
technical  interest. 

Cast  iron  is  very  little  acted  upon  by  concentrated  vitriol,  either 
hot  or  cold.  For  many  years  now,  cast-iron  vessels  have  been 
employed  for  boiling  sulphuric  acid  with  silver,  for  making  nitro- 
benzene by  a  mixture  of  sulphuric  and  nitric  acid,  for  pumping 
vitriol  by  compressed  air,  &c.  In  the  cold,  and  at  a  gentle  heat, 
even  moderately  dilute  vitriol  acts  very  little  on  cast  iron ;  it  can 
be  used  for  pumping  chamber-acid  onto  the  Glover  tower,  and 
even  for  the  preliminary  heating  of  the  vitriol  in  the  manufacture 
of  saltcake. 

Balmain  and  Menzies  have  indeed  proposed  to  send  out  sulphuric 
acid  in  iron  vessels,  in  lieu  of  the  usual  glass  carboys ;  it  should 
not,  however,  be  below  130°  Tw.,  should  not  contain  any  impurities 
acting  upon  iron,  and  it  must  not  be  left  in  contact  with  air  in  the 
vessels.  In  this  ease  even  wrought-iron  vessels  can  be  employed. 
(Compare  the  end  of  Chap.  XIII.) 

The  action  of  sulphuric  acid  on  lead  has  been  examined  several 
times.  This  matter  is  of  very  great  importance  for  the  manufac- 
ture of  sulphuric  acid.  The  best-known  research  is  that  of  Calvert 
and  Johnson  (Compt.  Rend.  Ivi.  p.  140) .  Most  metals  are  all  the 
less  acted  upon  by  acids  the  purer  they  are ;  but  the  contrary  seems 
to  be  the  case  with  lead.  Calvert  and  Johnson  allowed  sulphuric 
acid  of  difiTerent  concentration  to  act  at  the  ordinary  and  at  higher 
temperature  on  three  diflPerent  kinds  of  lead,  viz. : — A,  ordinary 
lead  (with  98-8175  Pb,  0-3955  Sn,  03604  Fe,  and  04026  Cu) ; 
B,  virgin  lead  (with  992060  Pb,  0-0120  Sn,  03246  Fe,  0*4374  Cu) ; 
and,  C,  chemically  pure  lead.  Plates  of  1  metre  square  each  were 
covered  with  16  litres  of  sulphuric  acid  each;  and  after  ten  days 
the  quantity  of  lead  sulphate  formed  was  estimated.  In  the  first 
four  experiments  pure  acid  was  used,  in  the  last  two  such  acid  as  it 
is  obtained  in  acid-works  by  concentration  in  lead  pans.  In  these 
two  experiments  the  temperature  was  48°  to  50°. 
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Spec.  gr&T.  of  the      Ordinary  Virgin  Pure 

acid  employed.  lead.  lead.  lead. 

grmB.  grms.  grms. 

1 1-842  67-70  134-20  20170 

II 1-705  8-35  16-50  1970 

III 1-600  5-55  10-34  16-20 

IV 1-526  2-17  4-34  684 

V 1-746  49-67  5084  55-00 

VI 1-746  51-91  54-75  5741 

The  result  is  that  lead  is  all  the  more  acted  upon  the  purer  it  is, 
and  that  an  energetic  action  only  takes  place  above  the  specific 
gravity  of  140°  Tw. 

Mallard  (Bull.  Soc.  Chim.  1874,  ii.  p.  114)  experimented  with 
lead  containing  99*62  Pb,  014  Sb,  003  Fe,  0-21  not  estimated, 
and  with  ordinary  commercial  acid.  At  a  strength  of  148°  Tw. 
and  the  corresponding  boiling-point  205°  C.  it  acts  upon  the  lead, 
yielding  SO^  and  Pb  SO4.  Above  148°  Tw.  and  up  to  166°  Tw. 
(boiling-point  320°?)  at  the  same  time  sidphur  is  formed  (SO^ 
+  2Pb=S  +  PbO). 

Hasenclever  (Ber.  d.  deutsch.  chem.  Ges.)  employed  very  pure 
soft  lead  from  Mechemich,  with  99*9941  Pb,  0*0006  Ag,  0*0008 
Cu,  0-0040  Sb,  00005  Fe,  which  he  heated  in  a  flask  with  sulphuric 
acid  of  120°  Tw.  Already  at  40°  C.  small  gas-bubbles  rose  from 
the  lead ;  at  80°  a  perceptible  evolution  of  H  and  H^  S  took  place ; 
and  this  increased  at  higher  temperatures.  The  same  lead,  melted 
up  with  some  antimony  and  again  exposed  to  pure  vitriol  of  120° 
Tw.  caused  at  85°  only  a  scarcely  visible,  at  100°  a  just  perceptible, 
and  not  below  14(f  a  strong  evolution  of  gas.  This  agrees  with 
Calvert  and  Johnson^s  experiments. 

Lastly,  Bauer  (Ber.  d.  deutsch.  chem.  Ges.  1875,  p.  210)  has 
examined  this  matter.  He  employed  several  alloys  of  certain 
composition  and  vitriol  of  170^  Tw.  When  the  acid  already  con- 
tained dissolved  lead  sulphate,  a  higher  temperature  was  required 
for  the  action.     The  results  were  as  follows  : — 

1.  Pure  lead.  0*2  grm.  heated  with  50  cub.  centims.  acid  of 
170°  Tw.  First  sensible  evolution  of  gas  at  175°  C,  stronger  at 
190°;  at  230-240°  C.  suddenly  all  the  lead  is  changed  into  sul- 
phate, which  dissolves  in  the  acid,  SO^,  H,  and  S  being  observed. 

2.  Lead  and  bismuth,  (a)  90  Pb,  10  Bi :  action  begimiing  at 
150°,  goes  on  slowly  and  quietly  up  to  190°,  when  all  the  metal  is 
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decomposed,  (b)  96  Pb^  4  Bi :  decomposition  quicker  than  in  a, 
terminated  at  130-140°.  (c)  9927  Pb,  0*71  Bi :  decomposition 
rapid  and  sudden  at  160^. 

3.  Lead  and  antimony,  (a)  10  per  cent.  Sb :  slow  and  even 
decomposition^  beginning  at  190°,  ending  between  230°  and  240°. 
(i)  5  per  cent.  Sb :  slow  decomposition,  beginning  at  180-190°, 
ended  at  220-225°.  {c)  1  per  cent.  Sb :  slow  decomposition,  just 
perceptible  at  250°,  ended  at  280°  C. 

4.  Lead  and  arsenic  (10  per  cent.  As).  Process  similar  to  the 
alloy  with  10  per  cent.  Sb ;  ended  at  240°. 

5.  Lead  with  1  per  cent,  copper  behaves  similarly  to  lead  with  1 
per  cent.  Sb ;  stronger  action  beginning  at  250°,  all  the  metal  dis- 
solved at  280°. 

6.  Lead  and  platinum,  (a)  10  per  cent.  Pt :  slow,  incomplete 
decomposition,  ended  at  280°.  lb)  2  per  cent.  Pt :  sudden  decom- 
position, complete  between  260°  and  280°. 

7.  Lead  with  10  per  cent.  tin.  Process  similar  to  pure  lead ; 
sudden  decomposition  at  200°  C. 

From  this  it  would  seem  as  if  small  quantities  of  antimony  and 
copper  made  the  lead  more  resisting,  and  as  if  bismuth  acted  the 
other  way. 

In  the  north  of  England  those  rolling  mills  which  roll  the 
sheet-lead  for  the  many  large  vitriol-works  supply  a  special  kind 
of ''  chemical  lead^^  which  is  made  from  the  melted-up  old  chamber- 
lead,  pipes,  &c. ;  in  this  case  many  impurities,  especially  antimony, 
from  "  regulus ''-valves,  &c.,  get  into  the  lead,  which  seems  to 
improve  its  quality  for  acid-chambers. 
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CHAPTER  II. 

ANALYSIS  OP  SULPHUEIC  ACID. 

Qualitatively  sulphuric  acid  is  always  recognized  best  by  the  white 
precipitate  of  barium  sulphMe  which  it  gives  with  barium  chloride^ 
both  in  the  free  state  and  in  the  solutions  of  its  salts,  even  when 
very  much  diluted.  This  precipitate  mostly  settles  down  as  a  heavy 
powder,  but  in  extremely  dilute  liquids  sometimes  appears  only 
after  some  little  time  as  a  white  cloud.  Barium  sulphate  is  as 
good  as  insoluble  in  water,  solutions  of  salts,  and  free  dilute  acids; 
in  concentrated  acids  it  is  a  little  soluble,  especially  on  heating, 
also  in  concentrated  sulphuric  acid  itself.  On  the  other  hand,  in 
a  very  concentrated  liquid  free  from  sulphuric  add,  but  containing 
much  hydrochloric  or,  especially,  nitric  acid,  the  addition  of  barium 
chloride  may  cause  a  precipitate  of  barium  chloride  itself  or  of 
barium  nitrate,  which,  however,  is  distinguished  from  barium  sul- 
phate by  its  crystalline  appearance,  and  even  more  by  vanish- 
ing on  dilution  of  the  liquid;  barium  seleniate  is  distinguished 
from  barium  sulphate  by  its  solubility  on  boiling  with  concen- 
trated muriatic  acid,  and  by  its  behaviour  with  the  blow-pipe. 
This  reaction  proves  the  presence  of  sulphuric  acid  either  in  its 
free  state  or  in  its  salts ;  but  of  course  it  can  no  longer  do  this 
when  the  sulphuric  acid  has  combined  with  organic  substances  to 
form  '^sulphonic  acids,''  just  because  these  contain  neither  sul- 
phuric acid  as  such  nor  sulphates.  In  order  to  find  sulphuric  acid 
in  the^r^e  state  in  the  presence  of  sulphates  of  acid  reaction,  either 
the  alcoholic  solution  of  the  substances  can  be  tried  with  barium 
chloride  (free  acid  being  soluble,  but  all  sulphates  insoluble  in  spirit 
of  wine),  or  the  charring  properties  of  concentrated  oil  of  vitriol  are 
made  use  of  by  evaporating  the  solution  mixed  with  a  little  cane- 
sugar  in  a  small  porcelain  capsule  on  the  water-bath,  and  observ- 
ing whether  a  blackening  of  the  sugar  takes  place.     This  reaction. 
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however^  also  takes  place  with  the  sulphates  of  very  weak  bases^ 
such  as  alumina  or  ferric  oxide;  also  sulphuric  acid  cannot  be 
distinguished  with  certainty  in  this  way  firom  hydrochloric  or 
nitric  acid;  but  in  phosphoric^  acetic^  tartaric  acid^  &c.  a  very 
small  proportion  of  sulphuric  acid  can  be  proved  by  this  reaction. 
The  best  reaction  for  free  sulphuric  acid,  as  well  as  for  any  strong 
free  acid,  is  that  with  an  azo-compound,  such  as  amidoazobenzene, 
tropaeoline,  Poirier's  orang^,  &c. ;  these  do  not  change  their  colour 
by  metallic  salts,  but  by  the  smallest  quantity  of  strong  free  acid. 
Carbonic  and  acetic  acids,  or  sidphuretted  hydrogen,  do  not  act  upon 
them  (see  p.  48). 

In  insoluble  sulphates  the  acid  is  recognized  by  Rising  them  with 
alkaline  carbonates,  or  by  boiling  with  concentrated  solutions  of 
the  same  and  filtering  the  solution  of  the  alkaline  sulphate  formed 
thereby  from  the  insoluble  carbonates,  or  with  the  blowpipe,  on 
charcoal,  by  the  formation  of  sodium  sulphate,  according  to  well- 
known  methods. 

The  quantitative  estimation  of  free  sulphuric  acid  for  technical 
purposes  is  almost  exclusively  effected  by  volumetric  methods  or  by 
the  hydrometer.  In  both  cases,  of  course,  impurities  will  have  a 
disturbing  action;  but  for  technical  purposes  they  may  nearly 
always  be  neglected,  as  Kolb  has  shown  (compare  p.  29).  The 
hydrometric  estimation  of  sulphuric  acid  has  been  already  described 
in  detail ;  and  we  must  here  only  point  out  again  that  the  tempe- 
rature must  not  be  neglected  in  this  case.  The  figures  of  the 
hydrometer  may  be  reduced  to  the  normal  temperature  by  Bineau's 
formula  (p.  26) ;  but  it  is  better  to  bring  the  acid  to  a  temperature 
approaching  the  normal  temperature,  by  putting  the  vessel  either 
into  warm  or  into  cold  water,  as  the  case  may  require. 

The  volumetrical  estimation  of  free  acid  generally  takes  place  by 
means  of  a  standard  solution  of  potash,  soda,  or  ammonia,  using 
tincture  of  litmus  as  an  indicator.  According  to  the  accuracy 
required,  either  a  normal  solution  is  used  (that  is,  one  containing 
per  litre  an  equivalent  expressed  in  grams),  or  a  semi-  or  decinormid 
solution,  &c.  Some  prefer  ammonia,  because  it  attracts  but  little 
carbonic  acid,  which  makes  the  reaction  with  litmus  less  sharp ; 
but  its  volatility  is  a  drawback  to  ammonia  solution,  its  smell 
proving  a  constant  although  minute  loss.  In  dilute  solutions  (a 
stronger  solution  than  seminormal  ammonia  ought  never  to  be 
used)  and  in  closed  bottles  this  amounts  to  very  little ;  but  still  it 
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is  not  advisable  to  choose  this  liquid  for  very  accurate  work.  As 
between  caustic  soda  and  caustic  potash^  Mohr  prefers  the  latter, 
because  the  former  causes  cracks  in  the  burettes.  This  is  certainly 
true ;  but  the  author  has  used  a  soda-burette  cracked  all  over  for 
a  dozen  years  without  any  drawback.  Of  course  some  contrivance 
must  be  used  for  depriving  the  air  entering  the  burette  of  its  car- 
bonic acid.  A  very  suitable  form  of  apparatus  for  this  purpose  is 
shown  in  fig.  1  (p.  46)  • 

This  apparatus  can  even  be  used  with  baryta- water  as  addimetrical 
liquid^  and  works  perfectly  satisfactorily. 

As  indicator,  nearly  always,  tincture  of  litmus  is  used,  prepared 
by  digesting  litmus  with  six  times  its  weight  of  water  at  the  ordi- 
nary or  a  slightly  higher  temperature,  pouring  off  the  clear  liquid, 
and  filtering ;  sometimes  a  little  spirit  of  wine  is  added  to  it.  In 
order  to  obtain  a  sharp  reaction,  the  solution,  which  is  generally 
too  alkaline,  ought  to  be  divided  in  halves  :  one  half  is  stirred 
up  with  a  glass  rod  dipped  in  dilute  nitric  acid,  till  its  colour  has 
changed  from  blue  through  purple  into  pure  red ;  the  other  half  is 
then  added  to  it ;  and  the  purple  mixture  ought  to  be  so  sensitive 
that  a  quantity  of  pure  water  coloured  strongly  by  it  will  be  stained 
distinctly  red  by  the  least  trace  of  an  acid,  and  blue  by  a  trace  of 
alkalL  The  litmus-solution  decomposes  on  keeping  in  closed 
vessels;  it  must  therefore  be  kept  in  a  loosely  covered  bottle. 
A  very  convenient  form  for  it  is  that  represented  in  fig.  2,  which 
allows  of  running  out  as  many  drops  as  desired  without  inclining 
the  bottle  or  losing  any  litmus. 

An  alcoholic  solution  of  coralline  has  the  advantage  of  greater 
sensitiveness  and  durability  than  litmus.  The  transition  from  the 
beautiful  purple-red  of  the  alkaline  liquid  to  the  almost  colourless 
acid  liquid  is  very  striking,  and  probably  visible  to  some  persons 
colour-blind  for  litmus. 

Litmus  is  not  well  adapted  for  working  in  artificial  light :  the 
red  appears  almost  as  clear  as  water,  the  blue  like  a  dark  violet ; 
but  the  transition  from  bright  red  into  purple  &c.  cannot  be  seen 
with  certainty.  This  can  be  remedied  by  monochromatic  light  if 
the  artificial  light  be  coloured  yellow  by  common  salt :  the  red  ap- 
pears dear  as  water,  the  blue  like  deep  black ;  and  the  transition  is 
even  sharper  than  in  daylight. 

Quite  recently  W.  von  Miller  (Ber.  d.  deutsch.  chem.  Ges.  xi.  p. 
460)  has  proposed,  as  an  indicator  for  alkalimetry  and  acidimetry. 
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tropaoHfie,  a  coal-tar  dye  discovered  by  0.  N.  Witt,  and  brought 
out  by  Messrs.  Williams,  Thomas,  and  Dower,  of  London.  The 
brand  marked  00  is  best  adapted  for  this  purpose.  Of  this  a  watery 
solution  of  O'l  per  cent,  is  made ;  and  2  cub.  ceutims.  of  this  are 
taken  for  each  50  cub.  centims.  of  the  liquid  to  be  titrated.  This 
solution  yields  with  alkaline  solutions  a  bright-yellow  liquid,  which, 
on  adding  acid  to  it,  suddenly  changes  into  reddish  yellow.  The 
neit  drop  of  acid  (which  is  not  to  be  calculated)  transforms  the 
colonrintoadecidedred.  The  change  of  colour  is  very  sharp,  though 
not  more  so  than  in  the  case  of  litmus ;  but  tropEeoline  baa  a  very 
great  advantage  above  litmus  in  this,  that  the  yellow  colour  of  its 
watery  solution  is  not  changed  by  either  bicarbonates  or  free  car- 
bonic acid.  Alkaline  carbonates  can  therefore  be  titrated  with  it 
mthoui  heating ;  and  instead  of  a  normal  solution  of  a  caustic  alkali, 
one  of  aodhtm  carbonate  can  just  as  easily  he  used  for  titrating  acids. 
The  solution  of  tropeeoline  has  the  further  advantage  over  litmus 
of  not  being  reddened  by  any  neutral  metallic  salts,  but  only  by 
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free  acids ;  thus  traces  of  the  latter  in  salts  of  aluminium/iron^  &e. 
can  be  detected  and  estimated.  The  author  can  recommend 
tropseoline  from  his  own  experience.  He  has,  moreover,  found 
that  many  other  azo-compounds  do  the  same  service ;  and  of  these 
especially  the  orang^  III.  of  Poirier  and  the  amidoazobenzene  can 
be  recommended.  The  latter  must  be  used  in  alcoholic  solution. 
With  the  former  the  change  of  colour  is  still  more  marked  than 
with  tropseoline ;  and  the  latter  is  much  less  sensitive  than  most 
other  azo-dyes  to  sulphuretted  hydrogen,  which  certainly  princi- 
pally comes  into  play  in  ^^f^fCg  soda,  black  ash,  &c. 

The  normal  alkaline  sollraRi  itself  is  best  standardized  by  means 
of  a  normal  acid,  be  it  sulphuric,  oxalic,  or  hydrochloric  acid ;  and 
this  on  its  part  is  best  standardized  by  pure  ignited  sodium  car- 
bonate, which  is  easily  obtained  or  prepared — for  instance,  by  wash- 
ing and  igniting  sodium  bicarbonate.  If  sodium  carbonate,  bought 
as  chemically  pure,  dissolves  in  water  without  any  residue,  and 
shows  by  the  ordinary  reagents  no  chloride  or  sulphate,  or  only 
unweighable  traces  of  these,  it  can  be  used  at  once  for  standardi- 
zing normal  acids  after  moderately  igniting.  If  tropseoline  be  used 
as  indicator,  this  roundabout  way  need  not  be  taken,  but  pure 
soda  itself  can  be  used  as  acidimetrical  liquid,  either  in  a  normal 
solution  containing  53  grams  per  litre,  or  in  more  dilute 
solutions. 

As  normal  acid  most  works  use  sulphuric  acid — against  which 
nothing  can  be  said,  except  that  it  is  not  adapted  for  titrating 
bodies  yielding  insoluble  sulphates.  But  a  similar  objection  must 
be  made  to  oxalic  acid,  so  warmly  recommended  by  Mohr.  This 
cannot  be  re^mmended  as  a  general  alkalimetrical  liquid  in  facto- 
ries, because  it  is  somewhat  expensive  if ''  pui-e,''  because  its  durabi- 
lity in  dilute  solutions  is  very  limited,  and  because  even  the  so-called 
^'  pure  '^  oxalic  acid  is  rarely  perfectly  pure,  let  alone  the  uncertainty 
about  the  exact  percentage  of  water  of  crystallization.  In  spite  of 
the  troublesome  plan  for  purifying  it  recommended  by  Mohr,  oxalic 
acid  cannot  be  relied  upon  as  the  foundation  of  alkalimetry  or  of 
acidimetry ;  and  if  this  reason  for  using  it  lapses,  the  only  remaiuing 
one  is  that,  apart  from  alkalimetry,  oxalic  acid  renders  important 
service  in  titrations  with  permanganate  of  potash,  in  the  analysis  of 
manganese,  and  especially  in  the  testing  of  the  Weldon  muds  &e. 
But  it  is  certainly  preferable  to  keep  a  separate  burette  for  this 
purpose,  and  to  use  sulphuric  or  else  hydrochloric  acid  for  the  daily 
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testings  of  soda-ash  &c.  Nitric  acid  might  idso  be  used ;  and  it 
has  this  advantage,  that  after  neutralization  by  it  the  chlorides  can 
be  estimated  in  the  liquid  hj  silver  nitrate,  as  will  be  explained 
when  we  describe  the  testing  of  soda-ash ;  but  the  metallic  pinch- 
cocks  do  not  stand  its  use^  and  it  requires  special  forms  of  burettes 
or  glass  cocks. 

Since  in  a  laboratory  the  normal  acids  frequently  have  to  be 
r^tandardized^  it  is  best  to  make  a  solution  of  exactly  53  grams 
of  ignited  sodium  carbonate  in  a  litre  of  water  (apart  from  the  use 
of  such  a  liquid  with  tropseoline  &c.  as  indicator) .  This  solution 
is  kept  in  a  stoppered  bottle ;  and^  for  each  testing,  10^  20,  or  50 
cub.  centims.  are  taken  out  by  means  of  a  pipette,  after  shaking  up 
the  contents  of  the  bottle  in  order  to  mix  again  any  water  evaporated 
and  condensed  in  the  upper  part  of  the  bottle.  For  the  most  accu- 
rate estimations  it  is  always  preferable  to  weigh  each  portion  of 
sodium  carbonate,  directly  after  igniting  and  cooling,  into  the 
beaker,  since  it  is  never  possible  to  measure  as  accurately  as  to 
weigh,  because,  among  other  reasons,  the  volumetrical  apparatus 
very  rarely  agree  quite  accurately  with  one  another.  In  spite 
of  the  trouble,  it  should  not  be  neglected  to  compare,  in  the  first 
instance,  the  pipettes  with  all  the  measuring-flasks,  in  order  to  see 
whether  the  former  fill  the  latter  precisely ;  secondly,  to  calibrate 
the  burettes  accurately,  in  which  case  it  will  often  be  found  that 
the  upper  parts  diflFer  by  several  per  cent,  from  the  middle  and 
lower  ones,  and  cause  a  corresponding  error.  Of  course  the  burettes 
must  again  be  compared  with  the  other  measuring-apparatus. 
Lastly,  the  measures  of  the  burettes,  pipettes,  &c.  must  be  compared 
with  the  weights  of  water  corresponding  to  them.  In  these  tests 
the  apparatus,  even  of  first-class  makers,  often  show  large  devia* 
tions,  which  may  cause  gross  errors  in  analyses,  and  sometimes 
unpleasant  disagreements  with  other  analysts.  But  as  to  the  weights 
from  respectable  makers,  these  are  nearly  always  so  near  the  truth 
that  their  deviations  from  it  do  not  count  in  comparison  with  the 
unavoidable  experimental  errors. 

The  standard  acid  is  made  to  represent  equivalents,  not  molecules ; 
that  is,  if  sulphuric  or  oxalic  acid,  it  will  contain  one  half  of 
the  molecular  weight  in  grams,  viz.  49  or  63  grams,  because  these 
acids  are  bivalent ;  but  if  the  univalent  muriatic  or  nitric  acid,  it 
will  contain  the  total  molecular  weight,  viz.  36*46  grams  HCl,  or 
63  grams  NOgH.      First  of  all,  the  acid  is  diluted  a  little  less 
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than  necessary^  and  it  is  found  out  how  many  cub.  centims.  of  it 
are  required  for  a  certain  quantity  of  sodium  carbonate.  From  this 
the  quantity  of  water  is  computed  which  is  required  for  obtaining 
an  exactly  normal  acid ;  and  after  mixing  this  with  the  acid  the 
accuracy  of  the  standard  is  ascertained  by  repeated  titrating  with 
sodium  carbonate.  Not  less  than  2  to  3  grams  of  the  latter^  or 
50  cub.  centims.  of  a  normal  solution  of  it  (53  grams  per  litre)  ^ 
should  be  taken  for  each  test.  To  the  alkaline  solution  drops 
of  tincture  of  litmus  are  added  till  it  becomes  very  markedly 
blue^  then  acid  till  strong  effervescence  sets  in ;  and  the  liquid  is 
now  made  to  boil ;  then  to  the  hot  liquid  gradually  more  and  more 
acid  is  added^  till  the  blue  colour  has  passed  through  the  purple  and 
reddish  purple  of  the  COj  reaction  to  the  bright  red  of  the  S04Hg 
reaction.  The  liquid  cooled  by  the  addition  of  acid  must  be  con- 
stantly heated  again.  Often^  after  several  minutes'  boilings  the 
apparently  red  liquid  again  turns  purple  and  then  blue.  When 
working  with  boiling  liquids  there  is  never  any  doubt,  to  a  single 
drop,  upon  the  point  where  the  pure  red  sets  in.  All  this  trouble 
is  saved  by  employing  tropseoline  &c.  as  indicator  and  working 
in  the  cold. 

When  a  perfectly  accurate  normal  acid  has  been  obtained,  the 
normal  alkali,  whether  ammonia,  soda,  or  potash,  is  most  easily 
made  from  it ;  and  this  is  now  used  for  the  acidimetric  test  of  sul- 
phuric acid.  'Concentrated  vitriol  must,  of  course,  first  be  dilated 
in  the  usual  manner. 

The  estimation  of  sulphuric  acid  in  sulphates  will  be  explained 
further  on  when  describing  the  assaying  of  pyrites. 

The  impurities  of  sulphuric  add  are  recognizable  qualitatively  in 
the  following  manner : — A  residue  on  evaporating  sulphuric  acid  in 
a  platinum  crucible  may  contain  sulphates  of  sodium  (more  rarely 
of  potassium),  of  calcium,  aluminium,  iron,  lead;  copper,  zinc,  or 
other  metals  occur  rarely  in  sensible  quantity.  The  individual  sub- 
stances are  sought  for  by  the  ordinary  analytical  methods.  Iron  is 
already  betrayed  by  the  colour  of  the  residue  after  ignition,  and 
can  also  be  detected  in  the  acid  it^f,  without  evaporatLDg  it,  by  the 
ordinary  reagents,  such  as  potassium,  ferrocyanide,  potassium  sul- 
phocyanide,  &c.  Lead  is  often  shown  as  a  white  precipitate  of 
sulphate  on  diluting  concentrated  vitriol  with  water — ^further, 
by  adding  one  or  two  drops  of  hydrochloric  acid,  by  which  white 
clouds  are  formed,  which  vanish  on  addition  of  more  hydrochloric 
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acid  or  on  heating ;  with  more  certainty  it  is  shown  by  diluting 
(even  weaker  add)  with  three  or  four  times  its  volume  of  strong 
alcohol.  The  piiecipitate  must^  of  course,  be  examined  further — for 
instance,  with  the  blowpipe,  by  reduction  on  charcoal  to  metallic 
lead,  by  moistening  with  ammonium  (which  blackens  it),  &c. 
Selenium  can  be  found  in  dilute  sulphuric  acid  by  reduction  with 
SO4,  or  by  precipitation  with  HgS.  The  yellow  selenium  sulphide 
is  distinguished  firom  arsenic  sulphide  by  its  insolubility  in  ammonia 
and  by  its  behaviour  with  the  blowpipe.  Selenium  will  also  be 
mentioned  when  speaking  of  the  nitrogen  oxides.  ThaUiumiB  only 
recognized  with  certainty  by  the  spectroscope.  Arsenic  is  reco- 
gnized by  sulphuretted  hydrogen  in  a  dilute  solution,  more  safely 
by  Reinsch's  test — diluting  with  equal  volumes  of  water  and 
pure  hydrochloric  acid,  and  immersing  bright  copper  foil,  which, 
after  gentle  heating,  is  covered  with  a  fast-adhering  slate-grey 
precipitate,  which,  according  to  Lippert,  is  a  compound  of 
copper  and  arsenic,  CugAs^  (if  the  arsenic  is  present  as  arsenic 
acid,  the  reaction  only  sets  in  after  longer  heating) ;  further,  by 
Marsh's  apparatus,  in  which,  by  means  of  pure  zinc  and  water, 
the  arsenic  is  given  off  as  arseniuretted  hydrogen,  and  is  proved  by 
reduction  in  a  red-hot  tube,  or  by  lighting  the  gas  and  holding  a 
piece  of  porcelain  in  the  flames,  on  which  any  arsenic  appears  as 
spots. 

Since  it  is  difiScult  to  procure  zinc  absolutely  free  from  arsenic, 
it  is  well  to  substitute  aluminium  foil  for  it.  There  may  be 
arsenic  acid  as  well  as  arsenious  acid  present ;  this  can  be  proved 
by  neutralizing  with  ammonia  and  adding  magnesia  mixture  :  any 
precipitate  must  contain  the  arsenic  acid,  the  filtrate  the  arsenious 
acid. 

Of  volatile  substances  sulphuric  acid  may  contain : — hydrochloric 
acid  (from  any  common  salt  contained  in  the  nitrate  of  soda),  to 
be  proved  by  nitrate  of  silver,  after  having  diluted  the  acid,  silver 
sulphate  being  also  very  little  soluble;  hydrofluoric  acid,  to  be 
proved  by  heating  in  a  platinum  dish  covered  by  a  glass  plate 
coated  with  wax  and  containing  scratched-in  figures ;  stUphurous 
acid,  to  be  proved  by  the  decolorization  of  a  weakly  blue  solution 
of  iodized  starch,  or  very  accurately  by  reduction  with  zinc  or 
aluminium  to  sulphuretted  hydrogen,  which  is  recognized  by  its 
turning  lead  paper  brown  or  by  colouring  purple  an  alkaline  solu- 
tion of  sodium  nitroprusside.     The  oxygen  compounds  of  nitrogen 
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are  nearly  always  present  in  the  sulphuric  acid  of  trade.  They  are 
recognized  in  the  simplest  manner,  and  with  nearly  as  much  preci- 
sion as  by  any  other  test,  either  by  the  decolorization  of  a  drop  of 
dilute  solution  of  indigo  on  heating,  or  by  carefully  pouring  a  solu- 
tion of  ferrous  sulphate  on  the  acid  contained  in  a  test-tube,  so  that 
the  liquids  do  not  get  mixed.  In  the  presence  of  traces  of  nitrous 
acids  or  of  higher  nitrogen  oxides  a  brown  ring  will  be  formed  at  the 
point  of  contact ;  if  more  be  present,  the  iron  solution  is  coloured 
brown  or  black ;  but  after  some  time  it  loses  its  colour  again,  espe- 
cially if  it  has  become  warm  by  the  reaction.  Selenium  also  gives 
a  red  ring  similar  to  that  given  by  traces  of  nitrogen  oxides ;  but 
the  colour,  instead  of  gradually  going  away,  after  standing  for  a 
time  turns  into  a  red  precipitate  at  the  bottom  of  the  test-tube. 
Nitrous  and  hyponitric  acids  are  also  recognized  by  turning  blue  a 
solution  of  starch  containing  potassium  iodide. 

Probably  the  most  sensitive  of  all  reagents  on  nitric  acid  &c.  is 
diphenylamine  (Kopp,  Ber.  d.  deutsch.  chem.  Ges.  1872,  p.  284)  : 
a  little  of  this  is  put  in  a  watch-glass  or  a  test-tube  with  the  sul- 
phuric acid,  to  which,  if  it  is  concentrated,  a  few  drops  of  water  are 
added ;  on  stirring  with  a  glass  rod  in  the  presence  of  the  smallest 
traces  of  nitric  acid  or  of  other  nitrogen  oxides  a  splendid  blue 
colour  is  produced,  which,  however,  goes  away  after  some  time. 
Even  more  accurate  is  the  reaction  with  carbazol,  discovered  by 
Graebe  and  Glaser,  which  with  traces  of  nitric  acid  &c.  yields  an 
intense  green  colour  which  remains. 

In  order  to  ascertain  the  gaseous  impurities  of  sulphuric  acid 
quickly  and  certainly,  Warrington  uses  the  following  process.  He 
violently  shakes  up  a  kilogram  of  the  acid  (without  dilution)  in  a 
stoppered  bottle  only  half  filled  with  it,  so  that  the  air  contained  in 
the  bottle  must  be  saturated  with  the  gases  dissolved  in  the  acid. 
Then  sulphurous  acid  can  be  detected  by  its  decolorizing  freshly  pre- 
pared iodized-starch  paper  (obtained  by  dipping  starch  in  iodine- 
water),  and,  inversely,  the  higher  oxides  of  nitrogen  by  their  turn- 
ing starch-paper  impregnated  with  potassium  iodide  blue.  But 
when  sulphurous  acid  is  present  in  such  excess  that  the  paper 
turned  blue  by  the  second  reaction  can  be  decolorized  again,  the 
test  will  not  answer.  Sulphuretted  hydrogen  would  act  like  sul- 
phurous acid ;  both  may  certainly  occur  in  traces,  even  along  with 
the  higher  oxides  of  nitrogen. 

For  the  quantitative  estimation  of  the  foreign  constituents  in  a 
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sample  of  snlphuiic  acid,  separate  portions  must  be  used  in  esti- 
mating the  volatile  and  the  fixed  compounds.  For  the  estimation 
of  the  latter  a  large  quantity  of  acid  (up  to  500  grms.)  is  diluted 
with  water ;  sulphurous  acid  is  conducted  through,  in  order  to 
reduce  the  arsenic  acid  to  trioxide ;  the  excess  of  sulphurous  acid 
is  driven  off  by  prolonged  boiling;  and  the  liquid  is  saturated  with 
sulphuretted  hydrogen.  The  precipitate  then  formed  may  contain 
the  sulphides  of  lead  and  arsenic,  more  rarely  of  antimony,  copper, 
platinum,  &c.  These  must  be  separated  by  the  well-known  methods 
of  gravimetrical  analysis,  which  are  not  always  of  a  simple  cha- 
racter. The  lead  can  be  separated  almost  completely  beforehand 
by  diluting  the  acid  sufficiently;  in  this  case  mostly  arsenic  is 
looked  for,  which  can  be  estimated,  for  instance,  volumetrically  by 
titrating  its  sulphide  with  a  solution  of  iodine.  In  the  filtrate 
firom  the  sulphuretted-hydrogen  precipitate,  ferric  oxide,  lime,  alu- 
mina, alkalies,  &c.  can  be  estimated  in  the  usual  way. 

Sulphurous  acid,  if  at  all  present  in  weighable  quantities,  can  be 
estimated  by  a  solution  of  iodine  according  to  Bunsen^s  method. 
The  acids  of  nitrogen  (nitrous,  hyponitric,  and  nitric)  cannot  easily 
be  present  along  with  sulphurous  acid  in  sensible  quantity  ;  their 
quantity  is  very  considerable,  however,  in  certain  intermediate 
manufacturing  products  (''  nitrous  vitriol  '*) ;  and  the  methods  for 
estimating  it  are  therefore  of  great  importance.  Also  in  chamber- 
acid  and  in  more  concentrated  products  there  is  much  oftener  nitric 
acid  and  the  nitrogen  acids  less  rich  in  oxygen  present  than  sul- 
phurous acid ;  and  in  this  case  the  estimation  of  even  small  quanti- 
ties is  sometimes  of  importance,  because  they  exert  a  very  injurious 
action  during  the  concentration  of  the  acid  in  platinum. 

As  far  as  nitric  oxide,  NO  or  N^Oj,  is  concerned,  CI.  A.  Winkler 
has  already  proved  that  it  is  not  absorbed  by  strong  vitriol  ('  Unter- 
suchungen,'  1867,  p.  7) .  Kolb  has  also  made  experiments  with 
acids  of  varying  concentration  (Bull.  Soc.  Indust.  Mulh.  1872, 
p.  225),  and  has  found  that  acid  of  1*841  does  not  absorb  even  traces 
of  NO,  acid  of  1'74.9  to  1*621  merely  traces  (2  to  6  milligrams  to 
lOOgrms. acid);  acid ofl-426 absorbs 0017grm.NO;  acidofl-327, 
0*020  grm.  NO  to  100  grms.  In  practice  accordingly  no  account 
need  be  taken  of  nitric  oxide,  especially  in  the  case  of  the  stronger 
acids,  since  in  any  case  it  cannot  be  present  in  sufficient  quantity 
for  estimation ;  and  the  latter  need  only  refer  to  the  proper  acids 
of  nitrogen.     Of  these,  again,  only  nitric  and  nitrous  acid  need 


54  SULPHURIC  ACID. 

be  taken  into  account;  hyponitric  acid,  in  analyses  where  the 
liquids  are  very  dilute,  always  behaves  like  a  mixture  of  the  above 
two  acids.  As  far  as  the  ^'  chamber-crystals ''  are  concerned,  or, 
as  they  have  been  latterly  called,  nitrosulphonic  acid  or  nitrosyl 
sulphate,  S0g(0H)(N02),  whose  solution  in  sulphuric  acid  plays  a 
very  important  part  in  acid-making  as  "  nitrous  vitriol,''  Rammels- 
berg  and  Philipp  (Ber.  d.  deutsch.  chem.  Ges.  1872,  p.  310)  have 
shown  that  on  contact  with  water  this  compound  yields  up  |  of  its 
nitrogen  as  NO,  |  as  NO^H,  and  |  as  NOgH.  It  is  not  yet  proved 
that  on  diluting  their  solution  in  sulphuric  acid  exactly  the  same 
reaction  takes  place ;  but  anyhow  such  solution  behaves  towards 
oxidizing  agents  as  if  the  compound  SOg(OH)(N05)  had  with 
HgO  formed  S02(OH)g+N02H.  If,  however,  the  dilution  with 
water  takes  place  before  adding  the  oxidizing  agent,  a  portion 
of  the  nitrogen  compounds  seems  to  escape  as  NO,  another  to  be 
changed  into  NOgH. 

First  of  all  we  must  treat  of  the  methods  for  estimating  nitrous 
and  nitric  adds  together ,  in  which  case  the  result  can  be  calcu- 
lated as  NgOg,  NgOg,  NO3H,  &c.  Frequently,  for  technical  pur- 
poses, it  is  calculated  as  NOgNa,  because  the  nitrate  of  soda  is  just 
the  raw  material  whose  consumption  is  the  essential  thing. 

Of  the  many  methods  proposed  for  this  end  I  only  mention  those 
which  can  be  applied  for  technical  purposes. 

1.  The  method  of  Pelouze,  modified  by  Fresenius  and  others,  is 
only  adapted  for  the  estimation  of  nitric  acid ;  it  is,  however,  some- 
times used  for  estimating  a  mixture  of  this  and  of  nitrous  acid, 
after  the  latter  has  been  converted  into  nitric  acid,  for  instance,  by 
chlorine,  potassium  bichromate,  permanganate,  &c.  Of  course  in 
the  former  case  the  excess  of  chlorine  must  be  removed  by  boiling, 
which  has  always  certain  drawbacks,  owing  to  the  possibility  of 
nitric  acid  being  volatilized ;  in  the  two  latter  cases  only  an  exactly 
sufficient  quantity  of  the  reagent  must  be  added,  which,  especially 
in  the  case  of  permanganate,  is  easily  ascertained  by  the  change  of 
colour. 

The  method  of  Pelouze  is  founded  upon  the  fact  that  free  nitric 
acid  oxidizes  ferrous  chloride,  according  to  the  equation 

6FeCl«+2N08H+6HCl=3Fe2Cl6+2IJO  +  4H80. 

An  exactly  known  quantity  of  ferrous  chloride  was  taken ;  and  by 
means  of  potassium  permanganate  (or,  according  to  Fresenius,  of  bi- 
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chromate)  the  excess  of  tlie  ferrous  salt  not  converted  into  ferric  chlo- 
ride by  the  aboye  reaction  was  measnred.  This  method  had  several 
sources  of  error,  especially  the  regeneration  of  higher  oxides  of  nitro- 
gen by  the  nitric  oxide  formed  in  the  reaction  coming  into  contact 
with  air.  !Fresenius  has  made  the  process  accurate  by  several 
modifications,  especially  by  carrying  it  on  in  a  current  of  carbonic 
acid;  but  his  apparatus  is  somewhat  complicated  for  technical 
laboratories,  and,  in  the  author's  experience,  just  as  accurate  results 
can  be  obtained  with  the  simple  apparatus  represented  in  fig.  3. 

Perrons  chloride   has  the  draw- 

back  that,  as  is  well  known,  the  i)er-  ^' 

manganate  does  not  yield  accurate 

results  in  the  presence  of  muriatic 

acid;  we  therefore  substitute  ferrous 

sulphate  for  it.    A  flask  of  about 

200  cub.  centims.  capacity  is  closed 

by   a  good  cork  or  india-rubber 

stopper,  through  which  a  glass  tube 

of  about  1^  inch  length  passes,  cut 

off  slanting  just  below  the  cork ;  its 

upper  end  is  closed  by  a  Bunsen's 

caoutchouc  valve,  viz.  a  piece  of 

thick  elastic   tubing  whose  upper 

end  is  closed  by  a  bit  of   solid  glass   rod,  and  which  receives 

a  sharp  slit  about  ^  inch  in  length.     This  slit  allows  any  gas  or 

vapour  to  get  out,  but  not  to  get  in,  since  its  margins  close  all  the 

more  tightly  the  more  the  air  is  rarefied  within  the  flask  ;  mostly 

the  tubing  in  this  case  collapses.     This  simple  contrivance  does 

quite  the  same  service  as  the  retort-with-carbonic-acid  apparatus 

&c.  in  Fresenius'  plan.      Into  the  flask  an  accurately  weighed 

quantity  of  the  finest  iron  wire  (for  instance  that  used  for  making 

artificial  flowers)  is  put,  say  1  grm.,  and  pure  dilute  sulphuric  acid 

is  poured  over  it.     It  is  preferable  to  throw  1  or  2  grms.  of  sodium 

bicarbonate  into  the  flask  just  before  putting  in  the  cork,  in  order 

to  expel  the  air  by  carbonic  acid.    Now  the  cork  with  its  caoutchouc 

valve  is  put  in,  and  the  dissolution  of  the  iron  is  promoted  by 

gently  heating ;  at  last  the  liquid  is  boiled  till  it  has  become  quite 

clear ;  then  the  lamp  is  taken  away  and  the  flask  is  allowed  to 

cool,  which  may  even  be  hastened  by  cold  water.     The  valve 

prevents  any  air  from  entering  the  flask  and  oxidizing  the  ferrous 
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sulphate;  after  coolings  such  oxidation  does  not  happen  at  all 
during  the  time  the  experiment  lasts^  if  an  excess  of  acid  is  present. 
The  cork  is  then  removed^  the  contents  of  the  flask  are  diluted  to 
about  200  cub.  centims.^  and  a  solution  of  potassium  permanganate 
added  from  a  burette  till  the  pink  colour  has  just  appeared^  which 
can  be  seen  best  on  a  white  ground.  The  value  of  the  latter  solu* 
tion  is  found  according  to  the  following  reaction : — 

10  FeSO^ + 2  KMn04 + 8  S04H,=5  Pcg  (804)3  +  K^SO^ + 2  MnSO^ 

+  8H2O. 

Here  we  must  remember  that  the  iron  wire  is  not  chemically 
pure  iron,  but  only  contains,  according  to  Fresenius,  99*6  per  cent. 
Fe ;  therefore  either  the  corresponding  quantity  of  wire,  say  I'OO^ 
grm.,  must  be  weighed  at  once,  or  the  figure  found  must  be  multi- 
plied by  0*996.  The  author  has  shown  (Chem.  News,  xxxvi.  p.  145) 
that  this  apparatus  permits  quite  sufficiently  precise  estimations  of 
nitric  acid  to  be  made ;  but  the  operation  takes  a  very  long  time, 
unless  a  large  excess  of  acid  is  employed — for  instance,  20  per  cent. 
SO4H2  by  weight  of  the  whole  liquid.  Otherwise  the  boiling  must  be 
continued  till  the  liquid  has  attained  this  degree  of  concentration. 

A  solution  of  potassium  permanganate  is  usually  called  semi- 
normal  if  it  can  give  up  half  an  equivalent  of  oxygen  (O  taken 
as  =8)  in  milligrams  per  cub.  centim. — that  is,  0*004  grm.  O. 
Such  a  solution  is  obtained  by  dissolving  15'82  grms.  of  pure 
crystallized  potassium  permanganate  in  a  litre  of  water,  and  is 
very  convenient  for  practical  use;  it  must,  however,  be  checked 
with  iron  wire  as  above  described,  since  even  the  crystallized  per- 
manganate sold  as  ''  pure  '^  often  contains  1  to  2  per  cent,  of  impu- 
rities, which,  however,  do  not  interfere  with  its  stability.  Each 
cub.  centim.  of  this  solution  answers  at  the  same  time  to  0'028 
grm.  metallic  iron,  or  0*139  crystallized  ferrous  sulphate,  or  0*009 
N2O5,  or  00105  NO3H,  or  0*01417  NOgNa,  or  000633  N^Oj 
(previously  transformed  into  NOsH).  This  solution  changes  so 
little  even  on  prolonged  standing,  in  well-closed  bottles  or  burettes, 
that  it  is  only  necessary  to  check  it  about  once  every  two  months 
by  a  new  experiment  with  metallic  iron  (or  with  oxalic  acid) ; 
mostly  it  keeps  unchanged  to  the  last.  It  is  much  more  conve- 
nient for  use  than  the  bichromate  solution,  with  which  the  end 
of  the  reaction  can  only  be  ascertained  by  dropping  on  a  porce- 
lain plate  covered  with  drops  of  potassium  ferricyanide  solution  ; 
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and  since  pure  crystallized  permanganate  can  be  easily  obtained^ 
the  objection  of  quickly  changing^  formerly  justly  made  to  the 
impure  permanganate  solution  then  in  use^  has  lapsed.  To  be  sure 
it  must  be  observed  that  there  is  a  known  source  of  error  in  em- 
ploying permanganate  in  the  presence  of  hydrochloric  acid  (com- 
pare Fresenius'  'Quantitative  Analysis/  6th  (German)  edition, 
p.  281) ;  but  where,  as  in  the  present  case,  the  employment  of 
hydrochloric  acid  can  be  avoided  altogether,  even  this  reason  for 
avoiding  the  use  of  permanganate  in  titrating  ceases  to  exist. 

Instead  of  dissolving  iron  wire  every  time  with  the  precautions 
above  described  (which  for  standardizing  is  certainly  the  safest 
plan),  in  technical  laboratories  a  solution  of  ferrous  sulphate  can 
very  well  be  employed  for  estimations  of  nitric  acid.  It  must  con- 
tain so  much  free  sulphuric  acid  that  no  further  acid  need  be 
added  in  the  subsequent  operations ;  the  presence  of  this  free  acid 
at  the  same  time  retards  the  oxidation  of  the  iron  solution  so  much 
that,  at  most,  it  need  be  tested  for  its  strength  only  once  a  day.  A 
solution  of  100  grms.  pure  crystallized  green  copperas  and  50  grms. 
of  sulphuric  acid  in  1  litre  of  water  is  made ;  and  for  each  testing  a 
certain  quantity,  say  25  cub.  centims.,  is  taken  out  with  a  pipette. 
This  is  much  more  convenient  than  weighing  off  and  dissolving 
iron  wire  on  each  occasion,  and  saves  a  great  deal  of  time.  First 
the  value  of  25  cub.  centims.  iron  solution  is  determined  by  a 
seminormal  permanganate  solution,  which  itself  has  been  previ- 
ously standardized  by  means  of  iron  wire ;  this  can  be  done  in  a 
few  minutes.  Then  another  25  cub.  centims.  of  the  iron  solution 
is  put  into  the  flask  with  caoutchouc  valve ;  a  certain  quantity  of 
the  liquid  containing  nitric  acid  is  added,  then  1  to  2  grms.  of 
sodium  bicarbonate ;  the  flask  is  closed  with  the  valve  cork,  heated 
to  boiling,  and  the  liquid  boiled  for  some  time,  till  it  has  become 
perfectly  clear  and  all  nitric  oxide  is  expelled ;  then  it  is  cooled 
and  titrated  back  with  permanganate  solution  as  described  above. 
Now,  of  course,  less  will  be  used  than  for  the  first  titration ;  and 
the  difference  indicates  for  each  cub.  centim.  of  the  permanga- 
nate solution  a  quantity  of  0*009  grm.  N^Og  &c.,  as  mentioned 
above  in  detail.  Of  course  the  quantity  of  liquid  containing  nitric 
acid  must  be  so  regulated  that  an  excess  of  unoxidized  ferrous 
sulphate  is  left.  Sometimes  the  boiling  must  be  continued  for  a 
long  time,  up  to  an  hour,  before  all  nitric  oxide  is  expelled ;  in  very 
dilute  liquids  a  very  large  quantity  of  free  sulphuric  acid  is  needed 
to  hasten  the  reaction. 
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This  method,  if  carefully  carried  out,  is  very  accurate ;  for  the 
present  case  (the  analysis  of  nitrous  vitriol)  it  has  only  this 
drawback,  that  the  nitrous  acid  has  first  to  be  converted  into 
nitric  acid,  and  that  no  distinction  can  be  made  between  nitrous 
and  nitric  acid. 

2.  First  method  of  F.  Schtdze  {Harcourt,  Siewert,  Sfc.) . — ^This 
method  is  based  on  the  conversion  of  nitrogen  compounds  into 
ammonia  by  nascent  hydrogen  in  an  alkaline  solution,  expelling 
the  ammonia,  and  absorbing  it  in  standard  acid,  which  is  afterwards 
titrated  back.  For  the  evolution  of  hydrogen  generally  a  combi- 
nation of  zinc  and  iron  is  used ;  the  potassic  solution  in  Harcourt's 
plan  is  an  aqueous  one,  in  Siewert's  an  alcoholic  one.  An  exact 
description  of  the  method  is  given  by  Fresenius  {he.  cit.  p.  525)  ; 
it  is  not  repeated  here — first  because  many  chemists  have  not  ob- 
tained accurate  results  by  it,  as  mentioned  there,  and  secondly 
because  it  ia  too  troublesome  for  technical  examinations ;  and  this 
drawback  need  not  in  this  case  be  put  up  with  as  if  no  better  or 
equally  good  methods  were  in  existence.  It  is  true  that  Eder,  in 
Fresenius^ '  Zeitschrift  £  anal.  Chemie,'  xvi,  309,  has  given  a  number 
of  special  precautions,  which  have  furnished  accurate  results  to  the 
author  as  well ;  but  the  complication  of  the  apparatus,  and  the  ten- 
fold longer  time  required  for  carrying  out  this  method,  are  by  no 
means  recommendations  of  it  in  competition  with  the  not  less 
accurate  ferrous-sulphate  method.] 

8.  Second  method  of  F.  Schulze,  in  which  the  nitric  acid  is  esti- 
mated by  the  deficiency  of  hydrogen.  On  dissolving  aluminium 
in  caustic  potash  solution  the  hydrogen  liberated  can  be  measured 
and  can  be  used  inversely  as  a  measure  for  the  quantity  of  alumi- 
nium. But  if  a  nitrate  be  present,  less  hydrogen  is  obtained,  since 
a  portion  of  it  in  the  nascent  state  converts  nitric  acid  into  ammo- 
nia, according  to  the  equation 

N03H  +  8H=NH8  +  3HaO. 

This  estimation  can  be  made  more  accurate  than  that  by  absorb- 
ing ammonia  in  titrated  acid,  because  the  measuring  of  hydrogen 
can  be  made  very  exact.  It  is  carried  out  in  an  apparatus 
similar  to  Knopfs  azotometer,  and,  together  with  the  necessary 
computations,  takes  even  more  time  than  the  former  method. 
We  shall  accordingly  only  refer  to  its  description  in  Fresenius, 
p.  528. 
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Hasenbach  has  proposed  a  process  for  estimating  any  hyponitric 
present  along  with  nitrons  acid.  He  utilizes  for  this  purpose  the 
property  of  ammonium  sulphate  of  acting  upon  those  two  acids 
thus: — 

I.  8N08+4NH3=6H20  +  7N. 
IL.  N208+2NH3=3H,0+4N. 

In  case  I.  f  of  the  nitrogen  liberated^  in  II.  one  half  of  the 
same  equals  that  originally  present  as  a  nitrogen  acid ;  by  esti- 
mating this  first  by  the  ordinary  processes  as  N^Os^  and  secondly 
measuring  the  nitrogen  given  off  eudiometrically  after  addition  of 
ammoniuni  sulphate^  it  can  be  found  which  of  the  two  acids  has 
been  present.  This  process^  which  has  not  been  investigated  more 
accurately,  is  described  in  the  '  Berichte  d.  deutsch.  chem.  Ges.' 
1874,  p.  678. 

Of  the  processes  for  estimating  nitrous  acid  by  itself,  we  shall 
describe  those  employing  urea,  1)leaching-powder,  potassium  bi- 
chromate, and  potassium  permanganate.  The  urea  method  has 
heen  proposed  by  P.  Hart  (Muspratt's  '  Chemistry,'  ii.  p.  1040),  and 
is  based  on  the  fact  that  urea  is  decomposed  by  nitrous  acid  into 
carbonic  acid,  water,  and  nitrogen,  thus : — 

CON,H4+Na08=CO,+2H80+4N. 

This  reaction,  as  is  well  known,  is  a  general  one  for  the  amides. 
The  urea  is  used  as  nitrate,  in  which  shape  it  is  most  easily  pro- 
cured perfectly  pure;  and  one  molecule  in  centigrams  ( = 1*230  grm.) 
of  it  is  dissolved  in  boiling  water.  The  acid  to  be  examined  is  added 
to  it  gradually  from  a  burette  with  continual  stirring ;  and  testing 
is  continually  repeated,  to  ascertain  if  an  excess  be  already  present, 
by  bringing  a  drop  of  the  solution  into  contact  with  starch  solution 
containing  potassium  iodide,  of  which  a  number  of  drops  have  been 
placed  on  a  porcelain  plate.  As  soon  as  a  blue  colour  appears,  no 
more  acid  is  added ;  that  already  used  must  have  contained  exactly 
a  molecule  of  N^Og  (also  expressed  in  centigrams)  =0'760  grm. 
N^Og.  This  number  corresponds  to  1080  N^Og,  1260  NO3H,  or 
I'/OONOgNa;  and  these  figures  need  only  be  divided  by  the 
number  of  cub.  centims.  acid  used  in  order  to  know  how  much  of 
the  above  substances  corresponded  to  1  cub.  centim.  of  the  acid. 

Crowder  (Chem.  News,  xxiv.  p.  238)  obtained  by  this  plan  very 
discordant  results ;  he  therefore  recommended  as  an  improvement 
to  carry  out  the  process  in  one  of  the  apparatus  for  estimating  car- 
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bonic  acid  by  loss  of  ^^eiglit^  and  then  to  calculate  the  nitrous  acid 
from  the  liberated  carbonic  acid  and  nitrogen  by  the  equation 

C02+4N=N403; 
100  loss  of  V,  aght= 76  N2O3. 

Davis  (Chem.  News,  xxv.  p.  125)  declares  both  Crowder's  modifi- 
cation and  Hart's  original  process  to  be  quite  unreliable^  as  no  two 
testings  ever  gave  the  same  results.  The  author  has  also  {loc. 
cit,)  proved  by  figures  the  utter  untrustworthiness  of  Hart's  pro- 
cess, and  the  unsatisfactory  results  of  Crowder's. 

According  to  the  research  of  Claus  (Ber.  d.  deutsch.  chem.  Ges. 
1871,  p.  140)  it  is  not  allowable  from  the  outset  to  rely  upon  the 
neatness  of  the  above  reaction ;  decompositions  also  take  place  ac- 
cording to  the  equations 

2CH4N,0+N403=(NH4)2C08+N4+COa 
and  2CH4N20+N308=CH4N20  +  N4+C02-h2H20, 

according  to  the  conditions  of  working,  and  the  nitrous  acid  later 
on  not  only  acts  upon  the  urea,  but  also  upon  the  ammonium  car- 
bonate ;  especially  the  equation  becomes  quite  inaccurate  if  strong 
acids  are  present  in  the  free  state,  which  on  their  part  act  upon  the 
ammonium  carbonate  anyhow  occurring  as  an  intermediate  stage ; 
only  then  the  reaction  will  take  place  exactly  according  to  the 
formula  CH4N20-hNg03=CO«  +  N4  +  2  HgO,  if  a  quantity  of  free 
nitric  or  sulphuric  acid  exactly  equivalent  to  the  N2O3  is  present. 
Since  this  latter  condition  is  impossible  to  realize  in  nitrous 
vitriol,  it  follows  &om  the  experiments  of  Claus  that  both  Hart's 
and  Crowder's  process  are  wrong  in  principle. 

A  second  process,  which  cannot  be  reproached  with  being  too 
costly,  has  been  used  for  many  years  in  English  factories  without 
its  author  being  known.  It  rests  on  the  oxidation  of  nitrous  acid 
by  bkachinp^owder.  Of  this  a  clear  solution  is  made  of  such 
strength  that  each  10  cub.  centims.  of  it  yield  0*7  grm.  of  available 
chlorine.  The  solution  if  kept  well  stoppered  and  not  exposed 
much  to  the  light  will  keep  for  a  long  period.  For  each  test  10 
cub.  centims.  of  it  are  diluted  to  about  a  litre  with  distilled  water 
in  a  bottle  of  1^  litre  capacity.  The  nitrous  vitriol  is  added  from 
a  burette  which  contains  37*4  cub.  centims.,  divided  into  100  parts. 
After  each  addition  the  bottle  is  well  shaken ;  when  the  smell  of 
chlorine  is  only  very  faint,  tests  are  made  after  adding  a  few  drops 
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of  nitrous  yitriol  at  a  time^  to  see  whether  a  few  drops  of  indigo 
solution  are  still  decolorized.  If  the  colour  remains  blue,  the 
number  of  divisions  of  the  burette  is  taken,  and  the  percentage  of 
N2O3  is  obtained  by  dividing  100  by  that  number;  thus  at  50 
measures  of  the  burette  there  is 

100  100 

-—-=2  p.  c.  NjOg;  at  75  measures,  -^y;;-=l'33  p.  c.  NgOg,  &c.* 

These  percentages  of  course  refer  to  the  volumes  of  the  nitrous 

vitriol,  and,  if  they  are  to  be  calculated  into  weights,  must  be 

divided  by  the  specific  gravity  of  the  vitriol. 

By  this  method,  indeed,  very  concordant  results  are  obtained 

(Davis,  Chem.  News,  xxiv.  p.  258) ;  and  it  is  assumed  in  the  factories 

that  an  acid  is  ''  very  good  '^  if  60  to  70  measures  of  the  burette 

are  used.     The  relation  of  these  figures  to  the  percentage  of  real 

NgOg  is  found  by  the  following  calculation.     According  to  the 

reaction 

N208+4CH-3H80=2NO,H+4HCl, 

76  parts  of  nitrous  acid  correspond  to  4  x  35*5  =  142  parts  of  chlo- 
rine; and  the  0'7grm.  chlorine  in  the  test  liquid  is  thus  equivalent  to 

0*7  X  76 

— -— - — =0*374  grm.  NjOo,  which  must  be  contained  in  the  mea- 

sures  of  acid  used  out  of  the  burette.  But  it  cannot  be  assumed 
that  this  is  really  exactly  the  case,  since  even  in  a  very  largely  dilute 
solution  of  bleach-liquor  the  acid  running  in  will  liberate  some 
chlorine,  which  is  lost.  Still  the  bleaching-powder  process  is  suffi- 
ciently exact  for  comparative  estimation  in  the  daily  practice  of 
factories ;  it  gives  pretty  constant  results,  more  so  than  the  per- 
manganate method  in  its  former  faulty  state ;  and  it  can  be  carried 
out  very  quickly — say,  in  three  minutes. 

Davis  (Chem.  News,  xxv.  pp.  25  and  124)  gives  further  directions 
for  the  use  of  this  test.  It  is  neither  meant  nor  adapted  for  small 
quantities  of  N2O3,  in  which  case  the  burette  would  have  to  be 
filled  several  times;  for  such  cases  the  permanganate  method, 
properly  carried  out,  is  incomparably  preferable. 

The  bichromate  process  has  long  been  known  in  several  modifica- 
tions. Mohr  {'  Titrirmethode,'  3rd  ed.  p.  236)  describes  it  thus : — 
To  the  vitriol  to  be  tested  an  excess  of  standard  bichromate  solu- 
tion is  added ;  and  the  remainder  of  bichromate  is  estimated  by 
standard  ferrous  solution.     In  a  simpler  but  ruder  form  the  pro- 
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cess  lias  been  used  for  many  years  in  English  works^  nitrous  acid 
being  added  from  a  burette  to  a  standard  solution  of  bichromate 
till  the  red  colour  had  turned  into  a  pure  green.  This  might  do 
for  checking  the  practical  work^  but  could  not  lay  claim  to  any 
accuracy.  Gerstenhofer  has  specially  worked  out  this  process^  and 
gi^en  actable  showing  directly  the  percentage  of  95-per-cent.  nitrate 
of  soda  in  nitrous  vitriol.  The  accuracy  of  his  table  has  been  dis- 
puted by  Hasenbach  (Ber.  d.  deutsch.  chem.  Gres.  1874,  p.  678), 
and  upheld  by  Biichner  (ibid.  p.  1665).  The  process  is  carried  out 
in  this  way  : — The  nitrous  vitriol  contained  in  a  burette  is  added 
to  20  cub.  centims.  of  a  potassium  bichromate  solution  containing 
73'8  grams  in  2  litres,  and  therefore  yielding  0*06  gram  oxygen 
per  cub.  centim.,  or  indicating 

0-01425 NgOs^OOSlSrS NOgNa  per  cub.  centim. 

The  reaction  is  aa  follows : — 

3N«08+2K3Cr207  +  8S04H3=6NOaH  +  2S04Ka  +  2Cr8(S04)a 

+  5H«0. 

The  20  cub.  centims  of  bichromate  solution  are  contained  in  a 
100-cubic-centim.  flask ;  and  the  nitrous  vitriol  is  added  slowly. 
The  liquid  turns  successively  brown,  brownish  yellow,  brownish 
green^  yellowish  green,  and  at  last  blue-green.  The  transition  from 
yellow-green  is  very  marked,  and  shows  the  end  of  the  reaction.  If 
more  nitrous  vitriol  is  added,  brownish-yellow  vapours  appear  on 
the  top  of  the  liquid.  If  it  gets  too  warm  during  the  work,  it  must 
be  cooled  by  placing  the  flask  in  cold  water. 

Oerstenhofer's  table  is  the  following  : — 

Cub.  centims.  of  Per  cent,  of  Per  cent  of 

nitrous  yitriol  nitric  add,  95-per-cent. 

UMd.  66°  Tw.  nitnte  of  soda. 

10      9-8      7-8 

11  8-5  6-8 

12  8-2  6-6 

13  7-6  6-0 

14  70  5-6 

15  6-6  5-2 

16  61  4-9 

17  5-8  4-6 


Cub.  centiiiis.  of 

nitrous  Titriol 

used. 

18      
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Per  cent,  of 

nitric  acid, 

66°  Tw. 

5-5     

Per  cent,  of 

95-per-oent. 

nitrate  of  aoda. 

4-4 

19      

5-2     

4-1 

20     

4-9     

3-9 

21     

4-7     

8-7 

22     

4-5     

3-6 

23     

4-3     

8-4 

24     

4-1     

3-2 

25     

3-9     

81 

27     

8-6     

2-9 

30     

8-3     

2-6 

63 


This  does  not  agree  with  the  equation  given  above,  according 
to  which  20  cub.  centims.  of  the  bichromate  ought  to  indicate 
0-6375  NOjNa. 

Among  all  the  analytical  methods  founded  upon  the  oxidation  of 
nitrous  acid,  both  the  most  convenient  and  the  most  accurate  is 
that  with  potassium  perrAanganatej  first  proposed  by  Feldhaus. 
Even  for  scientific  purposes,  there  is  no  more  accurate  method  for 
estimating  nitrous  acid  in  an  acid  solution  than  this^  if  other 
osidizable  bodies  be  absent. 

Even  nitric  oxide  is  oxidized  by  this  reagent,  according  to  this 
equation : — 

lONO+6  Mn04K  +  9  SO4H2=10NOaH  +3  S04Ka+6  S04Mn 

+4H2O. 

Accordingly  the  seminormal  solution  of  permanganate,  each  cub. 
centim.  of  which  corresponds  to  0'004  O,  will  show  0*005  NO  for 
each  cub.  centim.  Thus,  on  the  one  hand,  nitric  oxide  can  be 
estimated  quantitatively  by  this  reagent ;  on  the  other  hand,  the 
nitric  oxide  would  make  the  estimation  of  nitrous  acid  inaccurate 
if  it  were  present  at  the  same  time,  which,  fortunately,  is  not  the 
case  in  sulphuric  acid. 

Nitrous  acid  itself  is  oxidized  by  permanganate,  according  to 
the  equation 

5NjO8H-4MnO4K  +  6SO4H«=10NO8H  +  2SO4K2+4SO4Mn 

+  H80. 
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Here  every  cub.  centim.  of  seminormal  permanganate  solution  cor- 
responds to  0*0095  gram  NjOg. 

The  process  formerly  most  in  use  was  the  following : — ^The  nitrous 
vitriol  was  diluted  to  about  100  times  its  volume.  Winkler  asserted 
that  this  can  be  done  without  any  loss  of  nitrogen  compounds^ 
if  the  nitrous  vitriol  be  first  mixed  with  three  or  four  times 
its  bulk  of  pure  sulphuric  acid^  and  the  mixture  be  then  carefully 
poured  into  cold  water  100  or  200  times  the  volume  of  the  nitrous 
vitriol^  constantly  agitating  the  liquid.  Then  permanganate  is  run 
in  from  a  burette.  It  is  at  first  decolorized  rapidly^  then  more 
slowly^  as  the  oxidation  of  nitrous  acid  in  very  dilute  liquids  is  not 
instantaneous.  The  end  of  the  reaction  is  assumed  if  the  pink 
colour  has  stood  for  two  minutes.  Later  on,  however,  it  bleaches 
out,  owing  to  the  presence  of  organic  substances,  which  gradually 
act  upon  the  permanganate. 

The  author  has  shown  {L  c.)  that  in  this  operation  the  figures  ob- 
tained are  always  too  low,  and  has  directly  proved  the  nitric  acid 
formed  in  diluting  the  vitriol.  Much  better  results  are  obtained 
by  a  modification  which  Professor  Winkler  has  privately  commu- 
nicated to  the  author,  according  to  which  5  or  10  cub.  centims.  of 
nitrous  vitriol  are  run  out  of  a  pipette  onto  the  bottom  of  a  beaker 
containing  about  500  cub.  centims.  of  water.  The  liquids  are  at 
first  not  mixed ;  and  when  the  permanganate  is  added,  the  reaction 
principally  takes  place  in  the  lower  part  of  the  liquid,  where  the 
nitrous  vitriol  is  very  little  diluted.  The  results  thus  obtained  are 
not  quite  accurate  yet,  but  suflSciently  so  for  ordinary  factory  work. 
Still  simpler  is  the  plan  of  running  the  vitriol  into  a  small  dry 
beaker,  and  pouring  about  three  fourths  of  the  requisite  quantity 
of  permanganate  on  the  top  of  it.  At  the  point  of  contact  the 
nitrous  acid  is  gradually  oxidized  as  the  vitriol  gets  diluted.  After 
a  few  minutes  the  liquids  are  mixed  by  shaking,  and  quickly  as 
much  more  permanganate  is  added  as  suffices  for  producing  a  pink 
colour. 

The  permanganate  method  has  been  reproached  with  not  giving 
constant  results  (Davis,  /.  c),  and  with  not  proceeding  according  to 
the  theoretical  equation  (Crowder,  /.  c.) .  These  reproaches  lapse 
when  the  process  is  not  carried  out  by  adding  the  permanganate  to 
the  vitriol,  but,  as  is  done  with  so  many  other  processes,  a  certain 
volume  of  permanganate  solution  is  taken,  and  the  nitrous  vitriol 
is  run  in  very  slowly,  and  with  constant  shaking,  till  the  liquid  is 
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just  decolorized.  Here  also^  in  the  end^  some  time  must  be  taken 
(Davis,  Chem.  News,  xxv.  p.  25),  since  the  very  dilute  solution  of 
permanganate  is  no  longer  acted  upon  instantaneously.  This  loss 
of  time  can  be  avoided  by  working  at  30°  to  40°  C.  but  no  higher. 
The  seminormal  permanganate  solution  ought  to  be  diluted  to  from 
five-  to  tenfold.  The  author  has  proved  the  perfect  accuracy  of  the 
permanganate  method  in  this  modification. 

With  this  process  rutrous  and  nitric  acid  can  be  estimated  at  the 
same  time.  First  of  all,  the  nitrous  acid  is  estimated  in  the  manner 
just  described,  so  that  the  liquid  at  the  end  of  the  operation  only 
contains  nitric  acid,  sulphuric  acid,  and  potassium  and  manganese 
sulphates.  Now  a  certain  volume  of  ferrous  sulphate  solution  is 
added,  and  the  total  nitric  acid  is  estimated  in  the  manner  described 
on  p.  55,  viz.  by  boiling  with  exclusion  of  air  and  titrating  back  with 
permanganate*^. 

.  Kolb  takes  two  samples,  one  of  which  he  titrates  for  NgOg  with 
permanganate ;  to  the  other  he  adds  ferrous  sulphate  directly,  and 
titrates  back  with  permanganate. 

In  the  presence  of  other  oandizable  stibstances,  such  as  sulphurous 
acid,  ferrous  salts,  organic  substances,  &;c.,  all  oxidation  methods  are 
of  course  inexact,  whether  the  bleaching-powder,  or  the  bichromate, 
or  the  permanganate  process.  Generally  those  impurities  are  too 
insignificant  to  do  any  harm ;  and  especially  where  large  quanti- 
ties of  nitrous  acid  are  present,  as  in  the  nitrous  vitriol  from  the 
6ay«Lussac  towers,  the  permanganate  process  is  quite  sufScient 
for  the  purpose  of  checking  the  course  of  manufacture.  Of  the 
oxidizable  substances  only  arsenious  acid  sometimes  occurs  in  suf-. 
fident  quantities  to  affect  the  results  sensibly,  but  to  a  small  extent 
only,  in  nitrous  vitriol,  where  it  is  mostly  changed  into  arsenic  acid. 

A  process  which  is  free  from  all  the  drawbacks  of  the  processes 
hitherto  described,  and  which,  with  careful  manipulation,  yields 
perfectly  accurate  results  in  a  very  short  time,  was  discovered 
by  Walter  Crum  (Phil.  Mag.  xxx.  p.  426) .  It  has  been  further 
improved  by  John  Watts,  and  has  become  better  known  by  a  paper 
of  Davis's  ('Chemical  News,'  xxxvii.  p.  45).  The  sulphuric  acid 
containing  nitrogen  acids  is  introduced  into  a  graduated  tube  filled 
with  mercury  and  standing  in  a  mercury-trough.      It  is  then 

*  From  the  nitric  add  thus  found  that  quantity  ie  deducted  which  has  been 
fonned  from  the  nitrous  acid  originally  present.  The  remamder  must  haye  been 
present  firom  the  first  as  nitric  add. 
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shaken  up  with  the  mercury,  which  almost  immediately  reduces  all 
nitrogen  acids  to  nitric  oxide^  NO.  The  mercury  inside  and  out- 
side the  tube  is  brought  to  the  same  level  by  lowering  the  tube  into 
a  depression  worked  in  the  trough ;  and  the  read-off  volume  of  NO 
is  calculated  for  N^Og  or  N^Og  &c. 

The  author,  by  a  series  of  analyses^  has  proved  the  accuracy  of 
this  method,  and  has  found  that  the  presence  of  arsenic  and  of 
organic  substances  does  not  interfere  with  it  (Lunge,  in  '  Berichte 
d.  deutsch.  chem.  Ges.'  xi.  p.  436).  However^  the  apparatus  intro- 
duced by  Davis  is  not  very  handy  for  technical  laboratories,  espe- 
cially from  the  necessity  of  a  mercury-trough.  Davis  has  certainly 
constructed  a  form  of  trough  only  holding  10  lb.  of  mercury ;  but 
this  necessitates  a  very  short  tube,  and  makes  the  shaking  rather 
awkward;  it  is  also  troublesome  to  clean  the  tube  every  time.  The 
author  has  therefore  constructed  an  apparatus  which  contains  no 
trough  at  all,  in  which  only  very  little  more  mercury  is  used  than 
is  required  for  filling  the  tube  itself  (less  than  2  Ib.)^  in  which  the 
operator  does  not  touch  the  mercury  at  all,  and  which  can  be 
readily  cleaned  out  after  each  operation.  This  apparatus,  which 
the  author  has  proposed  to  call  a  "  nitrometer,'^  is  represented  in 
fig.  4. 

Its  principal  portion  is  a  glass  tube>  a,  of  a  little  over  50  cub. 
centims.  capacity,  divided  into  fifths  of  a  cub.  centim.,  and^  for  the 
sake  of  suspending  it  in  the  stand,  a  little  narrowed  in  its  lower  half. 
At  the  bottom  it  tapers  to  fit  into  an  elastic  joint ;  at  the  top  it  ends 
in  a  funnel  communicating  with  the  inner  part  of  the  tube  by  a 
cock  of  the  same  kind  as  that  employed  by  Winkler  in  his  gas- 
burette.  Its  plug  has  one  bore  at  right  angles  to  its  length,  through 
which  the  measuring-tube  communicates  with  the  funnel^  and  an- 
other curved  bore  through  which  the  contents  of  the  funnel  can  be 
run  off  in  the  direction  of  the  axis  of  the  plug.  To  this  a  short 
elastic  tube  with  a  screw-clamp  and  a  short  bit  of  glass  tubing  are 
attached.  The  division  of  the  measuring-tube^  a,  begins  from  the 
cock  itself^  and  goes  from  the  top  downwards.  The  tube  a  hangs 
in  a  clamp,  which  can  be  instantaneously  opened  by  a  spring,  so 
that  the  tube  can  be  taken  out.  Another  clamp,  sliding  on  the 
same  stand,  carries  a  plain  cylindrical  glass  tube^  b,  tapering  below, 
of  the  same  contents  and  about  the  same  diameter  as  the  measuring- 
tube.  The  lower  ends  of  the  two  tubes  are  connected  by  a  thick 
elastic  tube,     b  slides  up  aod  down  in  its  clamp  with  friction.     In 


order  to  nse  the  apparatuB,  b  is  placed  so  that  its  lower  end  is 
rather  higher  than  the  cock  of  a,  aad,  the  latter  being  opened,  mer< 
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cary  is  poured  in  through  &  till  it  haa  jost  entered  the  funnel  of  a. 
Aft  it  flows  into  a  from  below,  it  will  not  allow  any  air-bubbles  to 
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remain  in  the  tube.    The  cock  is  now  closed ;  the  mercury  standing 
in  the  funnel  is  run  oflF  by  the  lateral  bore  of  the  cock ;  b  is  lowered ; 
and  the  vitriol  to  be  tested  is  run  into  the  funnel  by  means  of  a 
fine  pipette.     Of  course  it  is  necessary  to  have  an  idea  of  the  maxi- 
mum quantity  of  NO  which  may  be  given  oflF  without  expelling  the 
mercury  from  the  tube  altogether ;  and  the  quantity  of  vitriol  must 
be  taken  accordingly.     By  carefully  openii^  the  cock,  the  acid  is 
run  into  a  without  any  air  being  allowed  to  enter ;  in  a  similar  way 
the  funnel  is  washed  out  twice  by  means  of  pure  concentrated  sul- 
phuric acid.     It  is  not  advisable  to  put  more  than  8  to  10  cub. 
centims.  of  acid  into  the  apparatus ;  much  better  only  4  to  5  cub. 
centims.  altogether  are  used ;  but  in  any  case  there  must  be  an 
excess  of  strong  sulphuric  acid  present.     Now  the  tube  a  is  taken 
out  of  the  spring  clamp  and  well  shaken  up.    The  evolution  of  gas 
in  the  case  of  nitrous  acid  commences  at  once — the  acid  taking  a 
purple  colour,  in  the  case  of  nitric  acid,  after  a  minute  or  so.     The 
reaction  is  ended  by  one  or  two  minutes'  violent  shaking.     Some- 
times it  takes  a  good  while  before  the  acid  clears  and  the  froth  sub- 
sides ;  but  mostly  this  is  the  case  in  a  very  short  time ;  and  any- 
how it  is  necessary  to  wait  a  little,  so  that  the  apparatus  may  take 
the  temperature  of  the  air.    Now  by  sliding  b  up  or  down,  the  level 
of  the  mercury  in  this  tube  is  so  placed  that  it  is  as  much  higher 
than  that  of  a  as  corresponds  to  the  vitriol ;  say,  for  each  7  millims. 
of  acid  1  millim.  of  mercury ;  or  else  the  level  of  the  mercury  is 
made  the  same  in  both  tubes,  and  the  height  of  mercury  cor- 
responding to  the  layer  of  vitriol  in  the  tube  is  deducted  from  the 
barometrical  pressure.    The  volume  of  the  nitric  oxide  can  be  read 
off  to  ^  cub,  centim. ;  it  is  reduced  by  Bunsen's  tables  to  0®  and 
760  millims.  mercurial  pressure,  and  the  percentage  of  the  acid  cal- 
culated from  it.     Each  cub.  centim.  of  NO,  measured  at  0°  and 
760  millims.,  corresponds  to  1*343  milligr.  NO,  or  1*701  miUigr. 
N^Og,   or  2-417  milligrs.  N^Og,   or  4*521   milligrs.   NO3K,   or 
8*805  NOgNa.     By  this  process,  of  course,  nitric  and  nitrous  acids 
cannot  be  distinguished,  but  are  always  estimated  together. 

After  reading  off,  b  is  again  placed  higher,  the  cock  of  a  is 
opened,  and  thus  first  the  nitric  oxide  and  then  the  vitriol,  muddy 
with  mercuric  sulphate,  is  driven  into  the  funnel.  When  the  mer- 
cury begins  to  enter  the  same  as  well,  the  cock  is  closed,  the  acid  is 
run  away  through  the  lateral  bore,  and  every  thing  is  ready  again  for 
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a  new  testing.  Firsts  the  screw-clamp  on  the  end  of  the  glass  cock 
is  closed  again^  lest  any  fresh  vitriol  should  ran  into  the  side  tube ; 
bat  it  is  easy  to  turn  the  plug  so  that  the  funnel  during  the 
running-in  of  fresh  vitriol  does  not  communicate  either  with  the 
tube  a  or  the  lateral  bore  of  the  cock.  If  any  sensible  quantities 
of  sulphurous  acid  be  present^  it  is  best  to  add  a  little  powdered 
potassium  permanganate  to  the  vitriol. 
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CHAPTER  III. 

HISTORICAL  AND  GENERAL  NOTES  ON  THE  MANUFACTURE 

OF  SULPHURIC  ACID. 

History  of  the  Manufacture  of  Sulphuric  Acid. 

AccoRBiNQ  to  Rodwell  ('  Birth  of  Chemistry ')  it  is  very  probable 
that  sulphuric  acid  was  already  knowu  to  the  ancients ;  but  usually 
its  firsts  although  indistinct^  mention  is  ascribed  to  the  Arab 
Geber,  who  speaks  of  the  ''  spirit ''  which  can  be  expelled  finom 
alum  and  which  possesses  solvent  powers.  Others  give  this 
honour  to  the  Persian  alchemist  Abu-Bekr-Alrhases^  who  is  said 
to  have  died  in  9410.  Vincentius  de  Beauvais  (about  1250)  alludes 
to  it;  and  Albertus  Magnus  (1193-1280)  speaks  of  a  spirUus 
vitrioli  Romani,  which  can  only  have  been  sulphuric  acid;  his 
^'  sulphur  philosophorum  '^  is  the  same  thing. 

With  all  distinctness  Basilius  Yalentinus,  in  his  '  Revelation  of 
the  Hidden  Manipulations/  describes  its  preparation  from  calcined 
copperas  and  silica ;  and  in  his  '  Triumphal  Car  of  Antimony^'  its 
preparation  by  burning  sulphur  with  saltpetre  (Kopp^ '  Geschichte 
der  Chemie/  iii.  p.  803) ;  but  he  took  the  two  for  different  substances. 

Gerhard  Domseus  (1570)  described  its  properties  accurately ; 
Libavius  (1595)  recognized  the  identity  of  the  acids  from  different 
processes  of  preparation;  the  same  was  done  by  Angelus  Sala 
(1613)^  who  pointed  out  the  fact,  which  had  sunk  into  oblivion  since 
Basilius^  that  sulphuric  acid  can  be  obtained  by  burning  sulphur 
in  moist  vessels  (of  course  with  access  of  air) ;  after  that  time  it 
was  prepared  by  the  apothecaries  in  this  way.  An  essential  im- 
provement^ viz.  the  addition  of  a  little  saltpetre^  was  introduced  in 
1666  by  >]icolas  le  F^vre  and  Nicolas  Lemery.  This  caused  a 
sort  of  manufacture  of  vitriol  which  is  said  to  have  been  introduced 
into  England  by  Cornelius  Drebbel :  this  only  is  certain — ^that  a 
quack  doctor  of  the  name  of  Ward  first  carried  on  sulphuric-acid 
making  on  a  large  scale  at  Richmond  near  London^  probably  a 
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little  before  1740.  Ward  employed  large  glass  vessels  up  to  66 
gallons  capacity^  which  stood  in  two  rows  in  a  sand-bath^  and  which 
▼ere  proyided  with  horizontally  projecting  necks ;  at  the  bottom 
they  contained  a  little  water.  In  each  neck  there  was  an  earthen- 
ware pot^  and  on  this  a  small  red*hot  iron  dish^  into  which  a  mix- 
tore  of  one  part  saltpetre  and  eight  parts  of  brimstone  were  put ; 
then  the  neck  of  the  bottle  was  closed  with  a  wooden  plug ;  on 
the  oomboation  being  finished^  fresh  air  was  allowed  to  enter  the 
vessel^  and  the  operation  was  repeated  till  the  acid  had  become 
strong  enough  to  pay  for  concentrating  in  glass  retorts. 

Ward  called  the  product  ^'oil  of  vitriol  made  by  the  bell" 
(abeady  Baailins  Yalentinus  had  used  the  expression  "  per  cam- 
panam^^  in  this  sense)  ^  in  order  to  distinguish  the  spirit  of  vitriol 
made  from  brimstone  from  that  distilled  from  copperas^  the  latter 
having  been  made  on  a  kind  of  manufacturing  scale  in  England 
preriously :  an  exact  description  of  this  is  given  by  J.  C.  Bernhardt 
in  his  '  Chemische  Versuche  und  Erfahrungen/  1755.  Ward's 
process^  troublesome  as  it  is^  reduced  the  price  of  the  acid  from 
2#.  6d.  per  ounce  (the  price  of  the  acid  from  copperas  or  from 
boming  brimstone  under  a  moist  glass  jar)  to  2«.  per  lb. 

An  extremely  important  improvement  in  this  process  was  the 
introduction  of  the  lead  chambers,  which  by  general  consent  is 
sscribed  to  a  Dr.  Roebuck  of  Birmingham^  who  in  1746  erected 
such  a  chamber  6  feet  square^  and  in  1749,  in  partnership  with 
Mr.  Garbett,  built  a  factory,  founded  thereon,  at  Prestonpans  in 
Scotland,  in  order  to  supply  acid  for  the  bleaching  of  linen.  The 
mixture  of  brimstone  and  saltpetre  in  the  above  proportion  was 
put  into  small  iron  waggons  which  were  run  into  the  chamber  on  a 
railway ;  the  chamber  was  closed,  and  the  process  carried  on  inter- 
mittently in  this  way. 

Soon  other  works  followed  at  Dowles  in  Worcestershire,  where 
the  chambers  were  already  made  10  feet  square;  in  1772  there 
▼S8  a  factory  erected  in  London  with  71  cylindrical  lead  chambers, 
«wh  6  feet  diameter  and  6  feet  high.  In  1797  there  were  already 
six  or  eight  works  in  Glasgow  alone.  According  to  the  statements 
given  in  Mactear's  '  Report  of  the  Alkali  and  Bleaching-Powder 
Manofacture  in  the  Glasgow  District'  (p.  8),  the  acid  at  that  time 
<^t  the  Glasgow  manufacturers  £32  per  ton,  and  was  sold  at  £54. 
AtRadcliffe,  near  Manchester,  it  cost,  in  1799,  £21  10«.  per  ton, 
^thont  interest  on  capital.     In  the  latter  place  there  were  six 
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chambers  13  feet  long^  12  feet  wide^  and  10  feet  high,  with  roofs 
like  those  of  houses,  and  valves  opened  between  each  operation ; 
on  their  bottom  there  were  8  or  9  inches  of  water ;  every  four 
hours  there  was  burnt  in  each  chamber  a  mixture  of  1  lb.  saltpetre 
and  7  lb.  brimstone  on  iron  shelves,  of  which  each  chamber  con- 
tained four,  4  inches  distant  from  one  another.  The  shelves  were 
made  of  very  thin  iron,  in  order  to  get  heated  very  quickly,  and 
rested  on  iron  frames,  by  means  of  which  they  could  be  slid  in  and 
out;  a  quarter  of  an  hour  before  each  operation  the  valves  and 
doors  were  opened  in  order  to  allow  air  to  enter.  Thus,  weekly, 
1386  lb.  of  brimstone  and  198  lb.  of  saltpetre  were  burnt,  yield- 
ing 1800  lb.  of  oil  of  vitriol — that  is,  130  per  cent,  of  the  sulphur 
with  a  consumption  of  14' 28  per  cent,  saltpetre  on  the  same.  In 
six  weeks  the  strength  of  the  acid  only  attained  1*250  sp.  gr.  ;  it 
was  then  run  off  and  concentrated  up  to  1*875  sp.  gr.,  in  which 
state  it  was  used  and  sold.  At  Prestonpans,  in  1800,  only  a  yield 
of  111  per  cent,  on  the  sulphur  was  attained,  with  a  consumption 
of  13  per  cent,  saltpetre  on  the  brimstone;  in  1813  there  were  in 
that  place  108  chambers  of  14  feet  length,  10  feet  height,  and 
4i  feet  width.  In  1805  there  existed  at  Burntisland  a  factory  with 
860  chambers  of  a  capacity  of  19  cubic  feet  each. 

In  the  mean  time  the  first  lead  chamber  in  France  had  been 
erected  at  Rouen  by  Holker  in  1766.  In  1774,  in  that  place,  on 
the  advice  of  De  la  Follie,  an  important  improvement  was  intro- 
duced, viz.  the  introduction  of  steam  into  the  chambers  during  the 
combustion  of  brimstone.  In  1793  Clement  and  Desormes  showed 
that  the  acid-chambers  can  be  fed  by  a  continuous  current  of  air, 
by  which  a  great  deal  of  saltpetre  could  be  saved.  They  showed 
that  the  oxidation  of  sulphurous  acid  takes  place  to  the  extent  of 
nine  tenths  at  the  expense  of  atmospheric  oxygen,  and  that  the 
saltpetre  only  plays  the  part  of  intermediary  between  the  air  and 
the  sulphurous  acid.  By  this  the  modem  theory  of  the  essence  of 
the  sulphuric-acid-making  process  was  established ;  but  it  took  a 
remarkably  long  time  before  the  difficulties  were  overcome  which 
stood  in  the  way  of  introducing  the  continuous  system  into  prac- 
tice. Usually  the  introduction  of  the  continuous  burning  of 
brimstone  is  ascribed  to  Jean  Holker  (a  grandson  of  the  first 
Holker),  in  1810 ;  but,  according  to  Mactear,  a  continuous  system 
had  been  introduced  at  St.  Rollox,  at  least  partially,  already  in 
1807 :  steam  was  first  introduced  there  in  1818  or  1814. 
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In  Germany  the  first  lead  chambers  seem  to  have  been  those 
at  Ringkuhl^  near  Cassel.  One  of  the  oldest  chambers  was  that 
erected  by  a  Dr.  Richard  at  Fotschappel  near  Dresden  in  1820 ; 
as  he  had  no  plumber  at  his  disposal^  he  had  to  solder  the  chamber 
himself  with  soft  solder  and  a  smoothing-iron  (Bode^  in  his  transla- 
tion of  H.  A.  Smithes  *  Sulphuric  Acid  Manufacture/  p.  96) .  This 
chamber  was  still  charged  intermittently^  100  lb.  of  brimstone 
yielding  only  150  lb.  of  yitriol.  It  must  therefore  be  said  that 
the  industry  of  vitriol-making  was  very  late  in  gaining  a  footing  in 
Germany. 

Kestner^  of  Thann  in  Alsace^  was  the  first  to  collect  the  products 
of  condensation  at  the  chamber-sides  in  order  to  regulate  the  work- 
ing of  the  chambers  thereby;  this  innovation  was  at  once  con- 
sidered of  such  importance  that  Kestner  was  called  to  Glasgow  in 
order  to  introduce  his  plan  into  Tennant^s  works. 

At  last^  in  1827,  Gay-Lussac's  condensing-apparatus  for  the 
nitre-gas  escaping  from  the  chambers  was  invented;  in  Glasgow 
this  apparatus  was  erected  in  1844.  But  we  haVe  now  come  so 
near  the  present  time  that  we  may  conclude  the  historical  part  of 
our  task. 

General  Principles  of  the  Manufacture  of  Sulphuric  Acid. 

Sulphuric  acid  can  be  obtained  on  a  large  scale  in  one  of 
two  ways — ^viz.,  first,  by  burning  brimstone  or  metallic  sulphides 
mto  sulphurous  acid  and  further  oxidizing  the  latter,  or,  secondly, 
by  decomposing  natural  or  artificially  prepared  sulphates.  The 
latter  process,  apart  from  several  proposals  so  far  not  carried  out 
practicaUy,  only  serves  for  making  fuming  oil  of  vitriol,  which 
wiU  be  treated  of  hereafter ;  by  far  the  greater  portion  of  sulphuric 
acid  is  obtained  by  the  former  process,  which  will  occupy  us  in  the 
first  instance.  We  shall,  at  first,  only  describe  those  apparatus 
and  processes  which  actually  serve  for  manufacturing  on  a  large 
■cale ;  and  we  shall  close  by  mentioning  the  alterations  which  have 
merely  remained  as  proposals,  as  well  as  the  processes  founded  on 
totally  new  principles. 

By  the  combustion  of  sulphur,  either  free  (as  brimstone)  or  com- 
bined with  metals,  sulphurous  acid  (sulphur  dioxide,  SOg)  is  always 
fonned  at  first.  Brimstone  ignites  in  the  air  at  a  temperature 
lather  below  800^  C. ;  and  when  once  it  has  begun  to  bum,  the 
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heat  generated  suffices  to  raise  the  whole  of  the  sulphur  to  the 
point,  of  ignition^  proyided  that   sufficient  air  be   present.      A. 
series  of  metallic  sulphides  behaves  similarly ;  the  most  important 
of  these  for  our  purpose  is  the  iron  bisulphide^  FeS, ;  but  here 
special  precautions  must  be  taken^  so  that  the  whole  mass  may  be 
completely  burnt  (roasted).     In  both  cases^  along  with  sulphur 
dioxide^  SOg^  a  little  trioxide   (sulphuric  anhydride),  SOs,  is  al* 
ways  formed,  and,  in  the  presence  of  water  or  steam,  also  sulphuric 
acid,  SO4H2,  more  or  less  diluted  with  water.   Moreover  an  aqueous 
solution  of  sulphurous  acid  in  contact  with  air  gradually  changes 
into  sulphuric  acid.     In  both  cases  it  is,  of  course,  the  oxygen  of 
the  air  which  converts  the  SOj  into  SOs  or  SO4H2;  but  this  re- 
action at  the  ordinary  or  only  a  moderately  high  temperature  goes  on 
far  too  slowly  to  be  applicable  for  technical  purposes.     There  are 
two  ways  of  increasing  the  affinity  between  SO^  and  O,  either  in  the 
presence  or  in  the  absence  of  H^^O.     One  way  (which  can  be  em- 
ployed also  in  the  absence  of  water  or  steam)  is  the  employment  of 
porous  substances,  which  condense  both  the  oxygen  and  the  sul- 
phurous acid;  the  affinity  between  the  molecules  thus  brought 
much  closer    together   is    increased    to    such    an    exibent    that 
ultimately  they  combine  chemically,  at  least  partially,  and  yield 
sulphuric  anhydride  or  hydrate,  according  to  whether  water  is 
present  or  absent.      As  such  porous  substances,  pumice,  burnt 
clay,   chromium   sesquioxide,   iron   peroxide,  cupric  oxide,   even 
cotton-wool,  have  been  recommended.     The  action  of  these  sub- 
stances, however,  which  must  always  be  increased  by  higher  tem- 
peratures, is  so  incomplete  that  they  have   found  no   technical 
application.     The  case  stands  rather  better  with  platinum,  which, 
as  is  well  known,  exercises  an  extraordinarily  strong  condensing 
power  upon  gases  at  its  surface,  so  that,  for  instance,  hydrogen 
and  oxygen  can  be  brought  thereby  to  combine  at  the  ordinary 
temperature.     The  more  finely  divided  the  platinum  is,  the  larger, 
therefore,  its  surface  for  a  certain  weight,  the  more  energetically 
it  acts  in  that  way ;  and  the  best  results  have  been  obtained  with 
platinized  pumice  and  asbestos.     This  will  be  explained  in  detail 
with  the  fuming  oil  of  vitriol ;  here  it  may  suffice  to  say  that  pla- 
tinum, even  in  its  most  finely  divided  form,  cannot  form  the  foun- 
dation of  a  real  manufacture  of  sulphuric  acid,  and  that  the  only 
successful  proposal  for  utilizing  it  starts  from  already  manufactured 
acid,  in  order  to  make  anhydride  from  it. 
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The  second  way  of  making  the  oxygen  of  the  air  better  adapted 
for  combining  with  sulphurous  acid  is  the  only  one  actually  employed 
in  practice.  It  is  founded  on  the  property  of  the  acids  of  nitrogen 
of  decomposing^  in  the  presence  of  water  and  sulphurous  acid^  to 
nitric  oxide  and  sulphuric  acid^  and  upon  the  property  of  nitric 
oxide  of  re-forming  higher  nitrogen  oxides  in  the  presence  of  oxy- 
gen  (or  air).  This  process  will  be  explained  in  detail  when  we  treat 
of  the  theory  of  the  formation  of  sulphuric  acid. 

We  have  just  seen  that  the  reaction  between  nitrogen  acids  and 
sulphurous  acids  only  goes  on  in  the  presence  of  water ;  and  we 
most  add  at  once  that^  in  practice^  much  more  water  is  needed  than 
suffices  for  the  formation  of  8O4H2 ;  the  sulphuric  acid  formed  is 
therefore  always  dilute,  and  must  be  concentrated  for  most 
purposes. 

For  some  purposes  the  acid  must  also  be  deprived  of  certain 
foreign  substances  which  get  into  it  from  the  raw  materials  and 
the  apparatus ;  and  in  that  case  the  sulphuric  acid  has  to  be 
imrified. 

Thus  our  subject  subdivides  itself  into  the  following  headings :— ^ 

1.  The  generation  of  sylphurous  acid.  Since  the  respective  pro* 
cesses  differ  very  much,  both  as  to  apparatus  and  as  to  the  way  of 
proceeding,  we  have  to  distinguish  between  (a)  sulphurous  acid 
from  brimstone^  {b)  from  metallic  sulphides. 

2.  The  conversion  of  sulphurous  acid  into  sulphuric  acid,  which 
is  always  dene  in  the  so-called  lead  chambers^  where  also  the 
introductioix  of  nitric  acid  and  steam^  and  the  recovery  of  the 
&itre-gas  carried  away  by  the  draughty  will  be  described. 

3.  The  purification. 

4  The  concentration  of  vitriol. 
5.  The  utilization  of  the  by-products. 

All  this  will  be  preceded  by  an  examination  of  the  raw  materials 
of  the  sulphuric-acid  manufacture. 
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CHAPTER  IV. 

THE  RAW  MATEEIAL8  OF  THE  SULPHURIC-ACID 

MANUFACTURE. 

1.  Brimstone. 

Although^  as  we  shall  see  below,  brimstone  has  been  almost 
entirely  given  np  as  a  raw  material  for  vitriol-making  in  Europe 
(principally  because  its  price  is  much  higher  than  that  of  the  sul- 
phur in  pyrites),  yet  the  export  from  Sicily  has  almost  constantly 
been  increasing,  as  is  shown  by  the  following  table  (from  Hasen- 
clever,  in  Hofmann's  Report,  1873,  vol.  i.  p.  155)  : — 

tOXLB. 

1862 143323 

1863 147035 

1864 139841 

1865 138232 

1866 179110 

1867 192320 

1868 172387 

1869 170141 

1870 172751 

1871 171236 

In  1875  there  were  exported  from  the  three  principal  ports  of 
Sicily  217976  tons  of  brimstone,  of  which  50195  went  to  England, 
40464  to  France,  and  26139  to  America;  in  1877,  altogether  231743 
tons,  viz.  51818  to  England,  38440  to  France,  42589  to  America^ 
98896  to  Italy  and  other  countries. 

The  cause  of  this  large  exportation  is  partly  the  increased  manu- 
facture of  gunpowder — mostly,  however,  the  enormous  consumption 
of  sulphur  in  the  vineyards  of  France,  Italy,  and  Spain  for  com- 
bating the  Oidium.  It  was,  indeed,  especially  the  rise  in  the  price 
of  brimstone  consequent  upon  the  demand  for  it  from  the  wine- 
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countries^  which  has  driven  it  out  of  the  vitriol  works^  afker  (at  a 
former  period)  an  arbitrary  rise  in  the  price  of  brimstone  had  led 
to  the  first  use  of  pyrites  in  those  works. 

Looking  at  the  great  advantages  which  the  manufacture  from 
brimstone  offers  over  that  from  pyrites^  it  might  be  thought 
that  perhaps  at  a  future  time^  either  when  another  remedy  for  the 
disease  of  the  vine  is  founds  or  when  the  many  other  known 
sulphur-beds  are  properly  worked,  the  price  of  brimstone  would 
fall  sufficiently  to  allow  its  re-introduction  into  chemical  works ; 
bnt  this  is  hardly  likely  (except  under  special  circumstances,  such 
as  exist,  for  instance,  in  America),  since  the  cupreous  pyrites 
has  come  into  the  market,  in  which  the  copper  always  remains 
the  main  thing,  and  whose  sulphur  will  always  be  cheaper  than 
brimstone,  because  it  must  be  driven  off  before  the  copper  can 
be  obtained. 

Sulphur  (the  principal  constituent  of  brimstone)  is  an  element 
whose  atomic  weight  is  now  assumed  to  be  32.  It  is  very  brittle  ; 
its  hardness  is  from  1*5  to  2*5  of  the  ordinary  mineralogical  scale ; 
its  specific  gravity  is  2'0454.  As  usually  occurring,  it  is  semi- 
transparent  at  the  edges  and  of  the  well-known  bright  yellow 
colour,  which  darkens  with  an  increase  of  temperature;  at  —50° 
it  is  nearly  devoid  of  colour.  Its  taste  and  smell  are  very  slight. 
It  does  not  conduct  electricity,  but  itself  becomes  electric  by  fric- 
tion ;  and  it  is  therefore  difficult  to  powder  finely,  as  it  adheres 
to  the  mortar  and  pestle. 

Sulphur  melts  at  111°'5  C,  and  forms  a  thin,  light-yellow  liquid, 
which,  on  being  more  strongly  heated,  becomes  darker  and  thicker ; 
at  250°  to  260°  C.  it  is  nearly  black,  and  so  viscid  that  it  does 
not  run  out  when  the  vessel  is  upset ;  at  a  still  higher  temperature 
it  becomes  thinner  again,  keeping  its  brown  colour ;  and  at  440°  C. 
it  boils,  forming  a  brownish-red  vapour ;  but  it  begins  to  volatilize 
before  boiling. 

Sulphur  exists  in  different  allotropic  condition.  That  occurring 
in  nature  often  appears  in  rhombic  crystals,  mostly  pointed 
rhombic  octahedra,  whose  physical  properties  have  been  described 
above;  this  a-modification  is  also  obtained  by  crystallizing  sul- 
phur from  its  solution  in  carbon  bisulphide.  The  )9-modification 
is  obtained  by  slowly  cooling  melted  sulphur,  And  pouring  off  the 
liquid  portion  when  another  portion  has  crystallized ;  it  consists 
of  long  thin  oblique  rhombic  prisms,  belonging  to  the  monoclino- 
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hedric  system,  of  a  brownish-yellow  colour,  transparent,  spec.  grav. 
1*982;  they  gradually  pass  over  into  the  flc-modification,  conoi- 
pletely  so  after  a  few  days,  even  at  the  ordinary  temperature — 
suddenly  by  shaking  or  scratching;  the  colour  then  becomes 
light  yellow ;  and  the  crystals  lose  their  transparency,  but  remain 
as  pseudomorphs  of  the  a-sulphur.  The  sulphur  in  rolls  con- 
sists, when  fresh,  of  /3-sulphur — after  a  short  time,  of  a-sulphur. 
When  sulphur  has  been  heated  up  to  the  point  of  viscosity,  and 
is  then  poured  into  very  cold  water,  the  y-modification  is  formed, 
viz.  amorphous,  soft,  tough,  reddish-brown  sulphur,  of  1*957  spec, 
grav. ;  this  also  is  gradually  converted  into  a-sulphur ;  but  it  takes 
some  time  before  this  conversion  is  complete.  The  tough  8tat« 
lasts  very  much  longer  if  resinous  substance,  iodine,  &c.  are  mixed 
with  the  sulphur,  even  in  very  small  quantity.  This  modification 
is  partly  contained  in  the  ^'  flowers  '^  of  sulphur. 

Heated  in  the  air  to  260^  C,  sulphur  inflames  and  bums  with  a 
purplish-blue  flame,  forming  sulphur-dioxide  (SO^),  and  giving 
out  2221  metrical  units  of  heat.  Sulphur  is  insoluble  in  water,  a 
very  little  soluble  in  alcohol,  rather  more  so  in  essential  oils,  but 
easily  soluble  (excepting  the  7-modification)  in  bisulphide  of  car- 
bon and  in  chloride  of  sulphur. 

Sulphur  occurs  in  nature  in  very  large  quantities,  both  in  the 
free  state  as  brimstone,  and  in  combination  with  other  bodies  as 
sulphides  and  sulphates.  Deposits  of  brimstone  are  forming  at 
the  present  time  in  volcanic  countries  by  the  decomposition  of 
sulphuretted  hydrogen  and  of  sulphurous  acid.  But  of  far  more 
importance  are  the  beds  of  brimstone  deposited  in  former  geological 
periods.  The  most  important  of  all  are  those  of  Sicily,  in  the 
Chalk ;  next,  those  in  the  Romagna  and  in  other  parts  of  Italy. 
The  Sicilian  brimstone-industry  is  described  in  detail  by  Angelo 
Barbaglia  in  Hofmann's  Official  Report  on  the  Vienna  Exhibition, 
i.  p.  144,  and  by  Parodi  (Berichte  d.  deutsch.  chem.  Ges.  1874, 
p.  358).  According  to  the  latter,  the  disposable  stock  of  brimstone 
in  Sicily  is  said  to  amount  to  ten  millions  of  tons ;  so  that  it  woidd 
be  exhausted  about  1950.  Other  calculations  give  more  than 
twice  that  figure.  The  apparatus  for  melting  the  sulphur  out  of 
the  '^ sulphur-earth '^  in  Sicily  is  also  described  by  Barbaglia;  we 
will  only  mention  that  the  melting  has  lately  been  very  success- 
fully effected  by  high-pressure  steam,  in  apparatus  quite  similar  to 
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that  of  Schafiher^  which  will  be  described  with  the  recovery  of 
sulphur  from  alkali  waste. 

Other  beds  of  sulphur^  but  of  inconsiderable  extent^  have  long 
been  known  in  Croatia^  in  Upper  Silesia^  in  Poland^  especially  at 
Siroscowice  near  Cracow.  The  sulphur  is  here  contained  in  a 
marl,  of  which  annually  20,000  tons  are  got.  Formerly  it  was  ex- 
tracted by  distillation ;  latterly  this  has  been  done  partly  by  melting 
in  a  Schafiiier's  apparatus  (see  above),  partly  by  extraction  with  car- 
bon bisulphide.  A  few  beds  of  sulphur  are  worked  in  Spain,  others 
near  Mossul  in  Mesopotamia,  near  Cairo,  in  Tunis,  China,  Japan, 
Quito,  Mexico,  &c.  The  more  impoilant  sulphur-mines  worked 
or  discovered  during  the  last  few  years  are : — those  of  Djemsah 
and  Ranga,  on  the  coast  of  the  Bed  Sea,  where  the  ^^  Compagnie 
Soufirifere ''  is  said  to  get  300  tons  monthly ;  in  Iceland,  where  there 
is  said  to  be  far  more  brimstone  than  in  Sicily ;  on  the  island  of 
Saba,  where  60  per  cent,  sulphur  is  contained  in  the  gypsum,  and 
which  is  claimed  as  the  richest  source  for  brimstone  in  the  world 
(Kingzett,  in  'Iron,'  vol.  iii.  p.  610);  in  the  Sierra  Nevada  (U.  S.  A.) 
also  most  extensive  sulphur-mines  are  said  to  exist.  Somehow, 
none  of  these  grand  mines  have  made  any  sensible  impression  upon 
the  sulphur  trade  as  yet. 

The  refining  of  sulphur  does  not  belong  to  our  task ;  we  shall 
only  mention  that  the  apparatus  of  Dujardin,  described  in  the 
modem  t^xt-books,  is  still  that  mostly  used  in  practice.  In 
Belgium,  in  1871^  more  than  5280  tons  of  refined  sulphur  were 
obtained. 

Apart  from  the  brimstone  existing  in  the  free  state,  and  only 
mechanically  mixed  with  earthy  impurities,  a  certain  quantity  of 
sulphur  is  obtained  by  the  disHllaiion  of  pyrites.  This,  however, 
pays  in  very  few  places,  except  under  special  circumstances — for 
instance,  at  the  works  of  T.  D.  Starck  in  Bohemia,  which  supply 
nearly  all  the  fuming  oil  of  vitriol,  and  where  the  distillation  of 
pyrites  is  practised  in  order  to  obtain  a  material  for  copperas- 
making.  Between  1863  and  1872,  2440  tons  of  sulphur  were  thus 
made*  The  distillation  takes  place  in  earthenware  tubes  3  ft.  3  in. 
long,  5  in.  high,  and  5^  in.  wide,  quite  open  at  the  back,  and  in 
front  narrowed  to  an  opening  of  |  in.  diameter ;  they  are  glazed 
with  common  salt ;  and  three  tiers  of  seven  tubes  each  are  placed  in 
each  furnace.     For  each  tube  there  is  a  small  receiver  of  sheet- 
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iron  half  filled  with  water,  and  attached  to  the  tapering  end  of 
the  tube.  The  charge  of  pyrites  is  put  into  the  open  end;  a 
slanting  piece  of  sheet-iron  is  placed  in  front ;  and  the  opening 
IB  closed  with  sand  or  pyrites  cinders,  as  shown  in  fig.  5. 

Fig.  6. 


Here  only  one  third  of  the  sulphur  contained  in  the  pyrites  is 
gained ;  but  in  Sweden  half  (?)  of  the  sulphur  is  said  to  be  ob- 
tained in  a  furnace  built  similar  to  a  lime-kiln,  and  continued  at 
the  top  in  a  wooden  chimney  serving  as  condensing  space.  The 
kiln,  having  been  first  made  red-hot,  is  charged  with  pyrites,  of 
which  one  portion  is  burned  whilst  the  other  portion  volatilizes 
and  is  condensed  at  the  top.  The  work  is  carried  on  continuously, 
freah  pyrites  being  from  time  to  time  introduced  through  an  open- 
ing near  the  top,  and  the  cinders  being  removed  at  the  bottom. 

P.  W.  Hofmann  (Dingl.  Joum.  ccxx.  p.  332)  has  made  a  pro- 
posal for  utiUzing  the  sulphur  of  the  pyrites  smalls,  which  are 
obtained  in  enormous  quantities  at  the  pyrites-mines  and  are  very 
difficult  to  sell.  If  sulphurous  acid  is  conducted  over  red-hot 
calcium  sulphide  (from  alkali-waste),  it  is  at  first  completely 
absorbed ;  afterwards  sulphur  distils  over,  and  the  calcium  sulphide 
is  transformed  into  sulphate.  The  latter,  by  conducting  ordinary 
coal-gas  over  it  in  a  red-hot  state,  or  by  mixing  it  with  coal  and 
igniting,  is  reconverted  into  sulphide,  which  can  be  used  over 
again.  Hofmann  proposes  to  burn  the  pyrites  Bmalls  at  the  mines, 
to  obtain  their  sulphur  by  means  of  calcium  sulphide  in  a  state  fit 
for  sale,  to  treat  the  cinders  by  a  process  to  be  described  in  the 
16th  Chapter  for  zinc  chloride  and  sodium  sulphate,  and  to  work 
the  residue  for  pig-iron  in  a  blast-furnace.  This  proposal  has  not 
found  any  application  in  practice,  and  is  not  likely  to  do  so,  since 
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the  bnming  of  pyrites  dust  by  the  new  shelf -furnace  is  equally 
adyantageous  for  acid-making  with  that  of  lump  ore. 

Gerlach  (Grerman  Patent  229>3rd  July,  1877)  proposes  to  obtain 
sulphur  from  sulphur-ores,  and  especially  from  the  spent  oxides  of 
gas-works,  by  heating  them  in  iron  or  fireclay  retorts  whilst  at  the 
same  time  superheated  steam  is  passed  through.  The  sulphur  is 
said  to  distil  very  rapidly. 

According  to  a  French  patent  of  the  Society  de  St.  Gobain 
(No.  107,820,  28th  April,  1875),  on  the  top  shelf  of  an  ordinary 
shelf  burner  for  pyrites  smalls  (see  Chapter  VI.)  a  fireclay  retort 
is  to  be  placed,  in  which  the  pyrites  is  first  deprived,  by  distillation, 
of  a  portion  of  its  sulphur,  which  is  collected  in  the  well-known 
condensing-chambers  as  flowers  of  sulphur.  After  some  time  the 
partially  desulphurized  pyrites  is  let  down  to  the  next  lower  shelf, 
and  so  forth  lower  down.  Here  the  remainder  of  the  sulphur 
hums,  and  the  gas  goes  into  acid-chambers,  whilst  its  heat  causes 
the  distillation  of  further  portions  of  pyrites  in  the  retort.  This 
process  does  not  answer:  the  flowers  of  sulphur  obtained  are 
Tery  acid;  and  both  the  burner  and  the  chambers  work  very 
badly. 

In  trade,  three  qualities  of  Sicilian  brimstone  are  distinguished. 
The  "  firsts  '*  consist  of  large,  shining  pieces,  of  amber-colour,  and 
are  rarely  used  for  vitriol-making;  the  '^ seconds ^^  are  not  so 
shining,  but  still  purely  yellow ;  the  ''thirds''  are  of  a  dirtier  colour ; 
and  both  the  latter  qualities,  as  they  arrive  in  England,  contain 
much  powder.  They  are  generally  very  little  contaminated  with 
imparities,  and  often  only  leave  ^  per  cent,  of  ash,  very  rarely 
more  than  2  per  cent. 

The  only  and  entirely  sufficient  technical  assay  of  brimstone  is 
that  by  burning  a  weighed  quantity  in  a  small  porcelain  capsule, 
and  estimating  the  quantity  of  ash  left  behind. 

2.  Pyrites. 

Only  a  comparatively  very  small  quantity  of  sulphuric  acid  is 
still  made  from  brimstone.  Already,  in  1868,  Mactear  stated  that 
in  the  preceding  year,  of  a  total  consumption  of  160,000  tons  of 
sulphur,  only  10,000  to  20,000  tons  had  been  brimstone,  the 
remainder  being  fiirnished  by  pyrites,  of  which  375,000  tons  had 
been  consumed.     This  proportion  between  brimstone  and  pyrites 
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is  probably  even  more  unfavourable  for  the  former  to-day^  as  far 
as  Great  Britain  is  concerned.  Only  a  few  small  factories  make 
brimstone-acid  for  special  purposes  requiring  a  purer  vitriol ;  but  all 
alkali^  all  superphosphate^  and  even  the  greater  part  of  oil  of 
vitriol  (sold  as  such)  are  made  from  pyrites. 

In  Germany^  as  well^  brimstone  has  been  almost  entirely  abolished 
as  a  raw  material  for  vitriol-making.  But  in  the  United  States^  whose 
chemical  production  certainly  is  very  insignificant  in  comparison 
with  that  of  Europe,  brimstone  is  still  exclusively  employed  for 
that  purpose^  partly  imported  from  Sicily,  partly  found  in  several 
of  the  States  and  territories  of  the  Union  (Nevada,  Utah,  Wyoming, 
Montana) »  Although  America  possesses  large  stocks  of  pyrites^ 
the  enormous  distances  of  the  places  where  it  occurs  from  the 
manufacturing  centres  do  not  allow  of  its  application.  Several 
manufacturers  who  had  tried  to  use  pyrites  have  given  it  up  again 
(Goldschmidt,  ^  Austrian  Report  on  the  Philadelphia  Exhibition/ 
vii.  p.  5).  Even  the  large  and  widely-found  beds  of  cupreous  pyrites 
(mentioned  /.  c.  p.  11)  at  Vermont,  Missouri,  Lake  Superior,  Ten- 
nessee, Virginia,  &c.  have  not  found  any  similar  use  to  that  of  the 
Spanish  and  Norwegian  pyrites  in  Europe ;  but  this  can  only  be  a 
question  of  time. 

The  first  application  of  pyrites  for  sulphuric-acid-making  is  gene- 
rally ascribed  to  a  Mr.  Hill,  of  Deptford,  who  in  1818  took  out  a 
patent  for  it.  In  France,  Cl^ment-Desormes  seems  to  have  made 
the  first  proposals  and  experiments  in  that  way.  His  trials  did  not, 
however,  succeed,  because  he  believed  it  necessary  to  increase  the 
combustibility  of  pyrites  by  an  addition  of  coal.  This  is  both  un- 
necessary, with  properly  constructed  kilns,  and  very  injurious  to 
the  process,  from  the  carbonic  acid  getting  into  the  chambers.  A 
great  diflScidty  was  experienced  in  lighting  the  kilns.  So  long 
as  it  was  attempted  to  do  this  from  below,  like  an  ordinary  fire,  the 
thing  would  not  work.  According  to  communications  from  Mr. 
Todd  (Government  Inspector  of  Alkali  Works  for  the  Newcastle 
district),  a  workman  of  his  father's  in  Cornwall,  in  1830,  accident- 
ally discovered  the  way  of  lighting  the  kilns  fi-om  the  top,  such  as 
is  practised  to  this  day.  Generally,  however,  the  principal  merit 
of  introducing  pyrites  is  ascribed  to  Messrs.  Perret  and  Son, 
of  Chessy,  who  were  led  to  it  by  the  necessity  of  desulphurizing 
their  cupreous  pyrites  previously  to  getting  the  copper,  and  of  con- 
densing the  gas  evolved.     There  was  no  question  then  of  supplant- 
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ing  the  Sidlian  sulpliar  generaOy.    Perret  and  Son^  with  the 

greatest  caie^  searched  into  all  ihe  conditions  necessary  for  a 

proper  combustion  of  the  ore ;  and  to  them  the  honour  is  due  of 

hsTiDg  overcome  all  the  difficulties  opposed  to  the  solution  of  this 

problem^  and  of  having  rendered  the  process  technically  useful* 

Already  in  1833  they  had  burnt  iron-pyrites  successfully ;  and  in  a 

patent  dated  November  20th^  1835^  they  described  their  process^  to 

wUch  their  partner^  Olivier^  is  said  to  have  given  the  first  impulse. 

In  1837^  Messrs.  Wehrle  and  Braun^  in  Bohemia^  used  pyrites  for 

generating  sulphurous  acid  (Otto^  '  Lehrbuch  der  Chemie,'  4th  ed. 

iil  1^  p.  545) ;  but^  according  to  Bauer  {I.  c.  p.  6)>  I.  Brem  had 

introduced  this  process  into  Austria  already  in  1833 — ^that  is^  at  the 

same  time  as  Ferret. 

These  trials  at  making  vitriol  from  pyrites  possessed,  however^ 
only  local  interest ;  and  probably  for  a  long  time  no  general  attempt 
to  do  aivay  with  Sicilian  brimstone  would  have  been  made,  but  for 
the  Neapolitan  Government,  in  1838^  being  induced  to  grant  a 
monopoly  for  the  exportation  of  Sicilian  sulphur  to  the  Marseilles 
firm  of  Taix  and  Co.  This  firm  at  once  raised  the  price  of  brim- 
stone from  £16  to  £14b  per  ton,  and  thus  would  have  given  a  fatal 
blow  to  the  manufacture  of  artificial  soda  ash,  just  then  beginning 
to  take  a  firm  hold,  if  no  other  source  of  sulphur  had  been  known 
in  the  worlds  and  if  such  an  unnatural  measure  could  have  been 
carried  out  at  all.  But  the  attempt  came  too  late — just  after 
Perret  and  Son  had  proved  that  the  pyrites  occurring  in  most 
industrial  countries  could  be  used  for  vitriol-making  without  any 
difficulty.  The  result  was  to  be  foreseen.  Once  the  discovery  of 
a  new  source  of  sulphur  had  become  a  matter  of  necessity,  there 
were,  within  twelve  months  from  the  rise  in  the  price  of  brimstone^ 
fifteen  patents  taken  out  in  England  for  burning  pjrrites  for  the 
purpose  of  making  sulphurous  acid^  and  even  a  larger  number  for 
making  sulphur  from  pyrites^  gypsum,  &c. 

According  to  Muspratt's  'Chemistry^  (vol.  ii.  p.  1023),  Dr. 
Thomas  Thomson  was  the  first  in  England  to  point  to  pyrites  in 
this  msis ;  but  most  probably  many  others  at  the  same  time  turned 
to  it.  So  much  is  proved — ^that  Thomas  Farmer,  of  London,  was 
tlie  first  in  England  who  employed  pyrites  on  a  large  scale  (in  1839) 
for  the  manufacture  of  sulphuric  acid  (Hofinann, '  Report  by  the 
Juries^  International  Exhibition,  1862,  Class  II.  Section  A^'  p.  12). 

In  Germany  the  Oker  smelting^works,  at  the  Eammelsberg,  near 
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Ooslar^  seem  to  have  been  the  first  who  calcined  the  local  ore  in 
such  a  way  as  to  convert  the  sulphuroas  acid  given  off  into  sulphuric 
acid  in  acid-chambers  (in  1840) ;  and  other  smelting-works^  such 
as  those  at  Freiberg^  followed  their  example.  In  these  cases  the 
reasons  were^  not  only  that  at  a  comparatively  small  expense  sul- 
phuric acid  could  be  obtained  as  a  by-product  firom  the  sulphurous 
acid  otherwise  lost^  but  also  that  the  acid  fumes  destroyed  the 
vegetation  of  a  large  district  round  the  works^  and  that  means  had 
to  be  taken  for  preventing  this^  apart  from  any  consideration  of 
profit. 

The  Sicilian-brimstone  monopoly  certainly  did  not  last  long ; 
diplomatic  pressure  on  the  part  of  England  soon  led  to  its 
abolition ;  and  with  the  lowering  of  the  price  of  brimstone  most 
works  at  first  returned  to  its  employment.  But  the  ice  was  now 
broken ;  the  conviction  had  been  gained  that  it  was  possible  to 
make  acid  without  Sicilian  brimstone;  the  owners  of  pyrites  mines 
took  pains  to  advance  the  use  of  pyrites  by  low  prices ;  and  thus^  in 
the  course  of  the  next  twenty  years^  gradually^  but  steadily^  brim- 
stone was  more  and  more  driven  from  its  place  in  sulphuric-add- 
making^  in  proportion  as^  on  the  one  hand^  it  became  dearer  from 
the  causes  above  mentioned  (disease  of  the  vines  &c.),  and  as  more 
pyrites  mines  were  opened  out. 

The  decisive  point  in  favour  of  the  use  of  pyrites  was  this^  that 
more  and  more  cupreous  pyrites  came  into  the  market^  from  Spain 
especially^  but  also  frt>m  other  countries.  These  had  at  any  rate 
to  be  burnt  and  their  sulphur  expelled  before  they  could  be  worked 
for  copper.  Already  with  Perret  and  Son  this  had  been  the  sti- 
mulus for  their  efforts ;  but  this  has  been  done  on  a  much  more 
colossal  scale  in  consequence  of  the  opening  out  of  the  cupreous- 
pyrites  mines  in  the  south  of  Spain,  in  Portugal,  and  in  Norway. 
In  England^  now-a-days,  iron -pyrites  is  all  but  out  of  the  field, 
and  has  been  supplanted  by  cupreous  pyrites.  This  has  been  the 
case  to  a  smaller  extent  in  France  and  Germany  up  to  the  last  few 
years,  because  these  countries  possess  sufScient  mines  of  rich  pyrites, 
which  in  England  are  not  numerous ;  but  even  in  those  countries 
more  and  more  cupreous  pyrites  is  coming  into  use.  In  1867  pyrites 
had  almost  entirely  supplanted  brimstone  in  France  as  a  raw  material 
for  acid-making  in  the  large  industrial  centres  (^  Rapport  du  Jury 
International,  Expos.  Univ.  de  1867,'  vol.  vii.  p.  19) .  In  Germany 
this  state  was  brought  about  somewhat  later,  but  quite  as  com- 
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pletdy.  Only  during  the  feyeiiah  yean  1871  to  1873^  when  the 
price  of  pyrites  had  risen  very  high,  a  few  factories  in  Hanover,  at 
Hamburg,  and  Stettin  temporarily  returned  to  the  use  of  brimstone 
(Hasendeyer,  /.  c.  p.  155) ;  but  with  lower  prices  of  pyrites  this 
has  been  given  up  again. 

Thus,  starting  from  the  use  of  iron-pyrites,  that  of  cupreous 
pyrites  has  followed;  and  to  this  was  added  the  employment  of 
other  sulphurous  ores,  and  of  the  intermediate  products  of  smelt- 
ing— for  instance,  copjier-regulus  {'^  coarse  metal  '*)  at  Mansfeld 
and  Swansea.  At  the  present  time  the  Freiberg  works  work  even 
poor  lead-matts  with  about  22  per  cent,  of  sulphur,  which  a  few  years 
ago  was  thought  impossible  (Bode,  'Beitrage  zur  Theorie  und 
Praxis  der  Schwefelsaure&brikation,'  1872,  p.  1).  We  shall  else- 
where describe  the  application  of  other  sulphur-ores  apart  from 
pyrites  proper. 

An  idea  of  the  extension  which  the  use  of  pyrites  has  obtained 
is  given  by  the  following  Tables  (p.  86,  compiled  from  Hunt's 
'Mineral  Statistics')  of  the  importation  of  pyrites  and  brimstone 
into  (^reat  Britain.  (The  brimstone,  of  course,  mostly  serves  for 
other  purposes  than  acid-making,  such  as  gunpowder  &c.) 

The  following  Table  is  given  by  Hasenclever  (/.  c.  p.  158)  : — 

Amount  {in  tons)  of  Pyrite$  produced  in  the  under-mentioned 

Mining  Districts, 


Oheny  and 

All  ot.hAr 

Belghiin. 

Sam-Bel, 
near  LyoDB. 

Ooslar. 

Siegen. 

PruMian 
minee. 

1862 

••• 

45,973 

14,850 

7461 

1863 

36,244 

59,699 

« 

28,765 

5934 

1864 

28,056 

61,103 

29.115 

3437 

1865 

31^18 

63,538 

34,060 

4187 

1866 

55,004 

65,222 

50,875 

4302 

1867 

41,298 

75.653 

1599 

71.835 

4756 

1868 

37,933 

75,656 

2635 

90,100 

3953 

1869 

31,670 

91,020 

2689 

64,789 

6394 

1870 

28,665 

63,464 

3225 

92,048 

3191 

1871 

42,272 

68.797 

3324 

110,432 

4574 

1872 

40,932 

99,000 

3640 

144,745 

964 

1873 

•  ■  ■ 

127,000 

1217 

123,172 

3748 

To  the  British  importations  must  be  added  the  production  of 
pyrites  in  Great  Britain  itself,  which,  according  to  Hunt's  '  Mineral 
Statistics,'  in  1874,  amounted  to  56,208  tons. 
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What  is  called  pyriten  or  inyO'pyriteM,  in  a  technical  sense,  is 
hardly  erer  pore  iron  bisulpbidc,  FeS^,  but  either  a  mixture  of 
tiiU  with  ^angae,  or  more  ireqaently  at  the  same  time  with  other 
sulphuretted  ores,  as  shown  by  numeroas  analyses.  The  iron  bi- 
sulphide may  be  present  either  as  iron-pyrites  proper  or  as  marca- 
site.  The  iron-pyrites  proper  crystallizes  in  the  regular  system,, 
with  parallel  hemihedry,  proved  even  on  the  faces  of  the  cube  by 
striation  (fig.  6). 


Besides  the  cube  (I),  the  octahedron,  a  (II),  is  frequently  found, 
often  modified  bythe  pyritohedron,*  (III),and,  if  both  are  equally 
developed,  forming  the  icosafaedron  (II).  The  combined  forms 
IV,  V,  and  VI,  as  well  as  twin  crystals,  frequently  occur.  The 
crystals  are  often  well  developed  j  but  in  the  pyrites  used  on  the 
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large  scale  they  are  mostly  quite  indistinct.  The  colour  of  pure 
pyrites  is  greyidi  yellow^  and  easily  distinguished  from  that  of 
copper-pyrites.  The  microcrystalline  pyrites  of  trade  often  shoirs 
other  colours,  even  a  slate-grey;  the  powder  is  brownish  black. 
Its  cleavage  parallel  to  the  faces  of  the  cube  is  not  very  pronounced  ; 
the  fracture  is  conchoidal  or  irregular.  Hardness  6  to  6^,  specific 
gravity  4*83  to  5*2.  Pure  PeS^  contains  46'67  per  cent,  of  iron 
and  53*33  per  cent,  of  sulphur. 

According  to  Mene,  the  pyrites  from  volcanic  formations  contains 
no  water,  but  that  from  sedimentary  strata  both  water  and  clay. 
Among  the  first  he  classes  the  yellow  octahedrical  pyrites,  which 
is  stable  in  the  air;  among  the  latter  the  grey  cubical  pyrites^ 
which  is  easily  transformed  into  ferric  sulphate  (Compt.  Bend. 
29th  April,  1867) . 

Marcasite  crystallizes  in  the  rhombic  system,  in  rhombical  prisms 
J|f=106'^  2'  with  longitudinal  faces  /=  100°  and  r,  and  the  end  face 
P  inclined  to  r  at  an  angle  of  158°  20^.  They  frequently  occur  in 
twin  crystals,  partially  united  along  one  of  the  faces  M,  also  in  trip- 
lets and  quadruplets,  &c.  (fig.  7),  in  fibrous,  bulbous,  &c.  varieties ; 
cleavage  indistinct;    hardness  6   to  ^    . 

65;  specific  gravity  4*65  to  4*88; 
colour  grey  to  yellow  or  greenish 
yellow,  lighter  than  iron  -  pyrites 
proper;  powder  greenish  dark  grey. 
Marcasite  is  most  frequently  found 
in  bituminous  slate  and  coal,  and 
decays  even  more  quickly  than  pyrites,  with  formation  of  copperas 
basic  ferric  sulphate. 

In  the  ores  of  commerce  there  is  often  present,  mixed  with  FeS^, 
magnetic  pyrites  of  the  formula  Fe^Sg,  with  60*5  iron  and  39*5 
sulphur;  colour  between  brass-yellow  and  copper-red;  hardness 
3*5  to  4*5 ;  specific  gravity  4*4  to  4'7. 

The  copper-pyrites  so  often  mixed  with  iron- pyrites  is  distin- 
guished from  it  by  its  colour,  yellow  as  brass,  sometimes  as  gold ; 
this  colour  modifies  that  of  the  iron-pyrites  according  to  the  degree 
of  admixture.  It  crystallizes  in  the  tetragonal  system,  but  in  the 
ores  which  concern  us  always  occurs  in  a  microcrystalline  form. 
Its  hardness  is  3*5  to  4*0,  specific  gravity  4*1  to  4*3.  Pure  copper- 
pyrites  of  the  formula  FeCuS^  should  contain  30*53  per  cent,  iron, 
34*58  per  cent,  copper,  and  34*88  per  cent,  sulphur;  but  the  ores 
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semng  for  the  manufacture  of  sulphuric  add  rarely  contain  beyond 
4  per  cent,  of  copper. 

The  principal  sources  ofpt/rites  will  now  be  mentioned  without 
separating  the  cupreous  from  the  non-cupreous,  because  no  strict 
limit  can  be  drawn.  Some  kinds  of  pyrites  contain  so  little  coppei 
(below  1  per  cent.)  that  it  cannot  be  utilized;  and  these  go  with 
tbe  totally  non-cupreons  ores. 

The  most  important  German  pyrites  bed  is  that  of  Meggen  in  the 
Siegen  district^  in  Westphalia^  8  miles  from  the  Altenhunden  station 
on  the  Rnhr-Sieg  railway.  This  bed  occurs  along  with  heayy  spar 
in  the  so-called  '^  Kramenzel  -/'  it  is  known  for  a  length  of  2000 
fathoms ;  and  its  thickness  changes  from  f  to  3  fathoms  (Wagner's 
^  Jahresberichty'  1865^  p.  221).  The  same  authority  states  it  to  be 
'^grey  iron-pyrites^^'  quite  uncrystalline^  free  from  arsenic  [?]>  of 
equal  composition  throughout^  and  containing  47*50  sulphur,  43*65 
iron,  0*32  carbon,  8*22  silica ;  but  this  analysis  is  far  too  favorable 
if  referred  to  the  bulk  of  the  ore.  The  mass  of  ore  above  the 
bottom  of  the  yaUey  is  estimated  at  4^  million  tons;  how  far  the 
ore  may  go  down  below  the  bottom  of  the  valley  is  as  yet  imknown. 
The  quantity  got  yearly  has  been  stated  in  the  table  at  p.  85. 

This  ore  has  not  an  attractive  ontward  appearance ;  its  colour  is 
slate-grey ;  bnt  it  bums  very  well  in  the  kilns,  and  it  would  be  even 
more  valuable  if  the  zinc  contained  in  it  did  not  prevent  its  burn- 
ing completely.  Fresenius  analyzed  a  large  average  of  this  Meggen 
ore  from  the  ''Sicilia'^  pit,  and  found  45*42  per  cent,  of  sulphur 
and  only  0*02  per  cent,  of  arsenic ;  this  agrees  with  Pattinson's 
analysis  of  the  average  sample  of  a  whole  cargo  (in  his  paper  read 
to  the  British  Association  at  Newcastle-on-Tyne  in  1864)  which 

shows : — 

per  cent. 

Sulphur 45-60 

Iron    88-52 

Lead  0*64 

Thallium    trace 

Zinc    600 

Cobalt    trace 

Arsenic trace 

Lime  O'll 

Insoluble,  silica  &c 8-70 

Oxygen  (as  FcjOa)    O'^y 

Moisture    0*36 

100*30 
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AcoordiBg  to  H.  A.  Smithy  Westphalian  pyrites  contains  1*878 
per  cent,  of  arsenious  acid ;  but  it  is  strange  that  such  a  high 
percentage  of  arsenic  should  have  escaped  other  observers.  Hjelt 
((Dingl.  Joum.  ccxxvi.  p.  175)  indeed  only  found  0'30  per  cent.  As. 
"Latterly  the  pyrites  obtained  is  rather  poorer,  and  its  average  per- 
centage of  sulphur  only  amounts  to  41  or  42  per  cent.  Owing  to  the 
competition  of  cupreous  pyrites^  its  exportation  to  other  countries 
has  very  much  decreased  of  late ;  but  in  Grermany  its  consumption 
has  very  much  increaaed. 

There  are  smaller  beds  of  pyrites  in  several  other  places  in  6er* 
many^  such  as  those  near  Ooslar^  near  Schwelm  in  Westphalia, 
near  Merzdorf  in  SUesia^  &c.  Their  production  is  only  small  com- 
pared with  that  of  the  Meggen  pyrites.  The  pyrites  of  the  Rammels- 
berg  in  the  Harz^  according  to  Mene^  contains  48*4  per  cent,  of 
sulphur  (probably  only  picked  lumps) .  The  cupreous  pyrites  of 
the  same  place  is  stated  by  Hilgenfeld  to  contain  i — 

Copper  12*22 

Lead  2*43 

Iron   39-10 

Zinc^  Manganese^  Cobalt,  Nickel   1*23 

Arsenic 0*18 

Antimony , 0*16 

Sulphur 44-65 

Selenium,  Thallium,  Indium,  Bismuth  traces 

99*97 

The  bed  of  Schwelm  in  Westphalia,  in  the  Devonian  formation, 
has  a  thickness  of  from  10  to  33  feet,  over  a  surface  of  nearly  150 
acres,  and  is  covered  by  rich  iron-ore ;  the  pyrites  itself  consists  to  the 
extent  of  two  thirds  of  powder  mixed  with  well-crystallized  pieces. 
The  ore  contains  about  40  per  cent,  of  sulphur,  and  more  or  less 
clay,  which  is  removed  by  washing;  after  this  it  is  sold  to  the 
vitriol-makers,  who  like  it  on  account  of  its  freedom  £rom  arsenic 
(Dingl.  Joum.  ccxf  viii.  p.  283)  ,*  Hjelt,  however,  found  more  arsenic 
in  it  than  in  Meggen  pyrites. 

On  the  Island  of  Wollin  a  pyrites  bed  is  found  in  a  bed  of  marl 
belonging  to  the  chalk  formation. 

In  Hungary  very  good  pyrites  occurs  at  SchweUnitz,  containing 
46  or  47  per  cent,  of  sulphur  and  a  few  per  cent,  of  copper.    It  is 


FTBITS8.  91 

heavy,  but  rery  porons^  and  bums  very  well ;  but  it  is  rather  ex- 
plosire.     This  ore  is  osed  at  the  Aussig  works. 

In  Siyria  (Biedl^  Zeitsehr.  f.  d.  chem.  Grossgewerbe,  ii.  p.  567), 
in  the  Saun  valley,  a  number  of  beds  of  very  pure  but  easily  decom- 
posable pyrites  occur  in  the  clay  porphyry^  with  a  percentage  of 
48  to  52  of  sulphur.  It  is  used  in  the  chemical  works  at  Hrastnigg 
and  in  Bohemia. 

In  Switzerland^  in  the  Canton  of  Wallis,  a  pyrites  occars  which 
does  not  seem  to  have  found  any  technical  application  as  yet.  Its 
composition,  according  to  an  analysis  made  in  the  author's  labo- 
ratory, is  : — 

Sulphur 50-46   (of  this  005  as  lead 

Iron   44*55       sulphate  in  the  in- 
Lead  0*87      soluble  residue) . 

Lime 1-13 

Magnesia   0*11 

Carbonic  acid    I'Ol 

Smca,  Iron  peroxida,)       ^.^q  (i^^lnble) 

Alumina ) 

Moisture    0*40 

99-73 

Of  the  French  sulphur-ores  the  most  important  are  those  of 
Chessy  (cupreous)  and  of  Sain-Bel  (non-cupreous)  near  Lyons ;  a 
smaller  bed  exists  at  Alais  in  the  south  of  France.  Mene  has 
examined  a  large  number  of  French  (and  other)  pyrites^  and  has 
tabulated  his  results  as  follows  ('Moniteur  Scientifique,'  1867, 
p.  410) :— 
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According  to  Girard  and  Morin  (Compt.  Bend.  July  26^  1875), 
the  pyrites  from  the  Rhone  and  Sain-Bel,  on  an  average,  contains 
46  to  48  per  cent,  of  snlphur  and  10  to  12  per  cent,  of  gangue, 
consisting  of  clay,  sand,  and  barytes.  In  the  southern  part  of  the 
district  of  Sain-Bel  the  percentage  of  sulphur  rises  to  50  or  53, 
and  the  gangue  is  inconsiderable  and  free  from  barytes ;  arsenic  is 
not  present  in  quantities  sufficient  for  determination.  In  the  dis- 
trict of  St.  Julien  (Le  Gard)  pyrites  is  not  found  in  the  clay-slate, 
as  at  Sain-Bd,  but  in  the  Idas  or  Trias ;  the  sulphur  varies  firom 
40  to  45  per  cent. ;  the  gangue  is  calcareous,  and  varies  from  3  to 
6  per  cent. ;  arsenic  is  present  up  to  0*1  per  cent.,  sometimes  also 
fluor  spar  in  quantities  sufficient  for  estimation.  The  pyrites 
from  Ardeche  contains  from  45  to  50  per  cent,  of  sulphur;  the 
gangne  is  clay,  free  from  lime ;  arsenic  occurs  up  to  0*3  per  cent. ; 
fluor  spar  sometimes  occurs  in  injurious  quantities :  the  hydro- 
fluoric acid  given  off  from  it  in  one  case  destroyed  the  glass 
apparatus  for  spreading  the  nitric  acid ;  and  the  latter  thus  got  to 
the  diamber-bottom  and  corroded  the  same. 

In  1874  there  were  used  in  France  178,400  tons,  of  the  value  of 
i340,000.  Of  this  the  beds  of  Sain-Bel,  which  supply  two  thirds 
of  the  French  factories,  supplied  120,000  tons,  those  of  St.  Julien 
(in  the  department  Gard)  24,600  tons,  those  of  Le  Soulier  (Gard) 
6000  tons,  those  of  Soyons  (Ard&che)  900  tons.  From  Belgium, 
Norway,  and  Spain  18,000  tons  were  introduced.  Girard  and 
Morin  also  give  twenty-three  analyses  of  French  and  five  of  foreign 
pyrites  used  in  France. 

According  to  Scheurer-Kestner  (Wurtz,  Diet,  de  Chimie,  ii. 
p.  138)  the  pyrites  from  Chessy  and  Sain-Bel  contains  45  to  48  per 
cent,  of  sulphur  with  very  little  arsenic  and  selenium,  that  from 
Chessy  also  1  or  2  per  cent,  of  copper  and  zinc;  the  copper  is  ob- 
tained fit>m  the  cinders,  at  least  at  the  Chessy  works  themselves,  by 
aOowing  them  to  lie  for  a  time  and  moistening  them  :  the  liquid 
running  off  contains  copper  and  zinc  sulphates ;  and  the  copper  is 
got  fit>m  it  by  cementation.  Nearly  all  French  works,  as  well  as 
those  in  Alsace  and  Switzerland,  get  their  ore  from  those  two  pits ; 
only  those  of  the  Gard  and  of  Marseilles  get  it  from  Alais,  where 
the  pyrites  contains  38  to  42  per  cent,  of  sulphur;  a  few  factories 
in  the  north  of  France  use  Belgian  pyrites. 

In  Belgium  (for  its  production  of  pyrites  see  p.  85)  there  is 
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a  ricli  pyrites^  the  great  friability  and  softness  of  which  do  not  tell 
in  its  favour.  Its  production  has  remained  stationary.  The  fol- 
lowing igre  analyses  of  this  pyrites  : — 


a. 

b. 

e. 

d. 

«. 

/. 

SulDhur  

42-80 

36-70 

7-23 

35-60 

38-60 

4-24 

46-20 

40-60 

2*20 

4501 
39*66 

6000 
43-61 

45-60 

Iron 

38-52 

Ferrio  oxide   

Otjfpa   in    forrio 
oxide   

• 

0-32 

0-18 

6-00 

Lead    

0-92 

0-65 

0-41 

0*37 

Zinc k. ....... 

0-40 
0-20 

6-26 
0-31 

0-22 
0-41 

1-80 
trace 
trace 

1*75 
trace 

Armnic    ,..*»*,,,*,, 

traco 

Thallium 

AluTninA  ,,.,,,-,,-,, 

trace 
8-86 

1490 

^•10 

12*23 

2-85 

Bilica  

9-00 

Carbonic  acid 

0-73 

Galcinm  carbonate 

0-84 

trace 

•  •  9  •  •  • 

.*■... 

Oil 

Lime    

0-26 

0-92 

Water 

1-46 

0-56 

0-42 

026 

010 

0-36 

99*41      100<)2       99-46       99i)l      100*14       99*59 


{a,  b,  and  c  by  Clapham  in  Richardson  and  Watts's  ^  Chemical 
Technology^'  vol.  i.  part  iii.  p.  14;  d,  pyrites  from  Bodieux  near 
Spa^  e  from  Santon's  pit  on  the  Meuse^  both  by  Fattinson^  /.  c. ; 
f  by  MacCuUoch,  Chem.  News,  xxvii.  p.  125.) 

The  Belgian  pyrites  is  usually  only  got  as  a  by-product  in  the 
getting  of  lead-  and  Einc-ores  in  the  provinces  of  Liege  and  Namur ; 
it  is  either  microcrystalline  or  crystalline  or  in  bulbous  pieces  with 
a  concentrically  fibrous  structure.  Its  quality  is  uneven.  It  is 
mostly  used  locally  and  in  the  north  of  France ;  the  export  to 
England  seems  to  have  ceased.  According  to  H.  A.  Smith  it  con- 
tains, on  an  average,  0*943  per  cent.  As^Og. 

Italy  possesses  pyrites  in  several  places.  That  from  tbe  Val 
d'Aosta  contains  48  to  50  per  cent,  of  sulphur,  but  also  much 
arsenic,  and  is  very  friable.  It  is  used  at  the  factory  of  Sclopis, 
Bechis,  and  Co.,  at  Turin.  The  pyrites  of  Pallansa  only  contains 
80  to  35  per  cent,  sulphur,  also  ^  to  1  per  cent,  of  nickel. 
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Aoalyaesby Pattinson.       dapham. 

(From  Genoa).    (Tuscany.) 

Sulphur  4700  484 

Iron 42-20  44-6 

Lead    ■„     trace 

Zinc trace 

Lime    0*21 

Magnesia 0*60 

Arsenic   trace  

Insoluble  (nlica)    ...      9-20  36 

Oxygen  as PeaO, 024 

Water 017 

lK)-62 


BroweUand 

MarrecOk 

44-60 

40*26 


H.  A.  Smith. 


1430 


0-943  AsJOy 


The  pyrites  imported  to  England  vid  Genoa  consisted  of  a  con- 
glomeration of  smaller  and  larger  crystals,  and  consequently  was 
of  a  very  friable  natnre ;  its  falling  to  pieces  in  the  burners  de- 
terred the  manu&cturers  from  using  it  more  extensively. 

Crreai  Britain  possesses  several  deposits  of  pyrites,  but  none 
of  very  great  importance.  In  Ck)mwall  and  Devonshire  pyrites  of 
the  following  composition  is  found  v^ 


Pattiiiaoti. 

Sulphur   8700 

Iron 22-69 

Copper 2O0 

Liead trace 

Zinc 1-23 

Lime    0-22 

Carbonate  of  Lime      

Magnesia 0*  12 

Arsenic    0-32 

Insoluble  (silica)...  45*60 

Oxygen  as  FcgOg. . .  0*13 

Moisture 0*64 


Clapham  (8  analysei). 

24018-34-880 
27076-60-676 
0-400-  4-600 
0-  -  7-446 
0-  -  9066 
Gypsum  0-  -  0*596 
0^       -  3-579 

0-      -  1160 
2000-38-676 


99-95 


Cleveland  pyrites  (from  the  north  of  Yorkshire)  is  only  used  in  a 
local  factory ;  in  1874, 500  tons  of  it  were  obtained.  Composition 
(according  to  Pattinson's  analysis) ; — 
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Iron  bisulphide 52*  12 

(corresponding  to  27' 18  sulphur). 

Iron  protoxide  11*92 

Alumina    8*  10 

Lime 027 

Magnesia  1*00 

Carbonic  acid    2'4!0 

Insoluble  in  acid  11*12 

Water    12*86 


99*79 


In  Ireland  there  are  large  beds  of  pyrites^  especially  in  the 
county  of  Wicklow ;  and  up  to  about  1862  this  Irish  ore  supplied 
a  very  large  portion  of  the  pyrites  used  in  England.  In  1860  still 
40,000  tons  of  it  were  imported  into  the  Tyne  river ;  but  in  1863 
the  importation  had  fallen  to  4000  tons,  and  has  long  since  ceased 
entirely.  The  same  has  been  the  case  in  Lancashire ;  and  only  a 
few  works  in  Ireland  itself  bum  this  kind  of  pyrites.  It  is  found 
in  the  county  of  Wicklow  in  beds  from  6  to  50  feet  in  thickness, 
which  overly  siliceous  clay-slate.  The  beds  go  down  to  depths  of 
80  to  100  fathoms.  The  bulk  of  the  ore  contains  only  30  to  35 
per  cent,  of  sulphur.  A  small  quantity  only  of  richer  ore 
(analyses  a,  b,  c)  has  been  found  in  the  valley  of  Ovoca.  The 
Irish  ore  is  too  hard  and  slaty,  and  does  not  bum  well ;  it  requires 
a  great  heat,  and  consequently  deep  kilns.  It  nearly  always  con- 
tains copper,  but  rarely  sufficient  to  pay  for  extracting  it,  from 
which  standpoint  the  following  analyses  must  be  judged.  Its 
production  (formerly  much  more  considerable)  had  in  1874  fallen 
to  18,272  tons. 


Pattinson. 
a. 

01 

apham. 

b. 

c. 

d. 

■  ■ "V 

0. 

Sulphur  

,    44-20 

40-410 

42128 

37-976 

34-676 

Iron    

.    40-52 

32-222 

35000 

34  650 

42-400 

CoDDor  

0-90 
.      1-50 

4133 
2-963 

2-400 
1-600 

2-400 
1-080 

1-333 

Lead  

1-593 

Zinc    

351 

... 

•  •  * 

•  «  • 

•  ■  • 

Arsenio  

.      0-33 

... 

0-602 

0-400 

0-183 

Lime  

.      0-24 

•  •  • 

•  ■  • 

•  •  * 

•  • . 

Insoluble 

.      8-80 
009 

17-676 

* « • 

18-676 

•  ■  • 

22-500 

20-000 

Moisture 

*»* 

Oxygen  as Fe^jO,.. 

.      0-25 

■  ■  • 

•  •  ■ 

•  •  • 

•  •  • 

100-34 


97-404 


100-406 


99-005 


100185 
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In  England  also  here  and  there  pyrites  picked  from  coals^  ^^  coal- 
brasses/'  are  used,  especially  for  lighting  the  burners,  or  for  getting 
up  their  heat  if  it  has  got  too  low.  If  quite  free  from  adhering  coal, 
they  are  very  pure  (according  to  R.  D.  Thomson,  in  Richardson 
&  Watts,  /.  c.  p.  15,  53*55  sulphur,  45*07  iron,  0*70  manganese, 
0*80  silica)  ;  but  they  are  not  actually  employed  in  this  state ;  and 
on  the  whole  they  cannot  be  recommended  very  much,  on  account 
of  the  formation  ot  carbonic  acid.  In  1874  10,000  tons  of  this 
material  was  got,  but  probably  mostly  worked  up  for  copperas  and 
Venetian  red. 

Swedish  pyrites,  from  Fahlun,  varies  between  43  and  48  per  cent, 
of  sulphur.  It  has  only  been  imported  into  England  in  small  quan- 
tities. This  ore  is  obtained  as  a  by-product  in  the  getting  of  copper- 
ores,  and  is  said  to  eust  in  enormous  quantity ;  but,  owing  to  the 
difficulty  of  transit,  its  exportation  does  not  pay.  It  is  said  to 
burn  well. 

Pattinson.  Browell  and  Marreoo. 

Sulphur 43-70  3805 

Iron    3901  42*80 

Copper    0-60  1*50 

Lead   012 

Zinc    2*57 

Lime  0*85 

Magnesia    0*69 

Arsenic   trace. 

Insoluble    11*66  12*16 

Oxygen,  aaFeA  022      ^'/SsH 

Water 0*20 


99-62  100*00 

In  Norway  there  exist  very  large  beds  of  pyrites,  both  free 
from  and  containing  copper.  Of  the  many  pits  formerly  worked 
there,  all  those  had  to  stop  which  produce  ores  with  from  35  to 
40  per  cent,  of  sulphur.  But  of  the  richer  ores,  even  of  those 
free  from  copper,  a  few  have  maintained  their  position  permanently, 
because  they  bum  well,  are  easily  lighted,  keep  the  heat  well,  do 
not  ''scar,^'  &c.  They  are  mostly  hard  and  diflBcult  to  break. 
The  most  considerable  pits  are  those  of  Ytteroen,  which  export  vid 
Drontheim;  they  supply  6000  to  8000  tons  per  annum.     Other 
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pits  exist  thirty  miles  from  Drontheim,  on  the  Hardanger  Fjord, 
near  Bergen,  &c.  The  Norwegian  pyrites  is  mostly  more  in  favour 
as  a  sulphur-ore  (excepting  its  difficult  breakage)  than  as  a  copper- 
ore  j  its  cinders  do  not  very  well  suit  the  copper-works.  H.  A, 
Smith  states  the  arsenic  in  hard  Norwegian  pyrites  to  be  on  an 
average  =1"649  per  cent.,  in  softer  ores  =1*708.  This  is  contra- 
dicted by  all  other  analyses,  as  well  as  by  the  distinct  assertion  of 
Iljelt  (/.  c),  who  found  mere  traces  of  arsenic  in  hard  Norwegian 
pyrites.  This  statement  of  Smith's,  like  all  his  others,  must  be 
received  with  great  caution. 

Pattinson.  MacOulIoch. 


/^     ■■  -^  — S  ^  '■       "  '^—  '    Ny 


Yttercien  ore.      Drontheim  or©.  I.  E[. 

Sulphur  44-60  5060  4616  38-17 

Iron... 39-22  44*62  4420  32-80 

Copper 1-80  trace  120  110 

Zinc 118  1-34  2-10  232 

Lead trace 

Lime 2*10  trace 

Calcium  carbonate ...  2*66  11*90 

Magnesia 0*01  trace 

Magnesium  carbonate .        ...  ...  ...  1*08 

Carbonic  acid 1-65 

Arsenic    ...  •••  ...  trace. 

Insoluble 908  315  3*20  1220 

Oxygen,  as  FjOj 0-45 

Moisture 017  020  0*40  0*25 

10016  99-91  99-80  99*82 

Spain  and  Portugal  possess  the  largest  known  beds  of  pyrites. 
It  is  cupreous,  and  distinguished  by  its  very  good  behaviour  in 
burning ;  so  that  the  burners  have  been  built  very  much  lower  for 
it,  and  much  labour  is  saved.  This  pyrites  has  only  been  worked 
again  since  1855 ;  but  the  Romans,  and  before  them  the  Phoeni- 
cians and  Carthaginians,  knew  it  very  well,  as  is  shown  by  many 
traces.  The  bed,  however,  was  at  that  time  only  worked  where  it 
was  richest  in  copper.  According  to  Schonichen  (Dingl.  Jor»rn. 
clxx.  p.  448)  all  the  beds  are  within  a  belt  of  five  leagues  width, 
reaching,  parallel  to  the  Sierra  Morena,  from  the  western  frontier 
of  the  province  of  Seville,  across  the  hilly  country  situated  to 
the  south  of  this,  right  through  Portugal  to  the  Atlantic  Ocean 
— a  length  of  30  leagues.  The  prevailing  rocks  in  that  country 
are  clay-slate  and  crystalline  slates  \  but  parallel  to  the  granitic 
tract  of  the  Sierra  Morena  felsite-porphyry  and  quartzite  have 
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broken  throiigli  the  slate^  and  only  in  the  neighbourhood  of  such 
dykes  are  the  pyrites  beds  found.   Their  shape  is  that  of  large  len- 
ticular pockets  in  the  metamorphic  clay-slate,  from  20  to  36  fathoms 
thick^  and  extending  to  a  length  of  170  to  260  fathoms.   The  whole 
bed  is  filled  ifith  pure  pyrites,  without  any  visible  gangue.     This 
is  in  a  few  places  found  already  at  1  or  2  &thoms  below  the  surface, 
undecomposed,  and  in  a  sandy  state ;  so  that  it  can  be  got  by  day- 
light work.     In  other  places  the  zone  of  decomposition  reaches 
from  10  to  50  fathoms  downwards.      The  percentage  of  copper 
varies  from  2^  to  40 ;  but  ores  with  more  ,than  10  per  cent,  of  copper 
are  only  contained  in  small  vertical  zones  within  the  large  masses. 
Only  these  ''  black ''  ores  were  the  object  of  the  mining  operations 
on  the  part  of  the  Phoenicians  and  Romans.     The  quantity  of 
pyrites  existing  there  is  almost  inexhaustible,  and  can  certainly 
supply  the  requirements  of  mankind,  both  of  copper  and  of  sulphur, 
for  thousands  of  years  to  come. 

Special  highways,  and  latterly  also  railways,  have  been  made,  in 
order  to  facilitate  the  communication  with  the  ports  of  Huelva,  San 
Lucar  de  Guadiana,  and  Pomaron ;  but  a  great  deal  of  the  ore  is 
still  conveyed  for  some  distance  on  mule-back. 

Of  the  many  companies  which  had  been  formed  for  working 
this  ore  most  have  ceased  to  exist;   and  only  four  or  five   of 
them  have  remained,  all  of  them  in  English  hands.     The  smallest 
of   th^e    is  the   Buitron   Pyrites   Company,   which   works   the 
mines  of  Buitron  and  Poderosa.     The  Tharsis  Sulphur  and  Copper 
Company  possesses  much  more  extensive  mines,  a  railway  of  its 
own,  a  wharf  at  Huelva,  and  also  a  number  of  works  in  England 
and  Scotland  for  the  wet  extraction  of  the  copper  from  the  cinders 
returned  to  them.     The  Tharsis  ore  is  very  good,  but  very  soft,  and 
makes  much  dust  in  breaking.     The  San-Domingo  mine  lies  in 
Portuguese  territory ;  its  ore  is  known  as  Mason^s  ore,  and  is  con- 
sidered superior  to  all  others,  so  that  it  commands  a  better  price. 
The  last,  but  largest,  of  these  companies  is  the  Rio-Tinto  Company, 
which  has  thrown  such  large  masses  of  pyrites  into  the  English 
market  that,  from  1875  to  1876,  prices  receded  by  more  than  one 
third.     Its  ore  is  also  of  excellent  quality.     The  mines  of  Carpio 
and  Lagunazo,  in  the  province  of  Huelva,  are  not  yet  worked  for 
exportation. 

The  Spanish  (and  Portuguese)  pyrites  contains  never  less  than  46, 
and  up  to  50  per  cent,  of  sulphur,  besides  3  to  4^  per  cent. 
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of  copper,  which,  however,  by  most  of  the  English  buyers,  is  not 
bought,  but  returned  in  kind  to  the  seller  in  the  shape  of  cinders 
from  the  pyrites-burners.  The  value  of  the  copper  (if  bought)  is 
still  fixed  by  the  so-called  ^^  Cornish  assay  ^' — ^that  is,  a  process  of 
dry  assaying  only  known  to  a  few  assayers  living  at  Bedruth  and 
other  places  in  Cornwall,  the  great  inaccuracy  of  which  is  per- 
fectly well  known  to  all  parties  concerned;  it  shows,  for  instance^ 
only  2  per  cent,  if  4  per  cent,  is  actually  present;  and  from  this 
difference  the  buyer  must  pay  the  cost  of  extracting  the  copper  and 
his  own  profit,  since  the  price  to  be  paid  for  the  copper  in  the  ore 
by  Cornish  assay  is  sometimes  higher  than  the  value  of  a  similar 
quantity  of  copper  metal.  This  remarkably  irrational  system  has 
not  hitherto  been  done  away  with  for  sales. 

In  Germany  also  a  few  years  ago  a  number  of  manufacturers 
united  in  working  Spanish  pyrites  (especially  Rio-Tinto  ore), 
and  in  delivering  all  their  cinders  to  the  Duiaburg  copper-works. 
The  Oker  works  also  use  similar  ores,  which  they  work  up  them- 
selves for  copper. 

The  ore  of  the  three  principal  companies  is  very  similar  in  com- 
position ;  its  analysis  is  as  follows : — 


Pattinson. 


Sulphur   48-00 

Iron 40*74 

Copper 3-42 

Lead    0*82 

Zinc trace 

Lime    0*21 

Magnesia 008 

GDhallium trace 

Arsenic    0*21 

Insoluble 6*67 

Oxygen  (as Fefi^) .  009 

Moisture 0*91 


49-60 

42-88 

2-26 

0-62 

010 

018 

trace 

trace 

0-28 

2-94 

0-15 

0-96 


44-60 

38-70 

3-80 

0-58 

030 

014 

trace 

trace 

0-26 

1110 

0-23 

017 


49-30 

41-41 

5-81 

0-66 

trace 

014 

trace 

trace 

0-31 

200 

0-25 

005 


10015        99-86        99-88        9993 


Claudet        MacOnlloch 

(San-Domingo  (San-Domingo 

ore).  ore). 

49-00  49-80 

43-56  42-88 

3-20  2-26 

0-93  

0-35  010 

0-10  018 

0-47  0-28 

0-63  2-94 

1-07  

0-70  0-95 

10000  99-39 


Some  descriptions  of  Spanish  pyrites  are  in  bad  odour  with  the 
manufacturers  as  ^'  explosive ''  or  "  detonating,''  because  they  decre- 
pitate in  the  kilns  shortly  after  lighting  with  loud  detonations,  and 
thereby  make  so  much  fine  powder  that  the  burners  are  stopped  up 
and  ''  scars  ^'  are  formed.     The  reason  of  this  detonating  property 
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in  probably  to  be  sought  in  the  presence  of  hydrated  silicates  (zeo- 
lites) in  the  ore. 

The  percentage  of  arsenic^  according  to  H.  A.  Smithy  iu  Tharsis 
ore  amounts  to  1*651^  in  San-Domingo  ore  to  1*745  per  cent. 
AfigOg  on  an  ayerage.  According  to  Hjelt  the  average  percentage 
of  As  in  Spanish  ores  is  0*91. 

Proportional  value  of  poor  and  rich  Pyrites. 

It  is  no  matter  of  surprise  that  the  rich  and  at  the  same  time 
well-burning  Spanish  ores^  and  the  descriptions  similar  to  them 
everywhere,  where  they  could  be  imported,  have  driven  the  poor 
ores  out  of  the  field.  An  ore  of  35  per  cent.,  like  that  from  Wick- 
low,  even  for  the  same  weight  of  sulphur,  has  much  less  value  than 
a  45-per-cent.  ore.  The  wages  for  breaking  and  burning  the  ore  in 
both  cases  must  be  ruled  by  the  gross  weight  of  the  ore,  and  conse- 
quently for  equal  weights  of  sulphur  come  to  much  more  with  poor 
than  with  rich  pyrites  ;  moreover,  imder  conditions  otherwise 
equal,  the  unbumt  sulphur  in  the  cinders  is  the  same  by  weight. 
If,   for  instance,  5  per  cent,  of  sulphur  are  left  in  the  cinders, 

this  amounts  with  35-per-cent.  ore  to  gg™^- ;  with  45-per-cent.  ore 

to  only  i5=i ;  the  proportion  to  be  kept  in  view  is  accordingly  not 

35  :  45  =  7  :  9,  but  30  :  40=3  :  4.  Furthermore,  the  same  holds 
good  of  cost  of  plant  and  repairs,  and  of  wages,  and,  lastly,  since  the 
poor  ores  generally  contain  no  copper,  also  of  the  cost  of  removing 
the  cinders. 

Therefore,  unless  the  burning  is  nothing  but  a  preparation  for 
the  metallurgical  treatment,  where  the  sulphur  is  quite  a  secondary 
matter,  the  ores  poor  in  sulphur  are  always  avoided  as  much  as 
possible. 

Analyses  of  Pyrites. 

In  the  analyses  of  pyrites  for  technical  purposes,  in  the  first 
instance  their  percentage  of  sulphur  is  taken  into  accoimt ;  and  it  is 
therefore  mostly  the  custom  to  estimate  only  this  and,  perhaps,  also 
the  moisture.  If  the  ore  has  afterwards  to  yield  copper,  this  must  of 
course  also  be  regarded ;  but  where  the  copper,  as  is  mostly  the 
case,  is  not  bought  by  the  vitriol-maker,  but  the  cinders  are  returned 
to  the  seller,  the  estimation  of  copper  is  generally  omitted  in  the 
chemical  works  as  unnecessary.    This  restriction  to  the  estimation 
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of  sulphur  ought,  however,  only  to  take  place  with  pyrites  from 
well-known  localities,  whose  general  composition  and  properties  are 
well  known,  and  where  the  salient  point  is  only  the  percentage  of 
the  most  important  constituent,  viz.  the  sulphur.  In  Germany, 
where  the  pyrites  is  not  paid  for  by  percentage  of  sulphur,  an  esti- 
mation  of  the  same  is  still  desirable  in  the  interest  of  the  manuf  ac- 
turer ;  in  England  this  is  absolutely  necessary.  Each  cargo,  even 
each  portion  of  a  cargo  going  to  a  separate  buyer,  is  sampled  in 
the  presence  of  both  the  buyer^s  and  seller^s  agents,  according  to 
well-understood  rules ;  the  sample  is  broken  up,  reduced,  and  sealed 
up  in  bottles,  which  are  sent  to  an  analytical  chemist  (generally  men- 
tioned in  the  contract  note) ;  this  chemist's  certificate  rules  the 
price  to  be  paid  for  the  pyrites  down  to  J  per  cent.  If,  for 
instance,  a  sale  has  been  made  at  6d.  per  '^unit,''  this  means 
that  for  each  per  cent,  of  sulphur  found  the  sum  of  6d,  per  ton  is 
paid ;  thus  for  48 J  per  cent,  of  sulphur  48^  x  6rf. =24*.  l^rf.  per  ton. 
The  ton  is  generally  calculated  =  21  cwt. ;  that  is  to  say,  the  buyer 
receives  an  allowance  in  weight  of  5  per  cent. 

The  first  treatment  of  the  pyrites  in  analyses,  in  the  majority  of 
cases,  is  by  the  wet  way,  by  fuming  nitric  acid  or  aqua  regia ;  but 
the  prescriptions  diflPer  in  details.  The  solution  has  frequently 
been  made,  from  Fresenius's  prescription,  by  means  of  red  faming 
nitric  acid,  which  it  is  sometimes  difficult  to  obtain  free  from  sul- 
phuric acid,  and  which  is  unpleasant  to  handle.  In  lieu  of  this 
sometimes  chlorate  of  potash  along  with  hydrochloric  acid,  or,  still 
better,  with  nitric  acid  of  1*36  sp.  gr.,  have  been  used.  The  author 
has  always  found  the  best,  safest,  and  cheapest  way  to  be  that  by 
aqua  regia,  made  from  1  part  of  fuming  hydrochloric  acid  and  3  or 
4  parts  of  nitric  acid  of  1*36  to  1*4  sp.  gr.  The  mineral  is  con- 
verted into  an  impalpable  powder  and  passed  through  the  finest 
silk  gauze ;  the  triturating  ought  to  be  done  first  in  a  steel  mortar 
or  by  wrapping  it  up  in  paper  and  smashing  with  a  hammer,  and 
then  in  an  agate  mortar,  not  in  a  porcelain  or  Wedgewood  mortar. 
The  powder  is  treated  with  about  50  parts  of  aqua  regia;  if  no 
reaction  takes  place  at  once,  it  should  be  gently  heated  on  a  water- 
bath  till  the  reaction  sets  in;  but  then  the  beaker  should  be 
removed  instantly  from  the  water-bath,  and  only  replaced  when 
the  reaction  slackens ;  thus  the  solution  is  generally  complete  in 
10  minutes.  The  operation,  of  course,  has  to  be  done  in  a  large 
beaker,  or,  still  better,  in  an  Erlenmayer's  flask  covered  by  a  funnel 
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or  a  watchglass^  lest  any  loss  should  take  place  by  spurting ;  and 
the  work  must  be  done  in  a  draught-place^  on  account  of  the  mass 
of  acid  vapours  given  off.  If  the  solution  should  not  be  perfect 
after  heating  some  time>  some  more  aqua  regia  has  to  be  added 
and  the  heating  continued ;  but  mostly  this  will  be  caused  by  the 
powder  not  being  sufficiently  fine^  and  the  analysis  in  this  case 
cannot  easily  be  finished.  In  this  way  of  resolving  the  ore^  which 
is  both  quick  and  safe^  the  disagreeable  separation  of  sulphur 
happens  extremely  rarely. 

The  residue  from  the  solution  will  contain  silica  and  silicates^ 
perhaps  a  little  lead  or  barium^  both  as  sulphates.  Although  their 
sulphur  is  thus  not  estimated^  no  harm  is  done^  as  it  is  anyhow 
valueless  to  the  manufacturer.  Lead  sulphate  is  pretty  soluble  in 
concentrated  acids^  but  it  is  almost  entirely  precipitated  again  by 
the  immediately  following  treatment. 

At  all  events  the  whole  of  the  nitric  acid  present  must  be  destroyed 
or  removed^  because  the  estimation  of  sulphuric  acid  by  barium 
chloride  in  the  presence  of  nitric  acid  or  its  salts  gives  results  much 
in  excess  of  the  truth.  The  whole  is  therefore  evaporated  to  dry- 
ness on  the  water-bath  with  an  excess  of  hydrochloric  acid,  by 
which  at  the  same  time  all  silicic  acid  dissolved  is  made  insoluble. 
The  mass  is  again  moistened  with  strong  hydrochloric  acid ;  and  if 
on  gently  heating  no  yellow  vapour  and  no  smell  of  nitrous  products 
are  perceived,  it  is  diluted  with  hot  water  and  the  solution  filtered 
from  the  residue.  Care  must  be  taken  not  to  employ  too  much 
hydrochloric  acid,  as  barium  sulphate  is  not  quite  insoluble  in  hot 
concentrated  acids ;  on  the  other  hand,  enough  acid  must  be  present 
to  dissolve  all  salts  of  iron,  which  cannot  be  doubtful  if  the 
colour  and  behaviour  of  the  residue  are  observed.  The  clear  solu- 
tion is  brought  to  full  boiling ;  and  to  it  during  boiling  a  hot  solution 
of  barium  chloride  is  added.  Lest  too  great  an  excess  of  this  be 
used^  it  is  preferable  to  lise  a  measured  quantity  of  a  concen- 
trated solution  of  known  strength,  but  more  than  sufficient  for 
precipitating  all  the  sulphuric  acid  present.  If  the  process  is 
carried  out  as  described  here,  the  barium  sulphate  settles  down 
completely  in  a  few  seconds,  leaving  a  perfectly  clear  liquid,  and 
nothing  of  the  precipitate  passes  through  the  filter.  It  is  quite 
unnecessary  to  allow  more  time  for  the  settling.  If  the  operation  is 
carried  on  as  described,  the  filtrate  never  becomes  cloudy  after- 
wards ;  on  the  other  hand,  the  work  is  extremely  hastened  by  fil- 
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Fig.  8. 


tering  the  liquid  in  the  boiling-hot  state  a  few  minutes  after  pre- 
cipitation. A  Bunsen's  filter-pump  acts  rather  too  strongly  in  this 
case ;  but  it  is  very  useful  to  employ  a  simple  con- 
trivance indicated  many  years  ago  by  Piccard,  which 
does  excellent  service  in  innumerable  other  analy- 
tical operations^  viz.  a  glass  tube  attached  to  the 
funnel  by  means  of  an  elastic  joint,  with  a  loop, 
causing  a  continuous  jet  of  liquid  to  issue  at  the 
bottom  (fig.  8) .  The  straight  part  below  the  loop 
may  be  8  or  10  inches  long ;  the  filter  must  be 
pressed  tight  to  the  sides  of  the  funnel  to  prevent 
any  air  being  sucked  in.  When  this  contrivance 
is  used,  which  does  not  act  so  violently  as  a  Bunsen 
pump,  the  liquid,  so  long  as  there  is  not  too  much 
precipitate  on  the  filter,  runs  through  in  a  conti- 
nuous jet. 

At  first  only  the  clear  liquid  is  poured  off  as 
completely  as  possible  from  the  dense  granular 
precipitate;  this  is  covered  with  boiling  water, 
acidulated  with  a  few  drops  of  hydrochloric  acid ; 
the  liquid  is  boiled  for  a  few  moments,  and  can  be 
decanted  again  in  about  two  minutes^  time.  This 
is  repeated  another  twice  or  three  times,  but  with- 
out adding  any  more  hydrochloric  acid ;  the  pre- 
cipitate is  washed  onto  the  filter ;  and  after  very 
little  washing  the  filtrate  will  be  found  perfectly 
neutral  and  free  from  dissolved  matters.  The 
filter  is  dried,  the  precipitate  taken  out,  and  the 
filter  burnt,  preferably  in  a  platinum  crucible  laid 
on  its  side ;  then  the  precipitate  is  put  in  and  ig- 
nited, not  too  strongly ;  and  for  each  100  parts  of 
barium  sulphate  found  13*734  parts  of  sulphur 
are  calculated.  The  ignited  barium  sulphate  ought  not  to  cake 
together;  on  moistening,  it  ought  not  to  give  an  alkaline  reaction; 
and  on  heating  with  dUute  hydrochloric  acid  and  filtering,  no 
barium  salt  ought  to  be  found  in  the  solution. 

Sometimes  it  happens,  even  if  the  solution  before  precipitation 
was  rather  strongly  acid,  that  the  precipitate  is  stained  yellowish 
by  precipitated  ferric  oxide  or  basic  ferric  sulphate,  which  cannot 
be  removed  even  by  boiling  with  dilute  hydrochloric  acid.     Very 
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rarely  the  quantity  of  this  ultimately  remaining  in  the  barinm  sul- 
phate will  amount  to  more  than  a  small  fraction  of  1  per  cent.^  and 
it  can  accordingly  be  neglected  for  technical  purposes.  But  if 
absolutely  exact  work  is  required^  the  barium  sulphate  after  igni- 
tion must  be  digested  with  moderately  strong  hydrochloric  acid^ 
washed^  dried^  and  ignited  again ;  or^  in  the  worst  case^  it  must  be 
fused  with  sodium  carbonate^  the  fused  mass  extracted  with  hot 
water,  acidulated,  and  precipitated  a  second  time. 

When  the  precipitation  with  barium  chloride  has  been  made  in 
this  way,  which  requires  no  more  trouble  than  workiag  in  a  rougher 
way,  the  results  are  altogether  accurate,  for  which  the  authority  of 
Fresenius  vouches  as  to  the  principal  points.  Certainly  the  process 
as  usually  carried  out  (also  by  Fresenius^s  prescription)  takes  a 
good  deal  of  time ;  and  this  probably  explains  most  of  the  attempts 
at  replacing  the  gravimetric  method  in  this  case  by  a  volumetric 
one.  But  if  the  work  is  done  as  described,  if  quite  boiling  solu- 
tions are  used,  even  the  barium-chloride  solution  employed  hot, 
if  the  clear  liquid  is  decanted  at  once,  the  precipitate  boiled  again 
with  water,  decanted  again,  &c.,  the  whole  work,  even  with  lai^e 
quantities  of  precipitate  (2  to  3  grams),  takes  little  more,  and  with 
small  quantities  (for  instance,  when  estimating  the  sulphates  in  soda- 
ash)  often  less  time  than  the  volumetric  analysis,  and  at  the  same 
time  affords  the  advantage  of  greater  accuracy. 

To  be  sure  the  assertion  has  been  made,  by  a  firm  of  commercial 
analysts,  Messrs.  Teschemacher  and  Smith,  of  London,  that  sulphuric 
acid  under  no  circumstances  can  be  exactly  estimated  gravimetrically 
by  barium  chloride  (Chem.  News,  xxiv.  pp.  61,  66) ;  and  they  accord- 
ingly prefer  a  volumetric  method,  proposed  a  long  time  before  them 
by  Wildenstein  (Zeitschr.  f.  analyt.  Chemie,  i.  p.  432).  They  use 
a  standard  solution  of  barium  chloride,  which  is  added  to  the  boiling- 
hot  solution  of  pyrites  until  a  filtered  sample  gives  no  more  preci- 
pitate with  barium  chloride.  In  order  to  be  able  to  use  it  hot,  they 
do  not  add  the  barium-chloride  solution,  but  weigh  it  out  of  a 
dropping-vessel.  The  other  precautions  upon  which  they  insist,  such 
as  complete  oxidation  of  the  sulphur,  driving  off  of  the  nitric  acid, 
ayoiding  a  large  excess  of  hydrochloric  acid,  contain  nothing  new. 
They  certainly  assume  a  much  larger  solubility  of  barium  sulphate 
in  dilute  hydrochloric  acid  than  any  other  observer.  Glendinning 
and  Edger  (ib.  p.  140)  explain  the  fact  mentioned  by  Teschemacher 
and  Smith,  that  the  clear  filtrate  from  the  barium  sulphate  frequently 
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becomes  cloudy  after  some  time,  by  the  circumstance  that  with  the 
barium  sulphate  ferric  sulphate  is  easily  carried  down,  which  is  only 
dissolved  again  in  washing,  and  which,  of  course,  gives  a  precipitate 
with  the  barium  sulphate  in  excess;  this,  however,  must  affect  the 
accuracy  of  Teschemacher  and  SmitVs  method  precisely  as  much  as 
that  of  the  ordinary  one.  This  certainly  cannot  be  disputed ;  and  it 
is  advisable  to  keep  the  filtrates  from  the  barium  sulphate  for  24 
hours  in  order  to  see  if  they  remain  clear ;  the  author  has  done 
this  scores  of  times,  but  never  got  any  afterprecipitate  when  the 
process  had  otherwise  been  properly  carried  out. 

In  any  case  the  process  of  Teschemacher  and  Smith,  as  prescribed 
by  them  in  detail,  is  not  a  short  one.  A  little  more  convenient, 
but  not  very  accurate,  certainly  not  sufficiently  so  for  buying  and 
gelling,  is  the  modification  first  proposed  by  Wildenstein  (Fresenius, 
'  Quant.  Anal.^  6th  (German)  edition,  i.  p.  396).  The  process  has 
reached  the  utmost  simplicity  as  employed  in  some  factories  for 
estimating  the  sulphates  in  black  ash  &c.  The  liquid  is  brought  to 
the  boil  in  a  porcelain  dish,  barium-chloride  solution  is  added  from 
a  burette  ,*  from  time  to  time  a  few  drops  are  taken  out  with  a  glass 
tube,  filtered  through  a  miniature  filter  onto  a  glass  plate  resting 
on  a  black  background,  upon  which  a  number  of  drops  both  of 
dilute  sulphuric  acid  and  of  barium  chloride  have  been  put.  If 
the  filtrate  still  gives  a  cloudiness  with  a  barium-chloride  drop, 
easily  visible  on  the  black  ground,  the  little  filter  is  thrown  back 
into  the  dish,  more  barium-chloride  solution  is  added  from  the 
burette,  another  test  is  made,  and  so  forth.  The  end  is  attained 
when  a  filtered  drop  gives  an  extremely  small  cloudiness  both  with 
a  drop  of  barium  chloride  and  with  one  of  sulphimc  acid.  This 
process  yields  results  pretty  near  the  truth ;  with  very  small  quan- 
tities, however,  the  filtering,  washing,  and  igniting  can  be  done 
almost  as  quickly  as  the  titrating  j  the  drying  on  the  sand-bath 
need  not  be  reckoned,  as  it  involves  no  labour. 

The  same  objection,  viz.  that  they  do  not  in  the  end  save  so  very 
much  time,  and  that  after  all  they  are  not  so  accurate,  can  be  made  to 
the  various  other  volumetrical  methods  of  Carl  Mohr,  Clemm,  Wil- 
denstein (2nd  method),  Schwarz,  Pappenheim,  and  others  which  are 
described  in  the  treatises  of  Fresenius  and  Mohr ;  they  do  not  oflfer 
any  advantage  worth  speaking  of  in  competition  with  the  direct  titra- 
tion with  barium  chloride.  This  latter  method  is  certainly  employed 
regularly  by  some  chemists  in  lieu  of  the  estimation  by  weight. 
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The  estimBtion  of  sulphar  in  pyrites  has  also  been  tried  in  other 
ways,  principally  with  the  object  of  saving  time,  with  a  degree  of 
accuracy  beliered  by  the  authors  to  be  sufficient. 

Best  known  probably  is  the  method  of  Pelouze  (Compt.  Bend! 
liii.  p.  685;  Ann.  de  Chim.  et  de  Phys.  [3],  pp.  63,  415).  The 
finely  powdered  pyrites  is  mixed  with  chlorate  of  potash,  common 
salt,  and  an  exactly  weighed  quantity  of  sodium  carbonate,  and 
ignited,  which  can  be  done  in  an  iron  spoon.  The  fluxed  mass  is 
dissolved  in  water,  filtered,  the  residue  washed,  and  the  soda  not 
converted  into  sulphate  estimated  alkalimetrically.  This  process 
continued  to  be  recommended  in  French  treatises  till  very  recently, 
although  its  inaccuracy  was  established  and  the  sources  of  error  partly 
demonstrated  by  many  chemists,  such  as  Barreswil,  Bottomley, 
BocheroflF,  the  author,  and  especially  Kolb  ('Notes  sur  l^Essai  des  Py- 
rites de  Fer ') .  Kolb  found  the  sources  of  error  on  the  one  hand  in 
the  formation  of  sodium  silicate,  on  the  other  hand  in  the  decompo- 
sition of  potassium  chlorate  in  the  presence  of  ferric  oxide  into  chlo- 
rine, oxygen,  and  caustic  potash.  Kolb  himself  proposes  to  flux  the 
finely  powdered  ore  with  5  grams  sodium  carbonate  and  50  grams 
copper  oxide  at  a  dark-red  heat,  to  heat  the  fluxed  mass  with  hot 
water,  to  filter,  and  to  estimate  the  remaining  soda  volumetrically 
in  the  filtrate.  This  process  at  any  rate  requires  further  trial  and 
confirmation. 

In  the  Freiberg  works  1  gram  of  finely  ground  pyrites  is  mixed 
with  2  grams  sodium  carbonate  and  2  grams  saltpetre ;  the  mixture 
is  fluxed  in  a  small  iron  dish  in  a  red-hot  muffle-furnace,  dissolved 
in  hot  water  and  filtered  into  a  beaker  in  which  there  is  hydro- 
chloric acid  for  saturating  the  soda  in  excess.  Then  the  filtrate  is 
brought  to  boiling  and  the  sulphuric  acid  estimated  by  standard 
chloride-of-barium  solution.  This  is  accordingly  only  a  resolving 
of  the  ore  in  the  dry  way,  long  known,  as  against  that  in  the  wet 
way ;  and  it  certainly  saves  very  little  time,  if  any.  With  careful 
work  both  ways  give  identical  results  (Holland,  '  Chem.  News,' 
xxvii.  p.  15). 

Hayes  ('  American  Chemist,'  v.  p.  271)  describes  a  method  of 
resolving  pyrites  with  alcoholic  soda  and  lime,  the  advantages  of 
which  are  in  no  wav  evident. 

Fresenius  has  also  recommended  latterly  (Zeitschr.f .  anal.  Chemie, 
xvi.  p.  835)  to  resolve  pyrites  by  fluxing  it  with  20  parts  of  a 
mixture  of  2  parts  of  dry  sodium  carbonate  entirely  free  from 
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sulphate^  and  1  part  of  pure  potassium  nitrate,  conducting  car- 
bonic acid  into  the  solution  for  the  precipitation  of  lead,  boiling 
the  residue  with  a  solution  of  sodium  carbonate  and  then  with 
water^  acidulating  with  hydrochloric  acid,  and  repeatedly  evapo- 
rating for  the  expulsion  of  nitric  acid,  after  which  the  process  is 
carried  on  as  usual,  the  precipitation  taking  place  by  barium 
chloride.  This  process  is  much  more  troublesome  and  tedious 
than  that  described  above  by  dissolving  in  aqua  regia,  and  it 
cannot  well  be  applied  to  larger  quantities  than  ^  gram  pyrites ; 
its  advantages  are  therefore  doubtful,  at  any  rate  for  technical 
purposes. 

Fahlberg  and  lies  (Ber.  d.  deutsch.  chem.  Ges.  xi.  p.  1187) 
recommend  fluxing  the  sulphur-ore  with  caustic  potash  (25  grains 
to  0*1  gram  of  S)  in  a  silver  crucible  for  15  to  20  minutes,  lixivia- 
ting the  mass,  oxidizing  the  lower  oxides  of  sulphur  by  bromine- 
water,  and  precipitating  by  barium  chloride. 

The  so-called  mechanical  pyrites  assay  of  Anthon  (Dingl.  Joum. 
clxi.  p.  115)  is  too  rough  and  unreliable  even  for  very  simple  pur- 
poses. The  prescription  is  to  observe  the  space  taken  in  a  glass  tube 
by  8  grains  pure  pyrites  in  fine  powder  well  shaken  down,  on  the 
one  hand,  and  by  8  grams  of  fine  quartz  powder  on  the  other,  then 
to  divide  the  portion  of  the  tube  between  the  two  levels  into  50 
parts.  Thus  an  ore  to  be  estimated  is  said  to  be  valued  down  to  2 
per  cent.,  if  8  grains  of  it  are  put  into  the  tube. 

It  has  been  said  above  that  it  is  sufficient  to  estimate  the 
sulphur  in  a  pyrites  whose  nature  is  otherwise  known.  If, 
however,  the  pyrites  is  of  unknown  composition,  its  value  for 
acid-making  can  only  be  estimated  by  a  complete  determination  of 
all  its  constituents  according  to  the  rules  of  mineral-analysis.  If 
it  contains,  for  instance,  calcium  carbonate,  this  on  burning  will 
retain  its  equivalent  of  sulphuric  acid;  if  calcium  sulphate  is 
present  from  the  first,  its  sulphuric  acid  has  to  be  deducted  from  the 
whole  quantity  of  sulphur  found.  If  lead  has  been  found,  an 
equivalent  of  sulphur  must  be  considered  as  practically  lost ;  and 
the  same  is  the  case  with  zinc, — ^because  the  sulphates  of  both  metals 
are  hardly  or  not  at  all  decomposed  at  the  temperature  of  a  pyrites- 
burner.  Frequently  arsenic  will  also  have  to  be  sought  for ;  and 
even  silica  may  be  of  importance — in  the  first  instance  because  in 
the  presence  of  much  silica  "  explosive "  properties  of  the  pyrites 
must  be  feared  (see  p.  100),  and  secondly,  in  the  case  of  cupreous 
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pyrites^  because  silica  lessens  the  value  of  the  cinders.  Even  silver 
and  gold  are  sometimes  sought  for  (comp.  Chem.  News,  xxvi.  p.  63, 
xx3dy.  pp.  94,  182,  152, 172) ;  but  it  cannot  be  said  that  the  quan- 
tities found  have  any  influence  on  the  commercial  value  of  pyrites. 

3.  Other  Metallic  Sulphides  and  spent  Oxide  of  Gas  Works, 

Pyrites  proper  has  hardly  any  other  application  than  that  for 
sulphuric-acid  making,  and  it  is  got  almost  exclusively  for  this 
purpose.     In  the  case  of  cupreous  pyrites  the  sulphur  constitutes 
only  a  portion,  but  a  very  considerable  one,  of  its  value.     The 
working  of  poor  ores,  such  as  those  in  question  here,  would  not 
pay,  apart  from  the  noxious  effect  of  the  gas  produced  in  calcining 
the  ore,  unless  the  price  of  the  ore  were  very  moderate ;  and  this  is 
only  possible  by  the  acid-makers  paying  on  their  part  for  the  ore, 
which  they  can  do  very  well,  as  most  kinds  of  cupreous  pyrites 
behave  very  well  in  the  burners,  and  yield  quite  as  much  acid  in 
proportion  to  their  percentage  of  copper  as  the  non-cupreous  ores. 
The  case  is  different  with  most  other  sulphuretted  ores  occurring 
in  smelting-operations,  such  as  blende,  galena,  the  many  mixed 
ores  containing  these  besides  iron-  and  copper-pyrites,  the  richer 
copper-pyrites  themselves,  and,  lastly,  the  intermediate  products, 
"coarse  metal,"  "  matt,"  &c.    These,  for  their  metallurgical  utili- 
zation, equally  require  a  calcination  evolving  sulphurous  acid ;  but 
the  matter  is  very  different  here  from  what  it  is  with  a  good  pyrites, 
whether  it  be  pure  iron-pyrites  or  containing  a  few  per  cent, 
of  copper.     On  the  whole,  all  those  ores  and  metallurgical  products 
are  much  poorer  in  sulphur  than  ordinary  good  pyrites ;  and  even 
for  this  reason  they  are  less  easily  calcined  in  such  a  manner  as  to 
allow  of  utilizing  the  gas,  because  the  evolution  of  heat  by  the 
combustion  of  their  own  sulphur  is  not  sufficient  to  maintain  the 
process  energetically.   An  external  stimulus  was  required  before  the 
smelting-works  would  seriously  attempt  to  utilize  the  sulphurous 
acid  contained  in  the  gas  from  calcining  the  ores ;  and  this  was,  the 
damage  and  nuisance  caused  by  the  noxious  vapour  all  round  the 
works.    The  claims  for  damages,  the  law-suits,  and  the  measures 
taken  by  the  authorities  at  last  made  it  impossible  in  many  places 
for  the  works  to  go  on  in  the  old  way  j  and  although  it  appeared  at 
first  as  if  the  sulphurous  acid  could  not  be  condensed  at  all  in  this 
case,  or  only  at  a  loss,  practice  has  now  succeeded  in  fulfilling  the 
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task  in  most  (but  not  in  all)  cases^  principally  by  the  construction  of 
improved  burners,  which  will  be  described  in  the  chapter  on  that 
subject.  To  be  sure,  it  would  be  too  much  to  say  that  the  task 
had  been  solved  in  all  its  parts  j  the  success  has  mostly  been  only 
partial.  In  many  cases  where  an  ore  coidd  not  possibly  have 
been  calcined  so  as  to  utilize  the  gas,  mixing  of  it  with  others 
has  been  resorted  to.  Thus  the  Halsbriicke  works,  near  Freiberg, 
roast  galena  and  blende  along  with  pyrites ;  and  in  1870  they  made 
8000  tons  of  sulphuric  acid  from  the  gas.  This  properly  so-called 
metallurgical  sulphuric  acid  is  principally  made  in  Germany,  much 
less  in  other  countries. 

Touching  the  sulphurous  acid  escaping  as  noxious  vapour,  Leplay 
(comp. Percy,  'Metallurgy,'  1862,i. p.  337)  mentions  that  in  South 
Wales  annually  46,000  tons  of  sulphur  escape  into  the  air  as  sul- 
phurous acid,  along  with  arsenic,  fluorine,  lead,  and  zinc  compounds, 
in  spite  of  the  condensing  chambers.  In  fact  the  country  round 
Swansea  is  deprived  of  all  vegetation.  At  Freiberg  the  works  in 
1864  paid  upwards  of  £2750  damages  on  account  of  their  vapours ; 
in  1870,  after  better  condensation  had  been  efiected,  only  Jg239. 
It  should  not  be  left  out  of  sight  that  sulphurous  acid  occurs  in 
very  large  quantity,  although  in  a  much  more  dilute  state,  in  all 
coal-smoke,  and  consequently  in  the  atmosphere  and  the  rain-water 
of  all  large  towns,  and  that  the  most  perfect ''  smoke-combustion  " 
cannot  do  away  with  this.  Much  more  injurious  than  the  vapours 
escaping  through  high  chimneys,  which  are  soon  diluted  with  air, 
is  the  smoke  from  brick-works,  coke-ovens,  and  other  fires  which 
emit  their  smoke  at  a  low  height  above  the  ground. 

A  detailed  investigation  of  the  influence  of  the  noxious  vapours 
at  Freiberg  on  vegetation  and  on  the  health  of  domestic  animals 
has  been  made  by  Freytag  (abstracted  in  Wagner's  '  Jahresb.'  1873, 
p.  180).  The  sulphurous  acid,  sulphuric  acid,  arsenic,  and  zinc 
vapours  of  the  Freiberg  smelting- works  under  unfavourable  circum- 
stances, even  with  the  present  condensing  arrangements,  may  damage 
the  vegetation  of  the  neighbourhood  in  this  way — that  at  a  suflScient 
concentration  they  are  taken  up  by  the  leaves  covered  with  dew ;  on 
the  evaporation  of  the  water  the  organs  affected  are  corroded  and  put 
into  the  same  state  as  that  into  which  they  get  by  themselves  when 
vegetation  ceases.  This  injury  can  always  be  proved  both  by  the 
eye  and  by  chemical  analysis.  A  '^poisoning''  of  the  soil  or  of 
the  whole  plant  is  out  of  the  question.    The  assumption  of  an 
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invisible  injury  done  to  the  vegetation  by  the  smelting-works' 
vapours  and  the  awarding  of  damages  founded  hereon  is  unwar- 
ranted; it  contradicts  the  fundamental  principles  of  all  exact 
investigation,  and  fosters  the  desire  of  the  unreasoning  multitude 
to  incessantly  raise  fresh  claims  for  damage  alleged  to  have  been 
done  by  the  works.  A  decrease  of  the  nutritive  value  of  food-plants^ 
in  eases  of  visible  injury  done  to  the  leaves,  can  only  occur  in  con- 
sequence of  the  loss  of  these  leaves  and  the  lessened  ability  of  the 
plants  to  decompose  carbonic  acid  and  produce  organic  matter 
therefrom.  Any  metallic  oxides  or  salts  adhering  to  the  leaves  of 
food-plants  may  become  dangerous  to  the  animal  organization  by 
inflammations  of  the  mucous  membranes,  and,  under  very  unfavour- 
able circumstances,  may  produce  death ;  but  this  fact  can  always  be 
established  with  certainty  by  post  mortem  examination  and  by  che- 
mical analysis.  The  assumption  that  the  '^  acid  disease  *'  occurring 
in  that  neighbourhood  among  the  cattle,  and  tuberculosis,  are 
produced  by  the  noxious  vapours  is  utterly  unfounded  and  must 
be  most  decidedly  contradicted. 

Schroeder  (Wagner's 'Jahresber.'  1874,  p.  277)  has  made  extensive 
experiments  on  the  influence  especially  of  sulphurous  acid  on  vegeta- 
tion, with  results  of  which  the  following  are  the  principal : — From  air 
containing  as  little  as  ^(^  of  its  volume  of  SOg  this  gas  is  absorbed 
by  the  leaves  of  '4eafy ''  (deciduous)  trees  and  conifers ;  these  retain 
it  mostly,  a  smaller  portion  penetrating  into  the  wood,  the  bark,  and 
the  leaf-stalks,  either  as  such  or  after  oxidation  to  sulphuric  acid. 
Conifer-leaves  absorb  less  sulphurous  acid  from  the  air  for  an  equal 
surface  of  leaves  than  deciduous  trees ;  the  absorption  takes  place 
equally  over  the  whole  surface  of  the  leaf,  not  by  the  stomates,  and 
therefore  has  no  relation  to  the  number  of  the  latter.  A  principal 
cause  of  the  injurious  efiect  of  sulphuric  acid  is  its  causing 
a  check  to  the  normal  evaporation  of  water,  the  disturbance 
being  in  a  direct  ratio  to  the  quantity  of  SO^ ;  the  evaporation  is 
mostly  aflfected  by  absorption  of  SO^  in  sunlight,  at  a  high  tempe- 
rature and  in  dry  air.  Conifers  are  not  visibly  lowered  in  their 
transpiration  by  the  same  quantity  of  sulphurous  acid  which 
afliects  other  trees  (deciduous  ones) .  The  injury  done  by  sulphurous 
acid  is  greater  if  the  absorption  takes  place  at  the  lower  side,  than 
if  at  the  upper  side. 

Other  communications  on  this  matter,  partly  contradicting  those 
of  Schroeder,  have  been  made  by  Stockhart  (Wagner,  '  Jahresb.' 
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1874,  p.  228) .  According  to  his  observations  at  Zwickau,  a  distance 
of  630  metres  (=690  yards)  protects  even  tlie  most  sensitive  vege- 
tation against  the  effect  of  large  volumes  of  vapours,  if  they  escape 
through  chimneys  not  less  than  82  feet  high.  Conifers  are  much  more 
sensitive  than  deciduous  trees ;  the  decreasing  series  of  sensibility 
is — pine,  pitch-pine,  Scotch  fir,  larch,  hawthorn,  white  beech,  birch, 
fruit-trees,  hazel-nut,  horse-chestnut,  oak,  red  beech,  ash,  linden, 
maple,  poplar,  alder,  mountain-ash.  In  the  parts  of  plants  cor- 
roded by  sulphurous  acid,  not  this  acid,  but  sulphuric  acid  can  be 
found,  and  that  to  a  larger  extent  than  in  the  same  parts  of  plants 
collected  at  the  same  time  in  districts  free  from  smoke. 

Fischer  (Dingl.  Joum.  ccxx.)  has  given  a  short -synopsis  of  the 
researches  made  in  this  field.  We  shall  merely  mention  from  it 
that,  according  to  Hirt,  the  respiration  of  air  containing  1, 2, 3,  or 
even  4  per  cent,  of  SO^  has  no  sensible  effect  on  health  (?).  Under 
special  circumstances  this  sulphurous  acid  may  even  have  a  bene- 
ficial effect  on  public  health  by  a  disinfection  of  the  air.  What 
will  be  said  further  on  upon  this  matter,  in  the  chapter  describing 
the  condensation  of  hydrochloric  acid,  should  also  be  compared. 

In  the  following  we  shall  enumerate  the  results  obtained  with 
the  most  important  ores  and  metallurgical  products.  We  shall, 
however,  only  speak  of  the  utilization  of  their  sulphurous  acid  for 
vitriol-making,  omitting  as  outside  our  task  any  other  attempted 
utilization,  such  as  reduction  to  sulphur  by  red-hot  coal,  the  for- 
mation of  aluminium  sulphate  from  clay-slate,  &c.  Unfortunately 
nothing  like  all  the  sulphur  contained  in  those  ores  and  products 
can  be  utilized  as  yet ;  and  at  Clausthal,  for  instance,  latterly  the 
condensation  of  the  calcining  vapours  has  been  given  up  again, 
although  here  annually  1250  tons  of  sulphur  are  sent  into  the  air, 
and  the  fir-woods  of  the  neighbourhood  are  fearfiilly  ravaged 
thereby. 

ZinC'blende  is  calcined  in  several  places  with  a  view  to  sulphuric- 
acid  making  in  the  furnaces  of  Hasenclever  and  Helbig,  perhaps 
also  in  others ;  by  this  no  very  rich  gas  is  produced,  but  one  still 
available  in  vitriol-making.  The  principal  merit  of  having  carried 
out  the  experiments  consistently,  and  of  having  discovered  the 
proper  conditions  for  success,  belongs  to  the  Rhenania  Works 
near  Aachen,  managed  in  succession  by  the  two  Hasenclevers 
(father  and  son).  Already  25  years  ago  (comp.  Hasenclever,  loc.  cii. 
p.  167)  blende  was  roasted  there  in  a  reverberatory  furnace  with 
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two  divisions^  the  upper  division  being  shaped  as  a  close  roaster^  so 
that  the  gas  could  be  taken  to  the  lead  chambers.  The  difficulty 
with  blende  is  jnst  this,  that  it  is  very  difficult  to  desulphurize,  or, 
rather,  that  the  zinc  sulphate  formed  is  very  difficult  to  decompose 
into  sine  oxide,  oxygen,  and  sulphurous  acid.  This  is  practically 
impossible  with  the  heat  produced  in  a  muffle  (close  roaster) ;  the 
ore  incompletely  roasted  in  the  same  must  be  desulphurized  by  an 
open  fire,  in  which  case  the  sulphurous  acid,  mixed  with  the  fire- 
gas,  cannot  possibly  be  utilized.  We  have  previously  mentioned 
that  a  peroentajTQ  of  zinc  in'drdinary  pyrites  means  almost  certainly 
a  corresponding  loss  of  sulphur.  But  even  the  gas  produced  in  the 
upper  muffle  is  poor  in  SO^,  and  in  the  chamber  causes  much  loss 
of  nitre  and  a  bad  yield  of  vitriol.  A  modification  of  the  first 
furnace  by  Godin,  as  well  as  Gerstenhofer's  furnace,  did  not  attain 
the  end  (Hasenclever,  loc.  cit,  p.  168) ;  it  was  not  tUl  1870  that  the 
problem  was  solved,  by  a  combination  of  the  old  muffle-furnace  with 
the  shelf-fumac^of  Hasenclever  and  Helbig,  which  will  be  described 
in  the  6th  Chapter.  This  furnace  is  at  work  at  Oberhau6en,at  Stolberg 
near  Aachen,  at  Lethmathe  near  Iserlohn,  at  Bosdzin  in  Silesia,  &c. 
The  Stolberg  blende  contains  about  25  per  cent,  of  sulphur,  of 
which  18  per  cent,  enters  the  chambers  as  80^,  6  per  cent,  escapes 
into  the  air,  and  1  per  cent,  remains  in  the  calcined  mass.  At 
Lethmathe  calcareous  blende  with  32  per  cent,  of  sulphur  is  worked, 
of  which  20  per  cent,  is  taken  to  the  chambers  as  SO2,  7  per  cent. 
escapes  with  the  fire-gas,  and  5  per  cent,  remains  as  calcium 
sulphate  (Stahlschmidt,  in  Hofmann's  '  Official  Beport  on  the 
Vienna  Exhibition,'  i.  p.  915).  In  this  process  as  much  coal 
'3  used  as  in  the  usual  calcining  process  at  zinc-works,  viz.  28  parts 
to  100  of  r&w  blende ;  the  wages  for  roasting  amount  to  1^.  7d.  per 
ton  of  blende  more  than  with  the  ordinary  reverberatory  furnaces 
(see  further  details  in  the  6th  Chapter). 

At  Ereibei^  a  black  kind  of  blende,  mixed  with  pretty  large 
quantities  of  pyrites,  is  used  for  vitriol-making,  the  lump  ore  being 
preliminarily  roasted  in  large  kilns.  The  cinders  are  then  ground 
and  the  calcining  finished  in  a  reverberatory  furnace  without  uti- 
lizing the  sulphurous  acid  (Hasenclever,  loc.  cit.  p.  169) . 

According  to  a  German  patent  of  Pamell^s  (No.  1351^  8th  Sept. 
1877)  zinc  sulphate  is  obtained  by  a  preliminary  calcination,  dis- 
golved  in  water,  and  so  much  raw  blende  mixed  with  it,  that  its 
zioc  amounts  to  ^  of  that  in  the  sulphate ;  the  mixture  is  dried, 
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heated  in  a  dose  famace>  and  the  SO^  used  in  the  well-known  way. 
Under  these  circumstances  a  complete  decomposition  is  said  to  take 
place  below  a  red  heat. 

Copper  pyrites  and  mixtures  of  this  with  blende^  galena^  &;c.  are 
roasted  in  several  places  in  kilns  so  as  to  utilize  the  SO9  in  acid- 
chambers — at  Chessy  near  Lyons^  at  Oker  in  the  Harz,  at  Mans- 
field^ at  Swansea.  At  the  Altenau  silver-works  near  Clausthal 
in  1872,  228  tons  of  vitriol  of  106°  Tw.  were  made  from  copper- 
pyrites  (and  Sl4i  tons  from  lead-matts,  Wagner's  '  Jahresb.'  1874, 
p.  276) .  At  Freiberg  the  Mulden  and  Halsbriicke  works  proceed  in 
the  same  way ;  but  they  only  utilize  the  ores  and  products  pretty 
rich  in  sulphur  for  vitriol-making. 

At  Oker  (Brauning,  ^  Zeitschr.  f.  Berg-  Hiitten-  u.  Salinenwesen 
im  preuBs.  Staate/  1877,  p.  132)  at  present  about  15,000  tons  of 
ore  per  annum  are  used  for  acid^making,  via.  the  five  following 
kinds : — 

1.  Iron-pyrites  about  2500  tons. 

2.  Ordinary  copper-pyrites 4200 

3.  Mixed  ores  8350 

4.  Bich  copper-ores,   excluding  those 

richest  in  copper 750 

5.  Lead-ores  containing  pyrites 4200 


» 


w 
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The  average  composition  of  the  ores  Nos.  2  to  5  is  shown  in  the 
following  Table : — 


Lead- 
ores. 

, 0-55 

11-79 

0016 

11-86 

23-86 

218 

0-04 

0-12 

1-06 

rsi 

3-72 

MgCO, 0-89 

BaSO,   16-97 

S 2500 


Ou 

Pb 

M 

Pe  

Zn 

BCn 

Oo+Ni 

AB+Sb 

SiO,  ... 

AlaO,... 

CaCO. 


Mixed  Rich  copper-      Ordinarj 

oree.  ores.  oopper-oret. 

5-06  15-66  7-90 

9-52  4-88  2-17 

0-016  0-017  0-01 

16-26  2582  34*93 

1899  7-90  3-71 

1-76  1-64  1-08 

006  OKH  006 

012  010  0-08 

1-53  0-87  1-70 

2-02  0-94  2-61 

1-91  2*21  2-32 

0-66  0-42  0-74 

13-77  6-66  0-63 

27-18  32-89  41*08 


Total 98-866 


98-746 


99-547 


99<M 
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Traces  of  Hg,  Tl,  Cd^  and  Se  have  been  found  both  in  the  ores 
and  in  the  products  obtained  therefrom. 

Apart  from  pure  pyrites^  the  '^ordinary  ores''  are  best  adapted 
for  Titriol-making^  because  they  contain  their  sulphur  mostly 
as  FeS^;  the  '^ mixed  ores''  are  less  favourable^  on  account  of 
their  galena^  and  the  rich  copper-ores  on  account  of  their  large 
percentage  of  copper.  Of  the  lead-ores  only  those  amply  permeated 
by  pyrites  are  fit  for  vitriol-making.  The  sulphur  in  the  ores  worked 
at  Oker  yaries  from  20  to  40  per  cent. ;  on  an  average  it  is  30  per 
cent. ;  but  it  must  be  noticed  that  the  sulphur  of  the  galena  is  alto- 
gether unavailable  for  vitriol-making.  The  case  is  not  much  better 
when  copper-pyrites  predominates^  because  this  furnishes  too  poor 
a  gas^  and,  moreover^  decrepitates  and  falls  to  powder  in  roasting. 
If  no  more  than  35  per  cent,  of  copper-pyrites  is  mixed  with  iron- 
pyrites^  it  does  no  harm.  Blende  behaves  in  a  similar  way^  but 
rather  more  favourably ;  ores  containing  35  per  cent,  blende  along 
with  25  per  cent,  pyrites  yield  gas  quite  adapted  for  vitriol-making. 

The  first  sulphuric-acid  works  at  Oker  were  erected  in  1841 ;  now 
there  is  there  the  largest  production  of  vitriol  in  Germany^  viz.  14 
sets  of  chambers  with  a  capacity  of  800^000  cubic  feet. 

Galena  is  probably  nowhere  worked  in  such  a  way  as  to  get  out 
its  sulphur  in  the  shape  of  sulphuric  acid.  The  purest  galena  con- 
tains only  13*4  per  cent,  of  sulphur ;  it  is  transformed  into  lead  sul- 
phate on  roasting^  and  only  in  the  strongest  white  heat  gives  off  a 
portion  of  its  sulphur  as  SOg;  moreover  the  metallurgical  pro- 
cesses to  which  it  is  subject  are  of  such  a  nature  that  only  poor  gas 
can  be  produced  from  it.  This  matter  has  been  discussed  by  Bode  in 
his  '  Beitrage  zur  Theorie  und  Praxis  der  Schwefelsaurefabrikation/ 
1872^  pp.  32  &  63 ;  his  conclusion  is  that  even  mixtures  of  galena 
and  pyrites  cannot  be  roasted  in  kilns  for  vitriol-making  if  they 
contain  more  than  18  to  20  per  cent,  of  galena. 

"Coarse  metaV*  of  copper-smelting  is  roasted  for  vitriol  at 
Manafeld.  A  product  containing  34  per  cent.  Cu^  28  per  cent. 
Fe,  and  28  per  cent.  S,  according  to  Bode,  yields  gas  with  5 J  per 
cent,  by  volume  of  SO^,  and  at  a  sufficiently  high  temperature  to  work 
with  the  Glover  tower.  In  most  cases,  up  to  the  present,  coarse 
metal  cannot  be  roasted  so  as  to  utilize  the  SO^. 

Lead-matt  is  used  for  vitriol-making — ^for  instance,  at  Freiberg 
and  in  the  Lower  Harz ;  it  is  roasted  there  in  large  kilns  of  12^ 
tons  capacity.    The  matt  loses  half  its  sulphur,  and  yields  gas  with 
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4  to  6  per  cent,  of  SOg ;  the  temperature,  according  to  Bode,  is 
high  enough  for  the  Glover  tower.  In  the  Upper  Harz,  the 
utilization  of  its  sulphur  in  metallui^  has  in  general  not  been 
found  practicable. 

The  spent  oxides  from  the  purification  of  gets  by  hydrated  ferric 
oxide  are  in  many  places  used  for  vitriol-making.  This  sulphur 
originally  also  comes  from  pyrites,  viz.  from  that  contained  in  the 
coal,  which  appears  in  the  gas  mostly  as  sulpuretted  hydrogen. 
Most  large  works  remove  it,  according  to  the  patent  of  F.  C.  Hills 
(1857),  by  a  mixture  of  hydrated  iron  oxide  and  sawdust.  In  this 
case  sulphide  of  iron  and  sulphur  are  formed,  according  to  the 
equation 

Fea(OH)6+3  HgS^a  FeS  +S +6  H^O ; 

and  when  the  mass,  having  become  inactive,  is  exposed  to  the  air,  it 
again  passes  over  into  ferric  hydroxide,  more  sulphur  being  preci- 
pitated, thus, 

2  FeS  +  08+ 3  H20=Fe2(OH)6+  S^. 

The  hydroxide  thus  reproduced  and  mixed  with  sulphur  is  again 
used  in  the  purifiers,  and  thus  regenerated  about  30  or  40  times 
before  the  sulphur  has  accumulated  therein- to  such  an  extent  that 
the  mixture  does  not  work  any  more ;  it  is  then  replacedl)y  fresh 
oxide,  and  the  spent  ore  is  passed  over  to  vitriol-makers. 

Phipson  states  the  composition  of  such  a  mass  to  be  : — 

Water 14  per  cent. 

Sulphur 60  „ 

Organic  substance  insoluble  in  alcohol. . .       3  „ 
Organic    substance   soluble  in   alcohol 
(calcium    ferrocyanide    and    sulpho- 
cyanide,    ammonium    sulphocyanide, 

salammoniac,  hydrocarbons) 1*5  „ 

Clay  and  sand 8  „ 

Calcium  carbonate,  ferric  oxide,  &c.    . . ,  13*5  „ 

100        „ 

Hot  water  extracts  the  ferrocyanides  and  sulphocyanides,  along 
with  salammoniac ;  the  solution  can  be  evaporated  to  dryness,  and 
the  residue  separated  by  alcohol  into  insoluble  calcium  ferrocyanide 
and  soluble  sulphocyanides  and  salammoniac. 
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AocoTding  to  the  Analyses  of  Davis  ('Chemical  News/ 
1874,  p.  30)^  3  samples  of  spent  oxides  contained : — 


Snlphnr , 

Ferric  hydronde  

Insoluble 

Moisture 

Lune(a6GaS) 

Sawdust 

Caloiixm  carbonate    

Ammonium  Bulphopyanide 

Ammonium  chloride 

Ammonium  cyanide 

Ammonium  ferrocyanide 
blue    


I. 

64-376 

14-421 

11052 

2-079 

2-399 

2-470 


IL 

62-358 

17112 

6-099 

5-387 


in. 

67-966 

15-336 

8-304 

3-900 


} 


2-662 
0*605 


1-776 
6-135 
1-324 


1-002 
3-006 
1102 


trace 


100-064 


1-663 
0-366 

100-220 


trace 


100-605 


These  samples  seem  to  have  been  taken  from  precipitated  iron 
hydrosdde^  to  judge  from  further  analyses  by  Davis  (Chem.  'News, 
xxxYi.  p.  189)^  in  which  also  tarry  substances  are  taken  into  account. 

Residues  proceeding  from 

Precipitated  Bog-iron-                                  Bad 

Fe2(OH)0.  ore.  Copperas.          oxides. 

Ferric  hydroxide   17-74-19-36  15-96-26-42  604-  684  8-72-20-40 

Sawdust 1-98-  4-72  114-  3-72  104-  324  216-  976 

Calcium  carbonate 0-    -  104  0-    -  173  0*  0-    -1036 

Ammonium  gulphocyanide  ...      199-  274  0*94-  193  1-98-  341  118-  472 

Ammonium  fernx^anide trace  trace-  0*21  0-27-  0-64  trace-  0-44 

Tanymatten 072-  1-22  0-92-  114  0-72-  118  0-55-  104 

Sulphur 62-44-67-18  48-76-5744  48-76-66-74  32-42-4216 

Insoluble  in  dUute  HCI    366- 5*47  9-74-1142  7-82-12-68  1212-20-71 

Prusnanblue trace- 0*17  trace- 1-74  trace- 0-64 

Caldnm  sulphate trace- 143  0-    -323 

Ammonium  sulphate 1278-16-72  0*    -114 

Moisture  (by  difference)  472-6-76  7-22-10-82  7-98-9-22  7-49-33-41 

From  these  analyses  it  can  be  seen^  firsts  that  it  is  decidedly  best 
to  extract  the  mass  at  first  with  water^  in  order  to  remove  the  am- 
monia compounds,  which  are  in  themselves  valuable,  and  which,  if 
they  get  into  the  chambers,  destroy  a  good  deal  of  nitre  (their  value 
is  certainly  greatly  lessened  by  the  sulphocyanide) ;  secondly,  that 
sometimes  a  considerable  quantity  of  calcium  carbonate  is  present, 
which  may  get  into  it  at  the  gas-works  by  lime  being  added,  on 
purpose  or  by  mistake,  and  which,  of  course,  retains  an  equivalent 
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qxiantity  of  sulphur  in  the  shape  of  gypsum.     In  fact  a  sample  of 
the  residue  left  after  burning  contained 

Insoluble 83-386 

Ferric  oxide 52399 

Calcium  sulphate    13*315 

Sulphur   0-200 

These  impurities  (which  cause  a  loss  by  retaining  sulphuric  acid) 
and  the  sulphates  present  from  the  first  (which  are  not  available) 
must  be  allowed  for  in  analyzing.  This^  according  to  Dayis^  was 
formerly  done  by  extracting  the  sulphur  by  means  of  carbon 
bisulphide, evaporating  the  solution,  and  weighing  o£E  the  sulphur; 
but  as  the  presence  of  tarry  matters  causes  an  error,  Davis  now 
makes  the  analysis  by  burning  the  sulphur  in  a  current  of  air  in  a 
combustion-tube  of  Bohemian  glass,  conducting  the  SO^  formed 
into  an  absorbing  apparatus  filled  with  iodine  solution,  and  reti- 
trating  the  unaffected  iodine  by  a  solution  of  sodium  hyposulphite 
(Chem.  News,  xxxvi.  p.  190). 

The  burning  of  this  gas-sulphur  is  usually  done  in  shelf-furnaces 
similar  to  those  used  for  pyrites  smalls.  They  will  be  described  in 
detail  further  on.  Already  in  1861,  at  Barking  Creek,  on  the 
Thames,  2180  tons  of  this  material  was  used ;  but  much  larger 
quantities  might  have  been  got,  since,  according  to  A.  W.  Hofmann 
('  Report,'  1862,  p.  15),  even  at  that  time  at  least  10,000  tons  of 
sulphur  were  contained  in  the  London  gas. 

In  France  also,  at  that  time,  the  sulphur  from  gas-works  was 
used  on  a  large  scale.  The  factory  at  Aubervilliers,  belonging 
to  the  Society  of  St.-Gobain,  used  no  other;  Messrs.  Seybel 
and  Co.  at  Liesing,  near  Vienna,  and  Kunheim  and  Co.  at  Berlin 
(Wagner's  Jahresb.  1864,  p.  153;  Hasenclever,  L  c.  p.  167)  do  the 
same. 

At  Kunheim's  works  in  Berlin  the  spent  oxides  are  utilized  in  a 
very  rational  manner.  First,  by  washing,  the  ammonia  salts  are 
extracted ;  the  residue,  boiled  with  a  little  lime,  yields  a  double 
cyanide,  from  which,  by  the  addition  of  potassium  sulphate,  a  solu- 
tion of  potassium  ferrocyanide  is  obtaiiiied ;  the  new  residue,  dried 
and  roasted,  yields  SO^  for  the  ac^d^^hambers ;  and  there  re- 
mains behind  an  oxide  of  iron  applicable  for  purifying  the  gas 
(Kopp, '  Swiss  Report  on  the  Vienna  Exhibition,'  iii.  p.  31).     Col- 
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iron  oxide  will,  however,  hardly  be  fit  for  the  purification 
of  gas. 

O.  Sohott  (Dingl.  Joum.  ccxxi.  p.  142)  has  proposed  to  utilize j  for 
vUriol-fnaking,  the  sulphurous  acid  given  off  in  making  glass  from 
sodium  sulphate.  The  gas  is  to  be  made  richer  in  sulphur  by  employ- 
ing for  the  glass-mixture  gypsum  in  lieu  of  limestone.  Sulphate  of 
soda,  gypsum,  and  coal  are  to  be  mixed  in  proper  proportions,  and 
brought  to  a  bright  red  heat  in  muffle- furnaces  or  in  elliptical  glass 
pots,  until  the  SO9  is  driven  o£f.  The  fritted  residue  of  sodium 
and  calcium  silicate  is  to  be  powdered  and  used  by  glass-works ; 
the  gas  is  to  be  conducted  into  lead  chambers  and  worked  for 
vitriol.  This  process  seems  entirely  impracticable,  especially 
since  such  diluted  gas  (mixed  with  a  great  deal  of  carbonic  acid) 
has  not  yet  been  utilized. 


4.  Nitrate  of  Soda, 
NOaNa. 

i  (Na,0)  =  31  86-47  per  cent, 

i  (NjOft)  =  54  63-53        „ 

85  100-00 

Hardness  1*5  to  2 ;  spec.  grav.  2*09  to  2*39.  In  the  pure  state, 
and  in  large  crystals,  it  is  colourless,  transparent,  and  brilliant  as 
glass;  in  small  crystals  it  is  white  and  opaque.  It  has  a  cooling, 
bitter  taste.  Heated  to  a  certain  temperature,  it  melts ;  at  a  red 
heat  it  is  decomposed  into  sodium  nitrite  and  oxygen  gas.  Mixed 
with  coal,  it  deflagrates  on  heating.  It  attracts  moisture  from  the 
air  (especially  if  not  quite  free  from  chlorides),  and  readily  dis- 
solves in  water,  with  a  considerable  lowering  of  the  tempera- 
ture. 

1  part  of  sodium  nitrite,  according  to  Marx,  requires  for  so- 
lution 1-58  part  of  water  at  -6°,  125  at  0°,  046  at  +119°  C. 
According  to  Eopp,  1  part  of  sodium  nitrite  at  18^*6  C.  requires 
l']4  of  water,  or  100  parts  of  water  dissolve  87*72  parts  of  the  salt. 
In  the  presence  of  sodium  chloride  its  solubility  is  considerably 
less. 


») 
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^eeifie  Gravity  of  the  Solutions  of  Sodium  Nitrate  at  20°  ( 

Farts  of  aalt 
in  100  water. 

1 

Spedfle 
gnnty. 

10065 

Farts  of  salt 
in  100  water. 

26 

Spedfle 
gneiitj. 

11904 

2 

10131 

27 

11987 

8 

10197 

28 

1-2070 

4 

10264 

29 

1-2154 

6 

10332 

80 

1-2239 

6 

1-0399 

31 

1-2326 

7 

10468 

82 

1-2412 

8 

10537 

83 

1-2500 

9 

10606 

84 

1-2589 

10 

10676 

35 

1-2679 

11 

1-0746 

86 

1-2770 

12 

1-0817 

87 

1-2863 

13 

1-0889 

88 

1-2958 

14 

10962 

89 

1-8055 

15 

11035 

40 

1-8156 

16 

11109 

41 

1-3255 

17 

11184 

42 

1-8856 

18 

11260 

48 

1-8456 

19 

11338 

44 

1-3557 

20 

11418 

45 

1-8659 

21 

11498 

46 

1-3761 

22 

1-1578 

47 

1-3864 

23 

11659 

48 

1-8968 

24 

11740 

4Q 

1-4074 

25 

1-1822 

60 

1-4180 

Sodium  nitrate  crystallizes  from  its  solutions  in  rhombohedric 
crystals  with  angles  of  106°  SQf  and  VS""  SC.  Its  melting-point  is 
816°-319°C.  (Carnelley,  Joum.  Chem.  Soc.  1878,  ii.  p.  277). 

It  occurs  in  many  places  in  small  quantities ;  but  the  only  large 
bed  of  it  is  in  the  south  of  Peru,  near  the  frontier  of  Chili,  in  the 
district  of  Tarapaca,  between  19  and  23^  degrees  of  south  lati- 
tude, partly  in  the  plateau  of  Atacama,  3300  feet  above  the  sea-level, 
and  covering  260,000  acres.  It  was  discovered  in  1821  by  Mariano 
de  Bivero,  and  has  been  worked  since  1830.  According  to  G.  Lang- 
bein  (Wagner's  Jahresb.  1871,  p.  300,  and  1872,  p.  290)  there  ex- 
isted  in  1871  in  this  district  eleven  large  nitre-refineries,  with  a  daily 
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production  of  about  300^  tons  refined  nitre.  The  nitre-bearing 
rock^  called  caliche,  is  found  in  layers  of  from  10  inches  to  5  feet 
dqjth,  which  rarely  crop  out  at  the  surface.  The  overlying  rock, 
called  costra,  is  18  inches  to  7  feet  thick,  and  consists  principally 
of  a  hard  conglomerate  of  sand,  felspar,  phosphates,  and  other 
minerals. 

The  composition  of  the  caliche  varies  ;  it  contains  from  48 
to  75  per  cent,  of  sodium  nitrate,  20  to  40  per  cent,  of  sodium 
chloride,  and  varying  quantities  of  sodium  sulphate,  calcium  sul- 
phate, potassium  nitrate,  potassium  iodate,  magnesium  chloride, 
also  insoluble  earthy  portions  and  organic  substance  (guano) .  It  is 
first  broken  by  a  stone-breaJ^ing  machine,  and  then  put  into  the 
di8sol?ers.  These  are  partly  open  square  tanks,  preferably,  however, 
closed  egg-shaped  boilers  with  two  man-holes — one  on  the  top  for 
filling  in  the  caliche,  another  at  the  bottom  for  emptying  the 
residue.  The  mass  rests  on  a  perforated  bottom.  The  boilers  are 
filled  entirely  with  the  broken  rock,  and  half  with  mother  liquor, 
and  are  heated  by  direct  steam  injected  below  the  false  bottom. 
After  1^  to  2^  hours  the  liquid,  then  sufficiently  saturated  with 
nitre,  is  run  into  settlers ;  from  these  it  flows,  after  several  hours, 
into  a  second  settler,  where,  by  half  an  hour's  rest,  it  allows  some 
stiU-suspended  common  salt  to  subside,  and  then  runs  into  shallow 
coolers.  The  residue  from  the  dissolvers,  which  stiU  contains  15 
to  35  per  cent,  of  sodium  nitrate,  is  either  emptied  at  once  or  boiled 
once  more  with  fresh  water.  The  crystals,  separated  in  the  coolers 
after  draining  off  the  mother  liquors,  are  spread  in  layers  of  12  to 
18  inches  thickness  on  a  large  surface  exposed  to  draught,  and 
dried  with  frequent  stirring.  The  total  cost  of  sodium  nitrate,  up 
to  its  reaching  European  ports,  in  1871,  amounted  to  £S  ISs.  per 
ton,  which  leaves  a  good  margin  for  profit  at  the  average  price  of 
£12  (it  has  reached  £16  and  more) .  Most  nitrate  is  shipped  from 
Iquique. 

Its  exportation  is  constantly  increasing,  as  is  proved  by  the  fol- 
lowing figures : — 

tons. 

1830 935 

1835 7020 

1840 11368 

1850 25592 

1860 68512 
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toiu. 

1870  147170 

1871  180295 

1872 exceeding  200000 

Since  July  12th^  1873^  the  Peniyian  Government  has  taken  in 
hand  the  sale  of  nitrate  of  soda^  and  has  fixed  the  maximum 
exportation  at  225000  tons. 

Touching  the  formation  of  nitrate  of  soda^  the  hypothesis  of  C. 
NoUner  (Wagner's  Jahresb.  1868,  p.  290)  is  considered  most 
probable,  according  to  which  enormous  masses  of  seaweed  have 
been  thrown  by  hurricanes  into  that  bay,  at  that  time  situated 
at  a  much  lower  level,  the  nitrogen  of  the  seaweed,  on  its  slow 
decay,  occasioning  the  formation  of  caliche.  In  favour  of  this 
hypothesis  are  the  constant  occurrence  of  iodine  in  the  caliche, 
the  prevalence  of  westerly  winds  in  that  country,  the  total  absence 
of  rain,  so  that  the  nitre  formed  was  not  washed  out,  and  the  well- 
known  gradual  rising  of  the  whole  coast  above  the  sea-level. 

The  iodine  collecting  in  the  mother  liquors  in  the  shape  of  iodate 
is  obtained  as  such,  or  in  the  form  of  cupreous  iodide,  in  a  few 
works,  and  shipped  to  Europe. 

A  few  analyses  may  be  subjoined  here : — 


Caliche.  Oottra. 

. • -v 

a.  h.  c.  a.              «. 

Sodium  nitrate 7062  6097  61-60  49^        18-60 

Sodium  iodata 1-90  0^3 

Sodium  iodide ...  traoee  traoee 

Sodium  chloride  22*39  16-85  22-08  29*96       83-80 

Sodium  Bolphato  1*80  4*66  8-99  9<i2        16-64 

FotaiBium  chloride ...  8-66  4*57         2*44 

Magnenum  chloride ...  0*43  1*25         1*62 

Kagneflium  sulphate 0-51  6*88 

Calcium  sulphate 0*87  1*31 

Calcium  carbonate    ...  012  0*15          0-09 

Silica  and  ferric  oxide ...  0*90  2*80         3*00 

Inaoluble   0-92  4*06  6*00  3*18        20*10 

Moisture    0-99  6*64 


•  •  •  •  ft  • 


•••  •«■  ••« 


•  ■  •  •  •  • 


lOOHX)      100-00 


The  analyses  a  and  b  {a  white,  b  brown  caliche)  are  by  Machattie 
(Chem.  News,  xxxi.  p.  263).  They  are  somewhat  suspicious,  both 
on  account  of  the  total  absence  of  potassium  salts  and  of  the  ex- 
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iremely  improbably  higb  percentage  of  sodiam  iodate.  This  is  all 
the  more  noticeable  as  Machattie  at  the  same  time  states  the 
arerage  percentage  of  iodine  in  fire  samples  of  mother  liquor  to  be 
=0*56^  equal  to  0*873  per  cent,  of  sodiam  iodate^  which  may  be 
nearer  the  truth.  The  analyses  c,  d,  and  e  are  by  Y.  L'OUvier 
(Compt.  Eend.,  28th  October,  1875)  • 

B.  Wagner  (Jahresb.  1869,  p.  248)  found  in  commercial  nitrate 
of  soda 

Sodium  nitrate    94*03 

„       nitrite    0-31 

,,        chloride 1*52 

Potassiimi  chloride 0*64 

Sodium  sulphate 0*92 

„       iodate 0*29 

Magnesium  chloride   0*93 

Boric  acid    traces 

Moisture 1*36 


10000 


The  nitrate  of  soda  imported  into  England,  as  used  by  Titriol- 
makers,  is  much  purer  than  the  above  sample.  The  English  sellers 
mostly  guarantee  a  maximum  of  5  per  cent.  '' refraction ^^  (that  is, 
the  total  percentage  of  all  foreign  constituents,  inclusive  of  water), 
frequently,  however,  4  or  even  3^  per  cent,  refraction.  English 
vitriol-makers  would,  indeed,  altogether  refuse  nitrate  containing 
upwards  of  3  per  cent,  of  chlorides,  like  that  analyzed  by  Wagner, 
1  per  cent,  being  the  maximum  allowed.  The  muriatic  acid  gene- 
rated from  them,  of  course,  gives,  with  nitric  acid,  free  chlorine 
and  its  compounds  with  nitrogen  oxides,  and  causes  a  loss  of  the 
latter.    The  average  composition  of  nitrate  for  chemical  works  is 

96  sodium  nitrate  (including  nitrite,  iodate^  &c.), 
0*5  chlorides  (calculated  as  NaCl), 
0*75  sulphates  (calculated  as  NaS04), 
2*75  moisture. 

In  the  fieu^ries  the  value  of  nitrate  is  mostly  only  estimated 
indirectly,  viz.  the  '^  refraction.'^  10  grams  are  well  dried  in  a 
porcelain  oapaule,  weighed  again,  dissolved,  the  residue  (if  any) 
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estimated^  the  liquid  dissolved  to  a  certain  volume,  and,  in  certain 
portions  of  the  liquid,  chlorine  and  sulphuric  acid  estimated  in  the 
usual  way.  Of  course  a  direct  estimation  of  the  nitric  acid  can  be 
made  by  one  of  the  methods  described  on  page  48  &c. 

When  emptying  nitrate  of  soda  from  the  bags,  a  certain  quan- 
tity of  the  salt,  which  is  always  damp,  remains  adhering  to  them — 
which  not  only  causes  loss,  but  makes  them  useless,  and  even  pro- 
duces a  danger  of  fire.  It  is  therefore  well  to  lixiviate  the  bags  with 
hot  water,  and  to  dry  them.  The  solution  is  evaporated  to  a  small 
bulk  and  crystallized. 

The  mother  liquor  is  always  very  rich  in  chlorides,  which  seems 
to  show  that  the  deliquescence  of  sodium  nitrate  is  not  a  property 
of  the  pure  salt,  but  is  owing  to  the  magnesium  and  calcium  chloride 
contained  in  it,  since  the  dampest  salt  will  adhere  to  the  bags. 

5.  Nitric  Acid, 
NO3H. 

This  may  also  be  called  one  of  the  raw  materials  of  vitriol- 
making,  although  a  manufactured  product  itself,  in  those  works 
using  it  in  lieu  of  solid  nitre. 

Its  properties  and  mode  of  manufacture  need  only  be  described 
here  very  briefly,  especially  as  it  is  nowhere  in  Great  Britain  used 
for  the  purpose  of  vitriol-making. 

The  nitric  acid  proper  (the  monohydrate)  has  the  equivalent  63, 
and  may  be  said  to  contain  as  constituents  85*71  nitric  anhy- 
dride (N2O5)  and  14-29  water.  Its  specific  gravity  is  1*54  at  20°, 
or  1'55  at  15®.  It  is  colourless  if  perfectly  pure ;  but  the  strongest 
acid  of  commerce  is  always  coloured  yellow,  or  even  red,  by  a  partial 
decomposition  into  oxygen  and  nitrogen  tetroxide,  Ng04  (hyponitric 
acid).  Its  boiling-point  is  86°  C.  On  boiling  an  acid  containing 
a  little  water,  at  first  strong  acid  distils  over,  till  the  boiling-point 
of  the  remainder  has  reached  126°,  at  which  point  the  thermometer 
remains  stationary,  and  an  acid  of  constant  composition  for  any 
certain  pressure  distils  over.  Exactly  the  same  point  is  reached 
from  the  opposite  side  by  distilling  more  dilute  acids,  in  which  case 
water  distils  over,  and  the  remaining  acid  becomes  more  and  more 
concentrated,  till  the  above  stationary  point  is  reached.  The  acid 
at  that  point  has  nearly  the  composition  2  NOgH  +  8  HjO  (corre- 
sponding to  60  N3O5  and  40  H^O)  and  a  specific  gravity  of  1*42. 
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The  oxidizing  properties  of  nitric  acid  are  well  known^  and  cannot 
be  described  in  detail  here ;  but  it  should  be  mentioned  that  an 
acid  containing  a  large  proportion  of  the  lower  oxides  of  nitrogen^ 
the  "  red  fuming  nitric  acid^^'  has  even  more  strongly  oxidizing 
properties  than  the  pure  acid^  because  this  helps  to  explain  some 
points  in  the  theory  of  the  formation  of  sulphuric  acid^  as  we  shall 
see  in  the  respective  chapter. 

Nitric  acid  has  been  known  since  the  time  of  Geber^  in  the  8th 
century;  and  Raymundus  Lullus  in  1225  taught  how  to  prepare  it  by 
distilling  a  mixture  of  clay  and  saltpetre.  Now-a-days  it  is  always 
made  by  distilling  nitrate  of  soda  with  sulphuric  acid^  an  excess  of 
the  latter  acid  beyond  the  theoretical  quantity  haying  to  be  used  in 
practice. 

In  theory  85  parts  of  NaNOg  require  49  parts  of  SO4HJ,  and 
yield  63NO3H  along  with  71Na2S04;  this  comes  to  the  same  as 
57*6  parts  of  SO4H2,  or^  say^  60  parts  of  ordinary  strong  oil  of 
Titriol  (with  93  per  cent,  of  SO4H2)  to  100  parts  of  95-per-cent. 
nitrate.  If  these  proportions  are  used^  a  portion  of  the  nitric  acid 
is  always  decomposed  into  O  and  N2O4,  and  red  fuming  acid  is 
obtained.  To  avoid  the  loss  involved  in  this  operation^  generally 
more  dilute  nitric  is  produced  by  employing  weaker  sulphuric  acid^ 
say  of  140^-148°  Tw.^  and  more  than  the  theoretical  quantity  of  it^ 
generally  from  20  to  30  per  cent,  in  excess  of  the  simple  equivalent. 
In  this  case  the  admixture  of  a  certain  quantity  of  sodium  bisulphate 
makes  the  residue  of  distillation  much  more  easily  fusible^  and 
facilitates  its  removal  from  the  retorts.  When  the  acid  is  made 
at  works  where  salt  is  decomposed^  even  more  sulphuric  acid  than 
the  above  is  generally  employed^  as  the  excess  is  not  lost^  the  re- 
sidual ''cylinder-cake''  or ''  nitre  cake ''  being  regularly  mixed  with 
the  salt  to  be  decomposed  in  the  sulphate-pans;  in  this  case  as 
much  snlphnric  acid  is  saved  as  corresponds  to  the  bisulphate  con- 
tained in  the  cylinder-cake. 

The  manufacture  of  nitric  add  takes  place  in  very  similar  appa- 
ratus to  those  formerly  used  in  the  manufacture  of  muriatic  acid^ 
where  the  latter  was  the  principal  product^  and  which  we  shall 
describe  in  the  second  book^  viz.  glass  retorts  or  cast-iron  retorts. 
The  former  are  very  little  nsed  now  on  a  large  scale.  The  retorts 
in  most  works  are  cylindrical^  generally  about  2  ft.  wide  and  5  ft. 
long^  two  being  heated  by  the  same  fire.  The  ends  of  the  cyliuders 
are  free ;  one  of  them  is  fixed  and  provided  with  a  pipe  for  taking 
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avay  tbe  vapoun ;  the  other  end  takes  off  and  aerres  for  charging 
the  nitre  and  discharging  the  residue.  A  hole  and  S-shaped  fnnnel 
in  the  man-lid  allow  of  running  in  the  sulphuric  acid.  These 
cylinder-ends  cause  a  good  deal  of  cooling,  and  consequently  a  loss 
of  fuel,  which  can  be  avoided  to  a  great  extent  if  they  are  not  made 
of  iron  but  of  a  single  stone  fiag  each ;  the  charging  end  also 
remains  fixed  in  this  case,  the  nitre  being  charged  through  a 
small  general  opening  in  it,  and  the  residue  being  run  off  in  a 
liqnid  state  through  a  pipe  generally  closed  by  a  ground-in  iron 
itopper.  A  little  more  sulphuric  acid  is  employed  in  this  cascj  so 
as  to  obtain  a  very  fluid  mass  at  the  end.  If  the  sulphuric  acid  is 
taken  at  144°  Tw.,  the  receivers  will  contain  a  nitric  acid  of  77*  to 
83°  Tw. ;  if  weaker  acid  is  desired,  a  little  water  is  put  into  the 
receivers.  Tbe  strongest  acid,  of  106°Tw.,  can  only  be  made  from 
strong  vitriol  and  dried  nitrate. 

The  cylinders  are  often  cast  so  that  their  upper  half  can  be  pro- 
tected against  the  attack  of  the  acid  by  lining  it  with  acid-proof 
bricks  (see  fig.  9) ;  but  according  to  some  this  does  more  harm 
than  good,  as  the  upper  part  of  the  metal  cylinder  is  all  the  less 
acted  apon  by  the  nitric  acid  the  hotter  it  becomes. 

Fig.  9. 


Some  works  use  lai^  semlcylindrical  troughs  of  cast  metal  with 
broad  flanges  and  a  vertical  rim  all  round,  in  order  to  cover  tbem 
by  a  brick  arch  or  a  stone  slab. 

Many  continental  works  use  retorts  of  a  very  different  shape, 
via.  cast-iron  pots  about  4  ft.  high  and  equally  wide,  having  an 
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opening  with  a  lid  at  the  top  for  introdudng  nitre  and  sidphnric 
add^  and  a  side  branch  for  taking  away  the  gaa^  similar  to  a  labo- 
ratory-retort.    The  whole  is  set  in  a  furnace  in  such  a  way  that  it 
is  altogether  sxirronnded  by  the  fire^  even  at  the  top^  to  which  access 
is  obtained  firom  time  to  time  by  removing  a  fire-clay  slab  forming  a 
temporary  cover  to  the  fomace  in  that  place.    This  arrangement 
saves  a  good  deal  of  fuel ;  and  as  the  metal  gets  hot  all  over^  the 
retort  stands  very  well.    The  melted  residue  remaining  after  each 
operation  is  sometimes  run  off  by  a  side  branch  at  the  bottom^ 
dosed  by  a  plug ;  but  more  frequently  it  is  taken  out  with  ladles 
from  the  top  whilst  still  in  the  liquid  state.     Each  of  these  appa- 
ratus holds  5  cwt.  of  nitre ;  and  each  operation  lasts  14  or  16  hours. 
The  condensing- apparatus  always  consists  of  stoneware  Woulfe's 
bottles^  exactly  like  those  used  for  muriatic  acid  (compare  that 
chapter)^  combined  in  sets  of  seven  to  nine  or  even  more.    Accord- 
ing to  the  strength  of  acid  intended  to  be  made^  they  are  either  left 
empty  or  charged  with  a  little  water^  as  already  mentioned.     Some- 
times they  are  cooled  on  the  outside  with  water ;  but  generally  this 
is  not  the  ease.    Each  of  them  is  provided  with  a  bottom  tap  for 
numing  off  the  condensed  acid ;  that  from  the  first  two  receivers  is 
more  impure  than  that  of  the  others^  as  it  contains  a  little  sulphuric 
acid  and  iron  carried  over  from  the  retort.    The  acid  becomes 
weaker  the  further  the  receivers  are  from  the  retort.     Since  the 
receivers  now  and  then  crack  with  the  heat^  it  is  advisable  to  put 
them  on  stoneware  saucers  provided  with  a  spout^  for  collecting 
the  acid  ranning  out. 

The  cement  for  the  temporary  connexions  is  mostly  made  of  clay 
and  horsedung,  or  something  of  that  kind.  For  luting  the  arms  into 
the  receivers  &c.  the  following  cement  is  said  to  serve  rery  well : — 
I  ounce  of  finely  powdered  brimstone  is  shaken  up  with  5  lb.  of 
hot  linseed  oil ;  1  lb.  of  cut-up  india-rubber  scrap  is  added^  and  the 
whole  boiled  with  constant  stirring  till  it  is  all  dissolved  or  con- 
verted into  a  homogeneous  mass.  After  coolings  the  mixture  is  mixed 
with  finely  ground  sulphate  of  barytes^  and  worked  up  in  an  iron 
mortar^  till  it  forms  a  tough  homogeneous  mass.  This  cement  both 
resists  the  acid  and  preserves  a  certain  degree  of  elasticity. 

Several  small  but  not  unimportant  improvements  have  latterly 
been  effected  in  the  apparatus  for  condensing  the  nitric  acid. 
Instead  of  allowing  the  add  vapours  to  pass  directly  into  the  first 
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receiver,  which   even  with  the  best  ware  Rg.  10. 

often  leads  to  breakages,  owing  to  the  sudden 
change  of  temperature,  especially  with  forced 
working,  latterly  the  vapours  are  previously 
cooled  in  different  ways.  Sometimes  stone- 
ware worms  cooled  by  water  are  employed, 
of  the  shape  of  fig.  10,  as  supplied  by  Messrs. 
Doulton  and  Watts,  of  Lambeth^  and  other 
firms;  they  are  very  efficient,  and  stand 
changes  of  temperature  very  well. 

A  cheaper  arrangement  of  GobeFs  (Dingl.  Journ.  ccsx.  p.  241) 
has  also  been  very  successful.  This  is  a  straight  glass  tube,  bent 
at  each  end,  lying  in  cold  water;  for  each  ton  of  nitre  4^  tons  of 
cooling-water  are  required.  One  end  of  the  glass  tube  is  loosely 
connected  with  the  glass  tube  coming  out  of  the  retort ;  the  other 
end  enters  the  first  receiver.  With  the  aid  of  this  simple  apparatus 
the  quantity  of  nitre  decomposed  per  36  hours  can  be  raised  &om 
6  cwt.  to  6  cwt. ;  or  the  5  cwt.  can  be  decomposed  by  fractional 
distillation,  so  that  colourless  acid  is  obtained  in  the  first  operation; 
this  is  done  by  means  of  a  two-way  cock.  Besides,  the  receivers 
can  be  diminished  by  two  thirds,  from  9  to  3,  as  most  of  the  acid 
is  already  condensed  in  the  glass  tube  and  collects  in  the  first 
receiver,  in  which  thus  an  extremely  concentrated  acid  can  be  ob- 
tained— ^for  instance,  in  the  first  receiver  nearly  3  cwt.  of  1*53  spec, 
grav.,  in  the  second  about  1  cwt.  of  1*49  spec,  grav.,  in  the  third 
acid  of  1*32.  With  this  apparatus  no  receivers  are  ever  cracked, 
and  the  glass  tube  lasts  six  months^  each  renewal  costing  about  5^ . 
Gobel  states  the  usual  breakage  per  month  and  apparatus  as  5 
receivers,  or  60  receivers  per  annum  at  £1  each;  but  many  works 
have  much  less  breakage.  Lastly,  according  to  Gobel,  the  old 
yield  from  100  parts  of  pure  sodium  nitrate  is  125*3  parts  nitric 
acid  of  1*33  spec,  grav.,  but  with  his  apparatus  132' 1  parts,  equal 
to  4*75  per  cent,  increase.  On  the  other  hand,  the  cost  of  pumping 
the  cooUng-water  must  not  be  forgotten. 

Much  simpler,  again,  but  not  quite  so  efficient  as  Gobel's  appa- 
ratus, is  the  interposition  of  glass  tubes  with  cooling  by  the  air 
only  between  the  retorts  and  the  receivers.  In  this  case  not  only 
the  cooling-water  is  saved,  but  it  is  possible  to  employ  the  tube  in 
several  pieces  of  a  somewhat  conical  shape,  loosely  put  together 
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(fig.  11) ;    only  the  whole  must  have  enough  fall  for  the  con- 
densed acid  not  to  stop  in  the  tubes  and  run  out  of  the  joints. 
With  a  length  of  from  10  to  13  feet  (the  longer  the  better) 
the  cooling  by  air  is  already  very  efficient.  ^-  H- 

Porther,  a  contrivance  is  frequently  met  with  for  de- 
priving the  gas  issuing  &om  the  last  receiver  of  all  not 
condensed  nitrogen  oxides  before  they  enter  the  chimney. 
This  is  s  small  Gay-Lussac's  absorbing  tower  {compare 
Chapter  X.) ,  consisting  of  a  stack  of  stoneware  pipes  filled 
with  coke  and  continually  fed  with  sulphuric  acid  of  144° 
to  152°  Tw,  J  the  gas  enters  at  the  bottom  and  issues  at 
the  top,  and  thereby  gives  up  all  its  nitrous  and  hyponitric 
adds  to  the  vitriol^  which  arrives  at  the  bottom  as  a  more 
or  less  rich  "  nitrous  vitriol,"  and  can  be  employed  in  the 
manufacture  of  sulphuric  acid.  For  a  ton  of  nitre  from 
3^  to  4  cwt.  of  vitriol  are  required ;  and  nitrogen  acids 
corresponding  to  3  or  5  per  cent,  of  nitric  acid  of  1'33  ' 
spec.  grav.  are  absorbed  by  the  same,  more  or  less,  accord- 
ing to  the  percentage  of  chlorides  in  the  nitre. 

For  such  manufactures  of  nitric  acid  as  are  not  in  con- 
nexion with  sulphuric-acid  works,  it  is  preferable  to  feed 
the  coke-tower  with  water.  If  care  is  taken  that  there  is 
always  an  excess  of  air  present,  not  merely  the  last  remnant 
of  nitric  acid  is  condensed,  but  the  hyponitric  acid  is 
likewise  converted  into  nitric  acid  and  thus  saved.  The 
same  reaction  is  already  used  in  several  other  cases  iu  order 
to  reconvert  the  lower  nitrogen-acids,  previously  lost, 
into  nitric  acid.  But  this  does  not  act  as  thoroughly 
as  the  absorption  by  strong  vitriol;  a  little  hyponitric 
acid  8ec.  is  always  lost;  and  therefore  the  proposals  of  R. 
Wagner  (igniting  nitre  with  alumina),  Walz  (heating  nitre 
with  calcium  carbonate  and  steam  iu  retorts),  Kuhlmann 
(heating  nitre  with  manganese  chloride,  manganese  dioxide, 
common  salt  and  nitrogen  tetroxide  being  formed),  and 
others  have  not  been  ultimately  successful. 

The  refining  of  nitric  acid  consists  in  driving  off  the  lower 
oxides,  so  that  the  acid  is  got  colourless.  This  can  be  doue  by  long 
heating  in  a  water-bath,  which  is  a  tedious  operation — much  more 
qnicklr  if  a  current  of  air  is  blown  through  the  gently  heated  acid ; 
^e  ur  along  with  the  gas  contained  in  it  is  conducted  through  a 
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small  coke-tower  fed  with  water,  where  dilute  nitric  acid  is  obtained. 
There  is,  however,  a  little  loss  in  that  operation.  This  refining  is, 
of  course,  unnecessary  for  nitric  acid  used  in  the  manufacture  of 
sulphuric  acid. 

The  following  is  a  table  of  the  percentage  of  nitric  acid  for  different 
specific  gravities,  according  to  Kolb  (Bidl.  Soc.  Ind.  de  Mulhouse, 
1866,  p.  412)  :— 


Degrees 
(Bauin6). 

Spec. 

100  parts  contain  at  0°  G. 

100  parts  contain  at  lb""  C. 

gravity. 

NO3H. 

NA- 

NO3H. 

NA. 

0 

1-000 

0-0 

0-0 

0-2 

0-1 

1 

1-007 

11 

0-9 

1-6 

1-3 

2 

1014 

2-2 

1-9 

2-6 

2-2 

3 

1022 

3-4 

2^9 

4-0 

3-4 

4 

1029 

4-5 

8-9 

51 

4-4 

5 

1036 

5-5 

4-7 

6-3 

64 

6 

1-044 

6-7 

6-7 

7-6 

6-5 

7 

1-052 

8-0 

6-9 

9-0 

7-7 

8 

1060 

9-2 

7-9 

10-2 

87 

9 

1-067 

10-2 

8-7 

11-4 

9-8 

10 

1-076 

11-4 

9-8 

12-7 

10-9 

11 

1083 

12-6 

10-8 

14-0 

12-0 

12 

1091 

13-8 

11-8 

16-8 

13-1 

13 

1100 

15-2 

18-0 

16-8 

14-4 

14 

1108 

16-4 

14-0 

18-0 

15-4 

15 

1116 

17-6 

161 

19-4 

16-6 

16 

1125 

18-9 

16-2 

20-8 

17-8 

17 

1134 

20-2 

17-3 

22-2 

19-0 

18 

1-143 

21-6 

18-5 

23-6 

20-2 

19 

•  1152 

22-9 

196 

24-9 

21-3 

20 

1-161 

24-2 

20-7 

26-3 

22-5 

21 

1-171 

25-7 

220 

27-8 

23-8 

22 

1-180 

270 

23-1 

29-2 

25-0 

23 

1190 

28-5 

24-4 

307 

26-3 

24 

1199 

29-8 

-25-5 

321 

27-6 

26 

1-210 

31-4 

26-9 

33-8 

28-9 

26 

1-221 

33-1 

\       28-4 

36-6 

30-4 

27 

1-231 

34-6 

29-7 

370 

317 

28 

1-242 

36-2 

31-0 

38-6 

331 

29 

1-252 

37-7 

32-3 

40-2 

34-5 

30 

1-261 

391 

33-5 

41-5 

85-6 

31 

1-276 

41-1 

35-2 

43-6 

87-3 

32 

1-286 

42-6 

365 

45-0 

38-6 

33 

1-298 

44-4 

88-0 

471 

40-4 

34 

1-309 

461 

396 

48-6 

417 

35 

1-321 

48-0 

411 

60-7 

43-5 

36 

1-334 

60-0 

42-9 

62-9 

46-3 

37 

1-346 

61-9 

44-6 

560 

47-1 

38 

1-359 

540 

46-8 

57-3 

49-1 

39 

1-372 

56-2 

48-2 

69-6 

61-1 

40 

1-384 

58-4 

50-0 

61-7 

52-9 
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Table  (continued). 


1 

DegKes 

Spoo. 

100  parts  contain  at  0^  C. 

100  parU  contain  at  W  C. 

granty. 

NO,H. 

NA. 

NO3H. 

N.O,. 

41 

1398 

(50-8 

52-1 

64-5 

55-3 

42 

1-412 

632 

&1-2 

67-5 

57-9 

43 

1-426 

66-2 

56-7 

70-6 

60-5 

44 

1-440 

690 

591 

74-4 

63-8 

45 

1-454 

72-2 

61-9 

78-4 

67-2 

46 

1-470 

761 

65-2 

83-0 

711 

47 

1-485 

802 

68-7 

87-1 

74-7 

48 

1-501 

845 

724 

92-6 

79-4 

49 

1-516 

88-4 

75-8 

96-0 

823 

49-5 

1-524 

to-s 

77-6 

98-0 

840 

49-9 

1-530 

92-2 

79-0 

1000 

85-71 

5(H) 

1-532 

92-7 

79-5 

60-5 

1-541 

950 

81-4 

510 

1-549 

973 

83-4 

51-6 

1-559 

lOOO 

85-71 

The  following  Table,  showing  the  increase  of  the  specific  gravity 
offdtric  acid  an  cooling  down  to  15"^  C.^  has  been  published  by  Oobel 
(Dingl.  Joum.  ccxx.  p.  244)  : — 


Tempe- 

Increase 

1 

i    Tempe- 

Increase 

Tempe- 

Increase 

Tatnre 

on  cooling 

rature 

on  cooling 

rature 

on  cooling 

C. 

to  150  C. 

1 

C. 

tol5°C.  1 

C. 

to  15°  0. 

A 

""  Baam6. 

0 

°Baum6. 

0 

""Baom^. 

450 

3-65 

35-0 

210 

25-0 

0-90 

44-5 

3-56 

34-5 

1-98 

24-5 

0-80 

44H) 

3-48 

34-0 

1-92 

24-0 

076 

43-5 

3-40 

33-5 

1-85 

23-5 

0-72 

43-0 

3-32 

'      33-0 

1-79 

230 

0-67 

42-5 

323       ' 

32-5 

1-73 

22-5 

063 

42H) 

315 

32-0 

1-67 

22-0 

0-59 

41-5 

3-08 

31-5 

1-62 

21-5 

0-55 

41-0 

3-00 

31-0 

V56 

210 

0-52 

40-5 

2-92 

80-6 

1-50 

20-5 

0-48 

40-0 

285 

300 

1-45 

200 

0-46 

395 

2-73 

295 

1-34 

19-5 

036 

390 

265 

290 

129 

190 

0-33 

38-5 

2-58 

28-5 

1-23 

18-5 

0-29 

38-0 

250 

280 

1-18 

180 

0-25 

375 

2-43 

27-5 

113 

17-5 

0-20 

37-0 

2-36 

270 

1-08 

170 

013 

86-5 

2-29 

26-5 

103 

16-5 

007 

36-0 

2-23 

260 

099 

160 

005 

35-5 

2-16 

25-5 

0-94 

15-5 

1 

0-02 

Apart  from  the  nitric  acid  made  specially  for  this  purpose^  lat- 
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terly  yitriol-manufacturers  have  also  used  largely  the  mixture  of 
nitric  acid  with  much  strong  sulphuric  acid  which  is  obtained  in 
aniline-works  in  the  manufacture  of  nitrobemine,  in  dynamite 
works  in  the  manufacture  of  nitroglycerine ,  and  in  other  analogous 
cases.  Only^  as  a  matter  of  course^  especially  in  the  case  of  acid 
from  nitroglycerine^  all  drops  of  oil  must  be  rigidly  kept  away. 
These  acids  may  be  used  in  the  Glover  tower  or  in  the  steam- 
columns  (Chapter  X.) . 
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CHAPTER  V. 

THE  PRODUCTION  OF  SULPHUROUS  ACID  FROM 

BRIMSTONE. 

Already  in  the  historical  part  attention  has  been  drawn  to  the 
point  that  important  progress  was  made  in  the  manufacture  of 
sulphuric  acid  when  the  periodical  combustion  of  sulphur  tviihin 
the  acid-chambers  was  replaced  by  continuous  work  in  special  appa- 
ratus attached  to  the  chambers.  This  led  to  making  the  sulphur- 
burners  altogether  independent  of  the  chambers^  and  conveying  the 
gas  generated  in  the  former  by  a  flue  into  the  latter. 

Whilst  in  the  old  periodical  style  of  working  only  the  oxygen 
actually  present  in  the  chamber  could  come  into  play>  and  there- 
fore after  every  combustion  the  chamber  had  to  be  supplied  with 
fresh  air  by  opening  the  door  and  a  special  valve^  of  course  at  the 
expense  of  much  inconvenience  and  loss  of  gas^  in  the  continuous 
style  of  work  the  necessary  air  constantly  enters  the  burner  by 
suitable  openings  at  the  same  rate  as  the  products  of  combustion 
are  aspirated  into  the  chamber  by  the  draught  prevailing  through- 
out the  apparatus.  The  continuity  of  work  must  be  further 
aided  by  employing  a  combination  of  several  burners^  so  that  there 
shall  always  be  'burning  sulphur  present.  There- are  also  burners 
to  which  the  brimstone  is  continuously  supplied^  in  order  to  avoid 
the  drawback  of  irregular  supply  of  air  and  gas  occurring  even  with 
the  combination  of  several  ordinary  burners. 

The  plainest  sulphur-bumersi  such  as  were  the  most  ujsual  in 
England^  are  represented  in  figs.  12  to  14. 

The  burner  consists  of  a  brick  chamber  covered  by  an  arch, 
whose  bottom  is  formed  by  a  cast-iron  plate,  a,  separately  shown 
in  fig.  14.  This  plate  at  the  two  long  sides  and  one  of  the  ends 
has  a  somewhat  slanting-up  flange  of  8  inches  height — ^in  firont, 
however,  only  1  inch,  so  as  to  get  out  the  ashes  more  easily.     It 
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does  not  go  right  throogh  the  burner,  but  leaves  the  last  third  of 
it  f  ree^  in  order  to  give  an  opportunity  to  the  sulphur  vapour,  which 
is  always  formed,  of  mixing  with  the  excess  of  air  and  burning ; 
rarely,  however,  this  is  completely  performed,  so  aa  to  entirely 
do  away  with  any  sublimation  of  sulphur.  This  not  only  causes  a 
loss  of  sulphur,  but  also  easily  leads  to  the  chamber-acid  getting 
muddy  and  being  covered  by  a  thin  membrane  which  prevents  the 
contact  between  the  bottom  acid  and  the  gas,  very  necessary  for 
the  chamber  process.     The  burner  is  further  provided  with  an  iron 
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door,  6,  sliding  in  a  frame  and  adjustable  by  a  chain  and  balance* 
irdght ;  also  with  a  pipe^  c,  for  taking  away  the  gas.  An  air* 
channel,  rf,  below  the  plate  is  in  connexion  with  a  small  chimney, 
or  sometimes  only  with  the  open  air,  in  order  to  cool  the  metal 
plate  to  some  extent  and  prevent  the  sublimation  of  sulphur. 
There  are  always  several  furnaces  of  this  kind  combined  together ; 
each  of  them^  with  plates  of  8  feet  x  4  feet,  can  bum  5  cwt.  of 
brimstone  in  24  hours,  which  is  put  in  in  6  portions,  one  every  4 
hours ;  if  four  furnaces  are  combined,  one  of  them  is  charged  every 
hour.  In  these  burners  usually  at  the  same  time  the  nitric  acid  is 
liberated  by  placing  cast-iron  pots,  provided  with  3  feet  and  con- 
taining a  mixture  of  nitre  and  vitriol,  amidst  the  burning  sulphur 
by  means  of  large  tongs. 

For  a  start  the  plates  are  heated  by  a  small  fire  of  wood  shavings, 
the  door  being  left  open,  not  till  the  iron  becomes  red  hot,  but 
only  till  the  first  charge  of  sulphur  ignites  of  its  own  accord  or 
can  be  easily  lighted  by  a  red-hot  iron;  the  further  charges  always 
find  the  burner  sufficiently  warm.  A  special  fire-grate  below  the 
plate^  to  be  used  only  at  the  start,  is  quite  unnecessary.  The  ad- 
miasion  «of  air  is  regulated  by  opening  the  door,  b,  more  or  less 
widely;  and  its  position  is  fixed  by  putting  a  wedge  underneath  the 
door,  or  by  hooking  the  balance-chain  to  a  nail  driven  into  the 
brickwork  outside.  In  the  beginning,  when  the  chambers  are  filled 
with  air,  the  damper  in  the  draught-tube  is  only  opened  gradually^ 
to  chase  the  air  away  more  thoroughly. 

The  style  of  working  is  generally  rather  rough ;  it  must  be  con- 
sidered that  such  burners  are  now-a*days  hardly  found  in  large  works, 
where  more  supervision  can  take  place.  Before^he  attendant  pulls 
up  the  door,  he  convinces  himself  of  the  state  of  'the*eliambers  so 
as  to  judge  how  much  nitre  he  is  to  '^  pot^'  along  with  the  brim- 
stone. Often  the  nitre  is  merely  measured  by  guesswork.  First 
the  brimstone  is  thrown  in ;  the  door  is  immediately  let  down,  then 
a  sufficient  quantity  of  chamber-acid  is  poured  into  the  nitre-pots, 
always  by  guesswork ;  the  door  is  opened  again,  and  the  pots  are 
placed  among  the  brimstone,  now  already  on  fire,  by  means  of  an 
iron  fork  made  for  the  purpose.  The  heat  produced  by  the  pro- 
gress of  the  combustion  drives  ojQP  the  nitric  acid,  and  this  enters 
the  chambers  along  with  the  sulphurous  acid. 

When  the  time  is  up,  the  door  is  raised  again,  and  the  ashes  are 
raked  out ;  first,  however,  the  nitre-pots  are  lifted  out  and  emptied 
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of  their  liquid  contents.  Then  a  new  chaise  is  made  aa  above, 
and  so  forth.  In  all  other  sulphur-burners,  excepting  the  conti- 
nuous ones,  the  work  is  carried  on  iu  the  same  way;  only  the 
introduction  of  the  nitre  sometimes  takes  place  in  a  less  rough 
way,  or  nitric  acid  is  used  directly  in  the  chambers. 

It  is  a  sign  that  the  burner  is  working  well  if  the  brimstone 
bums  with  a  pure  blue  flame ;  as  soon  as  the  ilame  takes  a  brown 
tinge,  it  is  a  sign  that  much  sulphur  is  subliming,  and  care  must 
liien  be  taken  to  cool  the  plate  by  the  flue  underneath. 

A  somewhat  more  perfect  apparatus  is  shown  iufig.  15.     A  is 

Fig.  15. 


the  foundation,  B  the  chamber  for  burning  the  sulphur,  C  the  gas- 
pipe.  The  foundation  carries  a  cast-iron  plate  which  covers  the 
whole  furnace-bottom,  and  is  inclined  a  Uttle  forward.  The 
combustion-chambers  are  at  the  sides  bounded  by  brick  waUs, 
but  in  front,  at  the  back,  and  at  the  top  by  cast-iron  plates; 
in  front  also  are  the  charging-doors,  b  b,  and  small  openings, 
a  a,  provided  with  slides  for  regulating  the  access  of  air.  The 
furnace-bottom  is  divided  by  3-  or  4-inch  iron  bars  into  three  com- 
partments, corresponding  to  the  doors  and  draught-holes,  which  are 
served  by  turns.  Inside  the  pots  are  visible,  into  which  the  mixture 
ofnitre  and  vitriol  is  charged.  The  details  of  construction  are  often 
very  different  from  those  shown  in  the  diagram ;  there  are  burners 
with  more  or  fewer  working  compartments,  with  different  regulation 
of  air,  with  rails  over  the  bottom  plates  for  pushing  in  a  box  instead 
of  the  nitre-pots,  &c.     The  nitre-pots  must  receive  a  very  small 
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charge;  otberrise  the  danger  of  boiling  over  is  considerable, 
■nd  the  sodiom  sntpbate  among  the  brimstone  is  very  trouble- 
some. "When  nitric  acid  is  usedj  the  nitre-pots  are  not  wanted 
fttall. 

Sometimes  the  iron  aides  of  the  sulphur-burners  have  been  made 
double,  and  an  air-channel  has  been  left  in  the  space  between; 
thus,  of  coiurse,  the  temperature  of  the  burner  could  be  regiJated 
to  a  nicety  by  opening  up  a  draught  throagh  the  double  iron  wall 
when  the  burner  got  too  hot,  and  shutting  up  the  draught  whea 
it  got  too  cold ;  but  such  iron  burners  are  very  soon  worn  out,  and 
they  have  therefore  frequently  been  given  up  again. 

The  diagrams  figs.  16  to  19  show  a  set  of  two  burners  free  from 
moet  of  the  drawbacks  mentioned.  Fig.  19  is  a  sectional  plan 
taken  at  two  different  levels ;  fig.  18  a  longitudinal  section ;  fig.  16 
half  front  elevation,  half  cross  section ;  fig.  17  hack  elevation. 

Fig,  16.  Fig.  17. 


_1 I !"■ 


a  is  the  cast-iron  bottom  plate  for  burning  the  sulphur;  it  is 
carried  hollow  on  pillars ;  and  the  channels  b  b  formed  thereby 
underneath  the  plate  communicate  with  the  outer  air  by  the  open- 
ing  e,  so  that  the  plate  can  be  cooled  from  below.  The  channels, 
d  i,  left  in  the  foundation  a  little  further  below,  communicate  with 
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this  system,  and  ultimately  end  outside  at  cP.  Owing  to  the  diflvr- 
ence  of  level  and  temperature,  the  air  must  alTTBjrs  eater  at  d'  and 
get  out  at  c ;  its  quantity  can  be  easily  regulated  1^  partially 
closii^  c.  The  door,  c,  is  hung  in  the  usual  way.  The  gas  of  the 
burner  does  not  go  straight  to  the  chamber,  but  first  ascends 
through  the  opening  /  into  a  space  separated  from  the  burner 

Fig.l& 
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proper  by  an  arcli.  Just  above  the  opening  there  is  a  gratings  on 
which  the  nitre-pots  are  pnt,  being  introduced  hj  the  door  g. 
There  is  here  a  small  hole,  h,  lined  with  an  iron  tube,  for  admit- 
ting  a  little  more  air  to  the  upper  compartment  and  burning 
any  sublimed  sulphur.  The  gas  first  returns  to  the  front,  then 
back  again  through  the  hole  t  and  the  second  half  of  the  upper 
compartment,  and  at  last  escapes  through  the  cast-iron  pipe  k, 
common  to  two  burners,  whose  upper  stories  are  accordingly  not 
built  identically,  but  symmetrically. 

This  burner  (known  to  the  author  from  actual  use)  admits 
of  very  good  regulation ;  the  sublimed  sulphur  on  its  long  way 
through  the  upper  story  is  either  deposited  as  such  or  burnt,  and 
cannot  get  into  the  chambers.  The  boiling-over  of  the  nitre-pots 
can  here  be  made  harmless  by  simple  contrivauces.  This  burner  is 
in  some  points  analogous  to  that  of  Harrison  Blair  (see  below),  but 
it  is  much  simpler  and  adapted  for  a  smaller  scale  of  work.  As  a 
rule  the  working  doors  used  to  be  closed  within  a  very  small  frac- 
tion, and  the  admission  of  air  to  the  upper  story  regulated  by  more 
or  less  closing  the  hole  b.  Four  such  furnaces  worked  together ; 
every  half-hour  one  of  them  was  charged  with  ^  cwt.  of  brim- 
stone. 

In  order  to  avoid  the  drawback  common  to  all  sulphur-burners, 

viz.  the  high  temperature  causing  a  sublimation  of  sulphur  (which 

some  have  tried  to  avoid  by  wetting  the  brimstone  with  water),  and 

in  order  even  to  turn  it  to  use,  the  cover  of  the  sulphur-burner  is 

sometimes  employed  for  drying  wet  materials ;  sometimes  it  has 

been  made  in  the  shape  of  a  pan  for  heating  water.     In  a  few 

places  a  further  step  has  been  taken  by  giving  to  the  burner  a  cover 

consisting  of  a  peculiarly  shaped  cast-iron  steam-boiler,  as  shown  in 

fig.  20.    The  vapours  of  SO,  generated  in  the  plate  a  first  heat  the 

bottom  of  the  boiler  and  then  circulate  round  its  sides  by  the  flues 

c  c ;  at  last  they  go  into  the  pipe  leading  to  the  chambers.    In  this 

way  a  good  deal  of  fuel  is  said  to  have  been  saved ;  and  the  boilers 

are  said  to  have  suffered  so  little  that  at  Euhlmann^s  works  they 

only  reqtdred  turning  their  back  end  foremost  after  the  lapse 

of  seven  years.     This  is  not  in  opposition  to  the  above-mentioned 

fact  that  the  iron  walls  of  the  furnace  do  not  stand  well,  because 

the  steam-boiler  could  neither  be  overheated  nor  was  it  in  contact 

with  the  outer  air.     In  spite  of  this  the  above  arrangement  has 
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been  ^ven  up  again  everywhere,  probably  because  the  generation 
of  steam  tbs  too  slow,  and  could  not  be  depended  upon  for  that 
regularity  which  is  of  paramount  necessity  in  the  manufacture  of 
sulphuric  acid. 

Another  arrangement,  made  by  Euhlmann  later  on,  is  said  to 
have  been  more  effective.  He  bnilt  for  each  set  of  chambers  a 
furnace  with  four  cast-iron  Pi  -shaped  retorts  of  the  same  kind  as 
is  uaaal  in  gas  works.  The  retorts  have  at  the  front  end  openings 
for  charging  the  sulphur  and  for  the  draught,  at  the  back  end 
pipes  for  taking  away  the  gas.  The  brimstone  bums  on  the  flat 
bottom ;  the  gases  are  carried  away  from  the  back  end  by  long 
pipes  to  a  wide  common  antechamber.  On  this  long  journey 
and  in  the  chamber,  where  it  travels  slowly,  the  gas  has  suffi- 
cient time  for  cooling  and  for  allowing  the  sublimed  sulphur  to 
Bulwide. 

All  the  snlphur-bumers  hitherto  described  are  built  on  the  inter- 
mittent plan ;  and  unless  a  number  of  them  were  working  together, 
they  would  yield  a  very  unequal  current  of  gas.  As  the  brimstone, 
of  course^  must  be  allowed  to  bum  off  as  completely  as  possible, 
the  furnace  in  the  later  stage,  and  especially  just  before  being 
recharged,  yields  very  little  sulphurous  acid,  whilst  it  is  not  possible 
to  regulate  the  draught  so  that  exactly  so  much  less  air  is  intro- 
duced as  less  sulphur  is  burnt.  When  at  last  the  door  is  opened 
for  a  new  charge,  a  very  lai^e  amount  of  air  rushes  into  the  burner 
and  further  on  to  the  chambers,  without  any  sulphurous  acid  what- 
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loever.  This  uregularity,  very  prejudicial  to  the  chamber  process, 
is  cert&ialy  to  a  great  extent  neutralized  by  the  fact  that  alTrays 
iereral  furnaces  (three,  four,  five,  or  more]  work  together  in  such  a 
way  that  they  are  charged  by  tarns ;  for  instance,  with  a  four  hours' 
shift  and  four  iomaces  one  furnace  is  charged  each  hour,  and  thus 
pves  out  least  gas  when  its  neighbours  are  fully  burning.  It  has, 
however,  been  several  times  attempted  to  construct  really  continuous 
bvnura,  which  would  save  much  labour,  and,  moreover,  give  a  much 
better-regulated  current  of  gaa  than  can  be  given  with  single 
burners. 

Petri^a  burner,  patented  Nov.  Ist,  1852,  is  intended  to  permit  a 
totally  equal  combustion  of  the  sulphur  independently  of  the 
draught,  to  facilitate  the  removal  of  the  ashes,  and  to  avoid  the 
escape  of  sulphurous  acid  or  else  the  entrance  of  an  excess  of  air 
dniiDg  the  charge  of  fresh  brimstone.     The  furnace,  a  (fig.  21),  is 

Fig.  21. 


open  at  the  back  end,  but  provided  with  an  inclined  grating,  h, 
whose  horizontal  bars  do  not  allow  any  solid  pieces  of  brimstone  to 
{all  through,  whilst  the  melted  sulphur  can  run  through.  The 
brinutone  lies  behind  the  grating ;  in  front  of  it  there  is  a  screen, 
d,  for  protecting  it  from  being  overheated ;  the  slide,  e,  serves 
for  regulating  the  mnning-off  of  the  melted  sulphur,  and  for  uuin- 
temiptedly  admitting  just  as  much  aa  is  wanted  for  producing  sul- 
phnrous  acid.  The  burning  takes  place  on  a  plate,  g,  inclined  a 
little  towards  the  door,  k ;  the  latter  serves  for  occasionally  removing 
the  ashes,  and  at  the  same  time  contains  an  adjustable  op^iing  for 
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admitting  air  into  the  burner.  An  air-chanael  below  the  pan  g  acts 
in  thifl  way,  that  the  air  entering  at  one  end  cwlt  it  at  the  end  where 
the  combustion  principally  takes  place,  and  then,  as  heated  air, 
vBormi  the  lower  end  of  the  pan,  next  to  the  door,  which  contributes 
to  fuUy  burning  the  sulphur  flowing  that  way.  This  furnace  has 
not  been  auccesaful,  as  the  feeding  with  melted  sulphur  ia  not  very 
regular,  the  sulphur  easily  gets  iato  a  tough  state  by  overheating 
and  does  not  at  all  run  then,  and  the  door  h  must  be  opened  after 
all  for  the  removal  of  the  sulphur. 

Petrie  had  also  constructed  another  furnace  (fig.  22)  for  burning 

Fig.  22. 


the  sulphur  in  the  earthy  residues  or  in  similar  mixtures.  It  con- 
sists of  a  cast-irou  shaft  and  a  brick  jacket.  The  mass  is  introduced 
by  the  funnel  m,  whose  cover  n  has  a  sand-lute,  o;  the  formed 
sulphurous  acid  goes  away  by  p.  The  previously  heated  air  arrives 
through  1,  travels  round  the  furnace  iu  the  channel  r,  and  then 
enters  into  the  furnace  through  the  holes  q.  The  whole  furnace  ia 
open  at  the  bottom  and  stands  on  feet,  so  that  the  bumt-off  mass 
forms  the  heap  xx,  which  is  removed  from  time  to  time ;  here 
further  air  enters  the  furnace. 

The  object  pursued  by  Fetrie  is  attained  in  a  more  perfect  way 
by  the  furnace  of  Harriwn  Blair,  in  which  the  volatilization  of  the 
sulphur,  which  otherwise  is  a  source  of  inconvenience,  is  made 
use  of  for  making  the  burning  continuous.  The  apparatus  consists 
of  three  parts,  one  of  which  serves  for  partly  burning  the  sulphur 
and  entirely  volatilizing  the  unburnt  portion  j  the  second  serves  for 
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eompletely  burning  the  latter  portion,  the  third  for  decomposing 
tbe  nitre.  Although  both  the  former  compartments  are  at  a  full 
red  heat  during  the  process,  sublimation  of  sulphur  is  as  good  as 
impossible;  and  the  process  is  as  nearly  continuous  as  possible, 
since  the  residue  need  only  be  withiiravni  once  in  24  hours. 
Fig.  23  shows  a  plan,  fig.  24  a  sectional  elevation,  of  this  burner. 

Fig.  28. 


A  i>  the  space  corresponding  to  an  ordinary  burner-plate,  which 
tu  rather  high  sides  and  a  descent  towards  the  door ;  but  3  feet 
from  the  door  it  rises  again  a  little,  so  that  the  residue  raked  to 
that  part  can  bum  out  completely  before  it  is  remored  by  the 
door  B,  which  takes  place  once  in  24  hours.  When  this  has  been 
dooe,  the  residue  raked  together  from  the  other  parts  of  the  burner 
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is  brought  to  the  same  place  and  allowed  to  bum  for  24  hours 
again.     The  bottom  of  the  burner  is  not  made  of  iron^  but  of 
dosely-set  bricks  with  well-grouted  joints.     This  space  A  is  9  feet 
long^  6  feet  wide^  and  1  foot  high.     The  door  B  is  an  iron  plate, 
loosely  sliding  in  a  frame,  but  a  little  slanting  so  that  it  closes 
almost  air-tight,  and  is  easily  removed.     It  is  perforated  by  a 
number  of  holes,  which  can  be  either  partly  or  entirely  closed  by  a 
slide.     The  brimstone  is  either  put  in  once  for  24  hours  through 
the  working-door,  or  gradually  through  a  funnel  C ;  C  is  continued 
by  a  7-inch  cast-iron  pipe  to  within  6  inches  from  the  bottom  of  the 
chamber ;  it  is  surrounded  by  a  wider  pipe  to  protect  it  against 
being  burnt  too  quickly.     The  funnel  and  its  continuation  are 
always  filled  with  brimstone ;  and  this  is  always  replaced  again  as 
it  melts  off  at  the  bottom.     The  simpler  kind  of  charging  once 
every  24  hours  through  the  door  seems  after  all  to  have  suc- 
ceeded better.     The  admission  of  air  through  B  is  regulated  so 
that  only  sufficient  sulphur  is  burnt  for  keeping  up  the  heat  of  the 
furnace ;  the  largest  part  is  simply  evaporated.     At  the  same  time 
the  regulation  of  the  access  of  air  allows  of  spreading  the  process 
evenly  over  the  whole  day.     The  walls  of  the  furnace  are  made  1^ 
brick  strong,  in  order  to  keep  the  heat  together.     The  mixed  gas 
and  vapour  enters  through  an  opening  of  9  X  9  inches  (which  can 
be  closed  by  a  fire-clay  damper  D)  into  the  combustion-space 
proper,  E  E,  8  x  6  feet,  divided  by  three  partitions  into  four  com- 
partments, communicating  alternately  in  front  and  back  by  open- 
ings 9  inches  square.     Here  at  the  same  time  fresh  air  enters 
by  the  opening  F,  which  is  provided  with  a  damper  of  3  x  8  inches. 
Now  sufficient  air  is  admitted  for  burning  all  the  sulphur,  which 
can  be  recognized  with  certainty  by  the  fact  that  on  opening  the 
plug  G  the  entering  air  does  not  produce  a  new  flame.      The 
roof  of  the  combustion-space,  E,  is  formed  by  fire-tiles,  above  which 
a  second  story,  the  nitre-oven,  is  situated.    There  are  three  rows  of 
nitre-pots,  N,  separated  by  reticulated  brickwork,  which  also  serves 
to  support  another  roof  of  fire-tiles  for  covering  the  nitre-oven,  alto- 
gether 18  inches  high.     The  diagram  shows  how  the  hot  gas  must 
circulate  round  the  nitre-pots.     The  pots  are  renewed  every  six 
hours,  so  that  every  two  hours  another  row  of  pots  has  its  turn.   The 
hot  gas,  mixed  with  the  nitre-gas,  first  passes  underneath  the  cast- 
iron  dome,  H,  for  a  partial  cooling,  then  through  an  iron  pipe,  I,  24 
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feet  high,  into  a  small  cooling-chamber  of  18  feet  length,  5  feet 
/  width,  and  1^  foot  height  (whose  bottom  and  top  are  covered  with 
vater)^  and  then  into  the  lead  chambers.  Later  on,  steam  has 
been  admitted  into  the  combustion-furnace,  which  is  said  to  hasten 
the  formation  of  sulphuric  acid.  With  a  furnace  of  the  dimensions 
stated^  26  tons  of  brimstone  per  week  are  said  to  have  been  burnt  in 
a  perfectly  satisfactory  way,  corresponding  to  the  work  of  15  ordi- 
nary burners ;  by  cutting  oflF  part  of  the  air  it  was  possible  to  reduce 
the  sulphur  burnt  to  5  or  6  tons  per  week.  For  an  equal  chamber- 
space  much  more  sulphur  can  be  burnt  than  with  ordinary  burners 
without  any  damage  to  the  process,  owing  to  the  even  work  and 
the  avoiding  of  any  excess  of  air.  Indeed  Blair^s  burner  is  much 
commended,  and  probably  would  have  been  employed  much  more 
largely^  but  that  soon  after  its  invention  most  large  works  (and 
only  such  can  do  with  it)  have  passed  over  from  brimstone  to 
pyrites. 

The  following  analysis  of  the  residue  from  the  sulphur-burners 
has  been  made  by  Richardson  (Richardson  and  Watts,  ^  Chemical 
Technology,*  vol.  i.  pt.  v.  p.  198)  : — 

Sodium  sulphate* 13*77 

Calcium  sulphate  f    28*49 

Calcium  silicatef  15*91 

Sodium  silicate 1*10 

Ferric  oxide  and  alumina 2*80 

Water  and  sulphuric  acid"**^  . . .  13*05 

Insoluble    24*29 


99*41 


A  special  coolinff  of  the  gas  from  sulphur-burners  is,  as  a  rule, 
not  only  unnecessary,  but  even  injurious ;  so  that,  for  instance,  in 
the  furnace  shown  in  fig.  18  the  vertical  metal  pipe  conveying  the 
gas  to  the  chamber  had  to  be  protected  against  cooling  by  a  brick 
jacket.  Even  where  no  cooling  takes  place  by  water-pans,  steam- 
boilers,  &c.,  the  gas  gets  into  the  draught-pipe  at  only  about  100° 
or  120°  C.  temperature,  which  is  just  sufficient  not  to  allow  the 

*  The  aodium  sulphate  and  the  free  sulphuric  acid  (or  rather  the  acid  sulphate) 
evidently  come  from  the  nitre-pots  boiling  over. 
t  The  lime  no  doubt  partly  comed  from  the  brickwork  of  the  furnace. 

L 
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nitric  acid  to  condense  before  it  gets  into  the  chambers^  a  con- 
tingency decidedly  to  be  avoided.  Where  water-tanks^  steam- 
boilers,  &c.  are  used,  the  temperature  of  the  gas  is  said  to  come 
down  as  low  as  40^  C. ;  in  this  case  only  liquid  nitric  acid  can  be 
used  for  the  chambers.  In  Blair's  continuous  burner  the  tempe- 
rature certainly  rises  much  higher ;  and  in  this  case  a  cooling- 
arrangement,  such  as  that  described,  must  be  resorted  to. 
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CHAPTER  VI. 

THE  PEODUCTION  OF  SULPHUROUS  ACID  FROM  PYRITES. 

The  pyrites^  as  it  comes  into  the  market^  is  alwaya  sujBBciently 
pore  to  make  a  separation  from  gangue  unnecessary.  This  is  only 
required  for  pyrites  picked  from  coals  {'^  coal-brasses  ^') ;  but  this 
does  not  exactly  concern  us  here^  as  it  is  only  a  locally-used 
by-product. 

It  is^  however^  always  necessary  to  break  up  the  larger  lumps  in 
order  to  bum  the  pyrites  completely ;  and  this  is  always  done  at  the 
works  themselves— except  in  a  few  cases^  where  they  buy  smalls 
direct  from  the  mines.  The  majority  of  the  factories  break  the  ore 
by  hand ;  and  it  is  found  that  different  descriptions  of  ore  behave 
very  differently  in  that  respect.  The  Norwegian  ore  is  the  hardest ; 
here  the  large  lumps  have  to  be  broken  with  great  labour  by 
means  of  20-lb.  fore-hammers.  The  Westphalian  ore  is  much 
more  easily  broken — still  more  easily  the  Spanish  and  Portuguese 
and  some  of  the  French  ores ;  these^  however^  make  a  good  deal 
more  smalls^  10  per  cent,  and  more.  The  softest  ore  is  that  of 
Chessy^  consisting  of  loosely  aggregated  individual  crystals^  which 
by  a  blow  of  the  hammer  fall  to  powder.  Some  of  the  Spanish 
ores  are  equally  roughly  crystallized ;  these  ores  are  very  trouble- 
some for  use  as  lumps. 

In  England  the  ore  is  generally  broken  so  that  all  the  pieces 
pass  through  a  sieve  with  S-inch  holes.  At  Oker  only  pieces  of 
1;^  inch  side  are  allowed  for  ordinary  burners^  and  of  2^  inches  for 
deep  kilns.  On  the  other  hand^  as  few  smalls  as  possible  are 
made.  The  broken  ore  must  be  sifted  again  to  separate  the  smalls^ 
for  which  purpose  some  works  pass  it  through  a  half-inch^  others 
through  a  quarter-inch  riddle.  What  remains  on  the  riddle  is 
lumps;  what  passes  through^  smalb  or  dttst.    Both  of  them  have  to 
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be  treated  separately.  It  is  very  important  that  the  ore  be  used 
neither  in  too  large  nor  in  too  small  pieces.  In  the  former  case  it 
does  not  burn  right  through ;  there  remain  green  cores  in  the  in- 
terior of  the  cinders^  which  can  be  seen  on  breaking  them  up. 
These  large  lumps  also  get  too  hot  on  burnings  and  may  cause  the 
formation  of  slags  (scars)  by  production  of  FeS^  as  will  be  explained 
hereafter.  If,  on  the  other  hand^  the  pieces  are  too  smaU^  they 
too  much  prevent  the  access  of  air,  and  similar  results  follow 
from  it  as  in  the  former  case. 

Sometimes  three  sizes  are  made — ^lumps^  peas,  and  dust, — but 
mostly  only  where  there  is  a  special  burner  for  the  "  peas.'' 

Owing  to  the  great  manual  labour  required  for  the  breaking  of 
pyrites,  the  same  mechanical  stone-breakers  have  been  introduced 
for  this  purpose  which  originally  were  made  for  road-metal.  The 
best  of  these  machines  is  that  of  Blake,  built  by  Messrs.  Marsden 
of  Leeds,  which  is  shown  in  figs.  25  &  26.  This  machine  is  made 
of  various  sizes,  and  accordingly  varies  in  the  amount  of  work  turned 
out  and  in  the  size  of  stones  it  can  attack.  A  and  B  are  the  two 
active  parts,  the  ^^  jaws.''  A  is  fast  and  perpendicular,  B  movable, 
and  makes  with  A  an  angle  of  72°,  by  oscillating  a  little  round  the 
fixed  shaft,  D.  This  movement  is  communicated  to  the  jaw  B  from 
the  main  shaft,  H,  by  means  of  the  angle-lever,  E  E',  and  the  crank 
motion,  G  H,  so  that  the  angle-lever  presses  the  jaw  B  against  the 
stones  charged,  the  return  motion  of  B  being  caused  by  a  spring, 
F,  cased  in  india-rubber.  The  angle-lever  is  adjustable  by  the 
wedge,  N,  lying  behind  its  arm  E'.  The  roller,  C,  causes  a  regu- 
lar throwing-out  of  the  broken  stones ;  it  receives  its  motion  by  a 
belt  from  the  main  shaft,  by  means  of  the  pulleys,  K,  L,  and  the 
expanding  roller,  M.  The  crank -shaft,  H,  is  also  driven  by  a  belt 
from  the  fast  and  loose  pulleys,  1 1'.  The  machine  is  mounted  on 
a  four-wheeled  bogie.  It  makes  a  great  deal  of  noise,  and  needs 
frequeilt  repairs;  but  the  jaws,  which  principally  sufier,  are  so 
arranged  as  to  be  easily  replaced. 

Blake's  engine  has  been  improved  by  Broadbent  &  Son,  of  Staley- 
bridge,  who  have  replaced  the  spring  bedded  in  india-rubber  by  a 
simple,  easily-adjustable  lever  arrangement,  which  saves  labour 
as  compared  with  the  original  arrangement.  Output,  according  to 
size,  from  40  to  130  tons  in  ten  hours;  price  £140  to  i6375. 

At  Oker,  a  steam-engine  of  12  horse-power  drives  two  stone- 
breakers,  mounted  one  above  the  other.     The  higher  one  breaks 
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the  large  stones  roughly,  the  lower  one  down  to  the  proper  size. 
Fig.  25. 
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They  supply,  in  tUe  case  of  very  hard  ore,  and  a  size  of  1 J  inch,  25 
tons  daily;  at  S^  inches  size,  40  tone. 

A  new  cnishing-mill  has  been  invented  by  Motte  at  Dampreny, 
near  Charleroi,  which  has  been  improved  by  the  Markish  Engine 
Works  (German  Patent,  October  16th,  1877 ;  '  Dingler's  Journal/ 
ccxxvii.  p.  58) .  The  principle  is  that  of  a  peculiar  kind  of  mortar, 
vith  hoUow  bottom,  in  which  the  crushing  is  done  by  a  pestle,  aa 

Fig.  27. 


seen  in  fig.  27.     Whether  this  mill  is  really  preferable  to  the  older 
stone-breaking  machines  experience  will  show. 

Pyrites -Bumerg. 

Among  the  apparatus  for  burning  pyrites  in  the  manufacture  of 
sulphuric  acid  a  distinction  has  to  be  made  between  those  intended 
for  lumps  and  those  intended  for  smalls.  It  is  indispensable  to 
keep  both  kinds  apart,  and  to  employ  different  apparatus,  or  at  least 
processes,  for  them  ;  for  if  the  broken  ore  is  put  into  the  burner 
without  separating  the  smalls,  the  air-channels,  which  ought  to  re- 
main between  the  pieces,  are  soon  partly  stopped  up  with  powder, 
and  the  access  of  air  becomes  irregular ;  thus  scars  are  formed,  and 
pr(^>er  work  is  then  impossible.  Apart  from  the  coarser  and  finer 
powder  obtained  on  breaking,  a  great  deal  of  smalls  comes  into  the 
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trade  direct  from  the  minea,  obtained  there  by  the  use  of  water  for 
■eparating  the  ore  from  the  gaugue. 

We  shall  first  describe  the  burning  of  pyrUe*  in  lamp*.  This 
ahrays  takes  place  in  such  a  way  that  the  heat  of  the  buniing 
pyrites  snfficet  for  maintainiiig  the  comboBtion  withont  any  other 
fuel  being  enipl<^ed.  The  apparatus  used  for  this  purpose  are 
called  "kilns,"  or  "bumera."  The  first  burner  in  which  Fanner 
empk^ed  pyrites  was  a  small  furnace  with  two  grates,  fig.  28.     A 

Jig.sa 


was  the  working-door,  a  the  proper  grate,  shaped  like  an  ordinary 
Gosl-grate,  b  a  small  grate  for  burning  that  which  fell  through  the 
firat,  B  the  door  for  remoring  the  cinders.  Such  a  grate  could  not 
answer  for  pyrites;  and  therefore  a  step  backwards  was  taken  by 
employing  real  kilns  without  a  grate. 

Figs.  29  to  31  show  such  a  kiln  on  a  scale  of  ^-'t  of  the  real  size, 
of  10  feet  height,  and  3  feet  3  inches  width.  Fig,  29  is  partly  a 
front  elevation,  partly  a  section  through  the  line  C  D  of  the  plan, 
fig.  30  ;  fig.  31  a  section  through  the  line  E  F  of  the  plan,  showing 
the  slope  of  the  bottom  to  both  sides,  to  facilitate  the  sliding-off  of 
the  cinders  from  the  edge  c  towards  the  drawing-out  holes,  b  V. 
The  ore  is  charged  from  the  top  through  an  opening,  closed  by  an 
iron  door.  The  air  enters  partly  through  b  and  V,  partly  through 
fonr  openings,  d,  higher  up,  which  are  partially  closed  by  loose  bricks 
according  to  requirement.  These  openings  also  serve  for  breaking 
up  the  burning  pyrites  by  means  of  pokers.  This  is  especially 
needed  for  cupreous  pyrites,  which  is  more  easily  fusible.  The 
height  of  the  charge  in  the  kiln  is  variable,  according  to  the  nature 
of  the  materials ;  less-easily-buming  ore  must  be  kept  at  a  greater 
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height.  Special  care  has  to  be  taken  that  no  sulphur  can  sublime, 
but  that  the  upper  parts  of  the  ore  receive  sufficient  air  for  burn- 
ing any  sulphur  that  may  have  been  volatilized.  The  gas  goes 
through  e  into  the  acid-chambers,  frequently,  however,  first  through 
a  brick  chamber  for  depositing  the  dust  carried  away.  If  the  nitric 
acid  is  to  be  generated  Ironi  solid  nitrate,  the  "  potting  "  is  done 
through  a  well-closing  door  in  the  flue,  e,  the  temperature  of  which 
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bbighenoagh  for  the  purpose.  Six  kilns  are  generally  built  together, 
each  three  of  them  with  a  common  flue,  e  e,  for  potting,  and  a  slide, 
/,  for  regulating  the  draught.  The  two  flues,  e  e,  are  joined  in  a  com- 
mon flue,  3  feet  3  inches  wide.  According  to  Knapp  ('  Chemiache 
Technolc^e,'  vol.  i.  pt.  2,  p.  306),  the  ore  can  be  easily  humt  down 
to  3  per  cent,  sulphur  in  those  kilns ;  but  this  appears  doubtful, 
u  such  a  result  is  considered  excellent  even  with  the  modem 
burners  supplied  with  grates.  Similar  furnaces,  with  a  saddle- 
shaped  bottom,  are  still  in  use  at  Oker  for  ores  poor  in  sulphur, 
whilst  the  rich  ores  are  burnt  in  burners  supplied  with  grates. 

The  square  section,  as  shown  in  figs.  29  to  31,  is  mostly  unsuit- 
able for  such  high  kilns,  because  the  ore  easily  gets  fast,  and  cannot 
go  down,  and  also  prevents  the  air  from  passing  through.  There- 
fore the  kilns  have  more  frequently  been  built  with  walla  tapering  a 
little  downwards,  such  as  are  shown  in  most  of  the  following  figures. 
The  sloping  sides  assist  the  sliding-down  of  the  ore ;  and  the  greater 
surface  causes  the  combustion  to  take  place  to  a  smaller  extent  in 
the  interior  of  the  mass,  whereby  its  fusion  is  more  easily  avoided. 
Such  a  shape  is  that  of  the  Oker  kilns  for  burning  the  Rammels- 
berg  ores  (figs.  32  to  35) . 

Fig.  S3.  Fig.  33. 


Pour  or  eight  kilns  are  built  K^ether.  A  A  are  the  burning- 
shafU,  6  feet  6^  inches  high,  2  feet  1  inch  square  at  the  bottom, 
4  feet  2  inches  square  at  the  top ;  B,  the  gaa-flues,  joining  in  C. 
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Each  shaft  has  four  openinga  in  front,  one  on  each  side,  two  in- 
FiR.  34.  Tig.  36. 


wards;  ff  serve  for  charging  the  ore,  a  abb  for  discharging  the 
humt  ore  and  introducing  air,  c  e  rf  t  for  breaking  up  the  pyrites  or 
introducing  more  ore.  The  arch  below  the  pillar,  D,  on  which  the 
potting  takes  place  through  g,  is  accessible  through  k  h.  Each  kiln 
is  hroken  up  and  charged  every  eight  hours. 

At  Freiberg  the  drawbacks  oE  the  kilns  with  straight  walls  have 
been  OTercome  by  a  shaft  of  oblong  section,  whose  inside  measure- 
ments are  8  feet  2^  inches  height,  8  feet  2^  inches  x  3  feet  7  inches 
width  at  the  top,  6  feet  6^  inches  x  1  foot  8  inches  width  at  the 
bottom.  This  shape  is  said  to  answer  bestfor  poor,  badly-burning 
ores.  Altogether,  the  kilns  hitherto  discussed  mostly  serve  for 
metallargical  purposes,  such  as  roasting  of  coarse  metal  in  copper 
and  lead -smelting,  for  copper-pyrites  &c.,  where  only  a  portion  of 
the  sulphur  is  sought  to  be  utilized ;  also  for  poor  ores  in  gene- 
ral, where  the  needful  temperature  cannot  be  attained  in  burners 
with  grates,  and  where  a  fusing  of  the  ores  does  not  take  place  in 
spite  of  the  greater  height  of  the  kilna.  Owing  to  this  height,  the 
ores  most  be  employed  in  eases  at  least  upwards  of  that  of  a  walnut ; 
for  smaller  sizes,  at  Oker,  burners  with  grates  must  be  employed 
(Brauning) . 

The  Chessy  kiln,  figured  in  Fayen's  '  Fr&:is  de  Chimie  indus- 
trielle,'  also  belongs  to  the  class  of  kilns  without  grates,  but  has 
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long  been  replaced  by  more  suitable  apparatus.     Perret^  indeed^ 
liad  employed  an  ordinary  lime-kiln  for  his  first  experiments . 

Latterly  the  pyrites-bumers^  apart  from  the  just-mentioned 
metallni^cal  objects,  have  been  generally  constructed  with  grates 
and  ash-pits.  This  certainly  causes  a  considerable  improvement  in 
the  working  of  the  furnaces.  Where  the  air  has  merely  to  pass 
through  a  mass  of  burnt  ore^  its  quantity  cannot  possibly  be  regu- 
lated in  this  way^but  only  by  dampers  at  the  other  end  of  the  fiimace. 
It  is  eren  a  more  serious  disadvantage  that  the  subdivision  of  the  air 
inside  the  burner  must  be  very  irregular  in  that  case.  According  to 
the  greater  or  smaller  resistance  offered  by  the  individual  portions 
of  the  layer  of  pyrites,  the  air  will  pass  through  very  unequally, 
and  just  in  the  least  degree  at  the  places  where  most  pyrites  is 
lying  and  where  it  is  most  wanted.  The  addition  of  a  grate  and  a 
closed  ash-pit  alters  the  state  of  the  case  at  once,  in  this  way,  that 
only  a  definite  quantity  of  air  need  be  admitted  into  the  ash-pit,  and 
that,  moreover,  this  air  must  first  spread  equally  underneath  the 
grate,  and  rise  all  over  the  area  of  the  burner.  Thus  the  ore  is 
much  more  completely  burnt,  and  at  the  same  time  richer  gas  is 
obtained,  which  leads  to  a  better  chamber-process,  higher  yield  of 
acid,  and  smaller  consumption  of  nitre ;  the  operation  of  drawing 
out  the  burnt  ore  becomes  much  more  regular,  and  offers  a  greater 
guarantee  against  raw  ore  getting  into  it ;  lastly,  it  does  not  happen 
so  often  that  fused  masses,  ''scars,^^  are  formed  in  the  burner, 
although  also  in  the  case  of  grates  this  easily  happens  if  the  style 
of  working  is  faulty. 

The  introduction  of  grates  led  to  further  improvements : — first, 
a  diminution  of  the  height  of  the  burners,  which  made  them  much 
handier  for  working,  and  which  acted  especially  well  with  more, 
easily  fusible  ores,  although  in  some  places  the  other  extreme  of 
too  low  layers  of  pyrites  has  been  resorted  to.  Also  the  way 
of  introducing  the  nitre  has  been  very  much  improved;  but  in 
many  cases  this  has  been  a  sore  point,  even  up  to  very  recent 
times.  The  mixture  of  nitre  and  sulphuric  add  is  very  apt  to  boil 
over ;  and  the  running  over  acid  saltcake,  if  it  gets  into  the  burner, 
is  not  merely  lost,  but  it  disturbs  ihe  draught,  and  causes  the  ore 
to  cake  together  in  extremely  hard  masses,  which  can  only  be 
removed  after  pulling  down  the  front  wall.  Other  improvements 
will  be  mentioned  later  on. 
A  transition  from  the  metallurgical  kilns  to  the  burners  of  to- 
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day  is  presented  by  the  Freiberg  kilns  for  roasting  18  or  20  cvt. 
of  coarse  metal,  with  20  or  21  per  cent,  of  sulphur,  in  24  honn 
(figs.  36  and  37).  A  is  the  shaft ;  a,  chai^ng-holes,  12^  inches 
wide,  covered  with  iron  plates,  upon  which  a  layer  of  coarse  metal, 
1  or  2  feet  deep,  is  tipped ;  b,  three  larger  vorking-holes,  15  inches 
long  by  12  inches  high ;  c,  three  rows  of  working-holes,  8  inches 
by  4  inches ;  d,  three  drawing-out  holes  on  each  side,  2  feet  br 
1  foot ;  e,  saddle  grates ;  F,  air-flue  ;  g,  flue  for  taking  away  tbe 
snlphuTouB  acid.  The  saddle  grate  is  for  the  purpose  of  conveying 
air  into  the  middle  of  the  shaft,  where  it  penetrates  less  easily  thao 
along  tbe  sides. 

Fig.  36. 


Tig.  SI. 
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Before  we  enter  upon  the  description  of  the  burners^  snch  as  they 
are  built  now-a-days^  we  must  shortly  mention  the  Belgian  hearth- 
furnaces,  which  possess  grates^  but  which  surpass  the  fault  of  too 
high  shafts  by  the  worse  fault  of  too  shallow  and  large  hearths.  These 
Aunaces  are  described  and  figured  in  detail  on  pages  19  and  20  of  an 
ofSdal  report  made  (by  Stas)  to  the  Belgian  Parliament  on  the  26th 
February,  1856  ("  Fabriques  de  Produits  Chimiques/^  Rapport  par 
la  Commission  d'enqufite  &c. ;  abstracted  in  '  Dingler's  Journal/ 
cxlv.  pp.  375,  427).  The  furnaces  had  a  grate-surface  of  180  to 
150,  even  200  square  feet.  The  grate-bars  were  distant  1 J  inch 
from  each  other,  and  were  loose,  but  not  movable  round  their  axis. 
One  third  of  them  were  put  more  closely  together,  for  burning 
smaller  ore.  Three  hoppers  in  the  furnace-roof  served  for  charging, 
lateral  doors  for  working  (and  partly  for  charging),  a  cave,  6^  feet  high 
and  equaUy  wide,  for  drawing  the  cinders.  Each  fiimace  received, 
in  24  hours,  2  to  3  tons  of  ore,  in  four  or  eight  portions,  partly 
pieces  of  1^  to  1^  inch  side,  partly  cakes  of  pyrites  dust,  clay,  and 
straw,  of  4  inches  diameter.  The  pyrites  lay  8  to  12  inches  deep. 
On  drawing  the  cinders  there  was  a  great  loss  of  sulphurous  acid, 
because  on  opening  the  iron  plate  which  closed  the  large  cave  a 
large  quantity  of  air  entered  and  drove  out  a  great  deal  of  sulphurous 
acid,  as  every  practical  man  will  readily  see.  The  cinders  must 
have  contained  much  raw  ore.  The  burning  must  have  been  very 
unequal  in  different  parts  of  the  grate  and  at  different  periods ;  and 
the  evolution  of  gas  must  have  been  similarly  unequal.  It  is  no 
wonder  that  these  works  only  yielded,  on  the  average,  69  per  cent, 
of  the  amount  indicated  by  theory.  The  commission  of  inquiry 
recommended  to  employ  smaller  furnaces,  to  charge  these  by  turns, 
in  order  to  obtain  a  more  regular  composition  of  the  gas,  and  to 
employ  a  deeper  layer  of  pyrites,  in  order  to  increase  the  points  of 
contact,  and  not  to  allow  too  great  an  excess  of  air  to  pass  through. 
Chandelon  reported  in  1871  that  most  of  these  recommendations 
had  been  carried  out,  and  that,  indeed,  the  average  yield  had  thereby 
been  brought  to  88*7  per  cent,  of  the  theoretical  one  ('Bulletin  de 
la  Soci^  d^encouragement,^  xviii.  p.  315) ;  but  the  author  has  seen 
burners  with  very  shallow  layers  of  pyrites  even  since  then. 

Less  irrational  than  the  former  large  Belgian  furnaces,  but  still 
very  faulty,  are  the  Marseilles  burners  (figs.  38  and  39) .  Each  of  these 
burners,  of  which  two  or  more  are  combined,  contains  two  hearths, 
A  and  A',  for  the  roughly  broken  pyrites,  and  between  them  a  basin^ 
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B,  of  cast  iron,  or  acid-proof  sandstone,  for  the  nitre  mixtoK.    The 
Fig.  38. 


gas  escapes  by  the  flues  o  and  d ;  the  wall  c  protects  the  basin, 
B,  from  being  overheated.  If  the  drawing  (taken  from  Enapp's 
•  Chemische  Technologic ')  is  correct,  the  furnace  on  the  left  hand 
rniut  have  had  too  much,  that  on  the  right  hand  too  little  draught ; 
and  this  will  hardly  have  been  overcome  by  regulating  the  slits  in 
the  doors.  Both  hearths  together  received  6  cwt,  of  ore  every  three 
or  four  hoars — that  is,  2  tons  to  2  tons  8  cwt.  in  24  hours.  On 
drawing,  apparently  the  whole  mass  of  the  ore  was  raked  out.  The 
lumps  ought  not  to  be  too  small ;  and  10  to  15  per  cent,  of  sulphur 
is  said  to  remain  in  the  cinders.  The  layer  of  ore  is  much  too 
shallow,  and  the  whole  construction  objectionable. 

We  approach  the  constructions  of  to-day  with  the  Freiberg 
burner,  shown  in  figs.  40  to  42.  Fig.  40  gives  an  elevation 
through  cd  and  de  of  the  plan,  fig.  41,  on  a  scale  of  1  r50; 
fig.  42,  a  sectional  elevation  through  a  A  of  the  plan.  This  burner 
is  specially  adapted  for  easily-burning  ore.  B  is  the  shaft;  /the 
charging-hole,  furnished  with  a  tightly  closing  cover.  The  grate, 
g,  still  shaped  like  that  of  a  steam-boiler,  is  inclined,  in  order  to 
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Fig.  40. 


facilitate  the  drawiog  through  A.  The  smaller  pieces  fall  through 
the  grate  into  the  ash-pit.  A,  aad  are  emptied  from  time  to  time 
through  the  door,  i,  furnished  with  holes  for  the  supply  of  air. 

Eg.  42. 


About  10  inches  above  the  grate  the  trout  wall  of  the  burner  is 
pierced  by  a  horizontal  row  of  holes,  k,  in  which  stuffing-boxes  are 
fixed  for  movable  round  iron  bars,  /.  These  can  be  used  for  loosen- 
ing the  ore  (whicli  they  will  do  very  incompletely)  ;  they  also  serve 
for  supporting  the  higher-lying  portions  of  ore  on  withdrawing  the 
cinders.  The  door,  m,  serves  for  ohsen-ing  the  combustion  (which, 
however,  can  only  be  judged  of  properly  from  the  top)  and  for  in- 
troducing a  poker  in  case  the  ore  must  he  broken  up.  The  larger 
opening,  n,  likewise  with  a  door,  serves  for  the  same  purpose,  and 
also  for  potting  in  the  flue,  C  (which  must  he  a  very  troublesome 
thing,  looking  at  the  large  size  of  B,  connected  with  great  risk  of 
spilling  the  contents  of  the  nitre-pots).  The  gases  from  C  get  first 
into  the  large  main  flue,  D,  which  at  Freiberg  is  upwards  of  330  feet 
long ;  here  they  deposit  dust,  and  especially  arsenic,  and  then  pass 
on  to  the  acid-chambers.  The  flue  E  serves  for  keeping  the  ground- 
moisture  from  the  burners. 

Whilst  on  the  Continent  there  was  still  an  oscillation  between 
the  extremes  of  high  kilns   and  of  hearth-furnaces,  in  England 
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already^  since  about  1860  or  1862^  an  intermediate  form  had  been 
founds  which^  in  all  essential  parts^  is  the  same  as  that  used  now, 
and  is  being  more  and  more  introduced  on  the  Continent.  The 
EngUsh  pyrites-burners  have  a  moderate  area  of  grate,  about  4  to 

5  feet  wide,  and  4^  to  6  feet  from  front  to  back.  The  inner  walla 
sometimes  rise  quite  perpendicularly;  more  frequently  the  two 
sides  and  the  back  slant  a  little  outwards^  up  to  the  level  of  the 
working-door,  to  the  extent  of  about  9  inches,  sometimes  only 

6  inches,  in  width,  and  half  as  much  in  the  back ;  from  that  level 
the  walls  rise  again  perpendicularly  up  to  the  roof.  The  front 
vail,  which  is  only  9  inches  thick,  and  mostly  protected  by  a 
1-inch  OP  1^-inch  metal  plate,  rises  perpendicularly,  and  is  per- 
forated with  several  working-holes.  The  ash-pit  has  either  vertical 
sides  OP,  more  rarely,  sides  converging  towards  the  bottom,  in  order 
to  facilitate  the  removal  of  the  cinders.  Its  depth  varies  from  16 
to  24  inches.  The  level  of  the  working-doors,  which  determines 
the  depth  of  the  layer  of  pyrites,  varies  from  1  foot  8  inches 
to  2  feet  6  inches ;  but  the  former  depth  is  considered  by  most 
practical  men  too  little,  at  any  rate  for  average  ores,  and  the 
right  depth  is  between  2  feet  and  2  feet  4  inches,  but  nearer  the 
upper  than  the  lower  limit.  At  the  Oker  works  the  depth  of  ore 
is  only  1  foot  6^  inches,  and  elsewhere  in  Germany  similarly,  even 
down  to  1  foot  4  inches.  The  reason  of  it  is  the  fear  of  scarring, 
which  English  experience  with  the  same  ores  proves  to  be  un- 
founded. The  height  from  the  upper  level  of  the  ore  up  to  the 
abutment  of  the  arch  is  usually  about  equal  to  that  of  the  working- 
door,  say  9i  to  12  inches,  and  from  there  up  to  the  crown  of  the 
arch  another  8  or  9  inches.  The  arch  itself  is  either  sprung  from 
side  to  side,  as  is  the  custom  on  the  Tyne  (whereby  the  walls  are 
made  to  bear  the  weight  more  equally  and  the  working  through 
the  doors  is  facilitated),  or,  as  is  usual  in  Lancashire,  from  front  to 
back  (which  is  more  advisable  in  the  case  of  two  rows  of  burners 
being  built  back  to  back,  in  which  case  the  arch  is  sprung  over 
both  burners  together,  with  a  supporting  wall  in  the  centre :  comp. 
fig.  54) .  In  any  case  it  is  advisable  to  build  the  burners  back  to 
back,  even  with  arches  sprung  from  side  to  side,  wherever  it  is 
locally  possible ;  thus  one  back  wall  is  saved,  the  heat  is  kept  up 
better,  and  a  common  gas-flue  can  be  employed. 

The  gas-flue  of  the  English  burners  is  always  at  the  top,  each 
burner-arch  having  a  hole  of  4  to  5  inches  square  leading  into  it. 
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These  holes  are  not  always  provided  with  dampers ;  but  by  gradually 
increasing  the  size  of  the  whole  as  the  distance  from  the  main 
shaft  becomes  greater^  evenness  of  draught  is  produced.  The  flue 
itself  can  be  made  of  bricks  set  in  tar  and  sand^  and  covered  with 
fire-tiles.  Most  modem  works  prefer  forming  it  by  a  second  arch, 
about  6  or  12  inches  above  the  burner-roof,  reaching  right  across 
the  whole  burner,  and  supported  by  the  front  plate  being  made  high 
enough.  Special  care  is  devote^  to  the  doors,  as  will  be  seen  when 
we  give  the  detailed  description  • 

The  principal  feature  of  the  English  pyrites-burners,  which  has 
now  been  introduced  into  nearly  all  continental  works  as  weU,  is 
the  employment  of  grate-bars  of  square  or  oblong  section,  movable 
in  bearings,  and  leaving  larger  or  smaller  spaces  between  them,  ac- 
cording to  their  position.  (According  to  Hasenclever,  in  Hofmanu's 
'  Bericht,'  1875,  i.  p.  158>  movable  grate-bars  have  been  used  in 
France  ever  since  1848.)  Fig.  43  represents  such  a  grate-bar, 
in  which  the  places  can  be  noticed  which  are  forged  or  cast  round, 
so  that  they  can  easily  turn  in  the  respective  hollows  of  the  bearers. 
Bars  2  inches  square  are  usually  made  of  wrought  iron;  the 
oblong  bars,  2  by  3  inches,  which,  being  turned  on  edge,  leave  a 


Fig.  43. 


Fig.  44. 


larger  space,  and  therefore  only  suit  larger  pieces,  are  mostly  of 
cast  iron.  The  grates  rest  on  cast-iron  bearers,  as  shown  in  fig.  44 ; 
in  the  shallower  kilns  (4^  to  5  feet  from  front  to  back)  there  are 
two  such,  in  the  deeper  kilns  (5  feet  3  inches  to  6  feet  from  front 
to  back  inside)  three.  According  to  this,  of  course,  two  or  three 
rounded  places  must  be  made  on  the  bars  themselves.  Lest  these 
should  be  weakened  too  much,  the  diameter  of  the  round  places  in 
the  square  bars  is  equal  to  the  side  of  the  square,  in  the  oblong 
ones  equal  to  the  smaller  side.     In  any  case  the  front  piece  of  each 
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bar,  where  it  projects  beyond  the  bearing-bar,  remains  square 
or  oblong,  so  that  it  can  be  torned  round  its  axis  by  means  of  a 
suitable  key  (6g.  45).     The  intervals  bet\ireen  the  grate-bars  are 

Fig.  45. 


mostly  managed  so  that  with  2-iach  bars  they  are  abou  t  2  inches 
when  the  bars  are  in  the  situation  shown  in  fig.  46 ;  but  if  they  are 
turned  90  degrees,  as  in  fig.  47,  the  intervals  will  only  amount  to 
1|  inch.  In  another  actual  instance  the  diameter  of  the  bars 
was  1|  inch,  the  clear  distance  in  the  straight  position  1^  inch,  in 
the  diagonal  position  1  inch.     If,  lastly,  the  situation  is  as  in  fig.  48, 

Fig.  48. 


Fig.  47. 
Fig.  48. 


where  half  of  the  bars  are  turned,  the  intervals  will  be  between  the 
two  above  limits ;  and  as  each  bar  can  be  turned  separately,  many 

combinations  can  be  produced.  Usually  the  bars  stand  as  in  fig.  47 

that  is^  all  with  their  diagonals  in  a  horizontal  plane^  or  with  the 
smallest  possible  intervals,  so  that  the  pieces  of  ore  cannot  fall 
through.  As  soon  as  a  portion  of  the  ore  has  to  be  removed,  the 
attendant  takes  hold  of  the  front  end  of  a  bar  with  his  kev,  and 
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moves  it  a  few  times  from  side  to  side.  Thus  a  kind  of  crashing- 
action  will  be  exercised  on  the  cinders  getting  between  the  two  bars, 
the  intervals  are  momentarily  enlarged,  and  that  which  is  jammed 
between  the  bars  is  forced  downwards.  Of  course  a  good  deal  of 
strength  is  required  for  this  work.  At  the  same  time,  by  the  action 
of  the  key,  the  pyrites  is  loosened  up  to  a  certain  height.  The 
workman  now  goes  from  one  bar  to  another,  generally  leaving  one 
out,  and  shakes  them,  according  to  the  judgment  of  the  eye,  so  far 
that  an  equal  quantity  of  burnt  ore  is  drawn  out  all  over  the  area 
of  the  grate.  That  which  has  fallen  through  is  allowed  to  lie  in  the 
ash-pit  till  the  time  comes,  once  every  24  hours,  for  opening  the 
bottom  door  and  taking  away  the  cinders.  A  new  shape  of  bars, 
which  is  said  to  possess  great  advantages  over  the  ordinary  an- 
gular ones,  has  been  patented  by  W.  Helbig  (Dingl.  Journ.  ccxxvii. 
p.  67)f  and  is  shown  in  fig.  49.     It  is  that  of  a  cast-iron  bar,  of 

Fig.  49. 


round,  square,  or  elliptic  section,  with  a  worm  all  round  it.  The 
pitch  and  cross  section  of  the  thread  are  made  to  suit  the  maximum 
and  minimum  size  of  the  pyrites  for  which  the  grate  is  intended. 
The  collars,  r  and  rj,  protect  the  bar  from  getting  out  of  its  bear- 
ings ;  c  is  the  back  bearing,  /  the  front  bearing,  with  a  square  con- 
tinuation for  receiving  the  key.  The  diagram  shows  the  different 
positions  of  the  bars.  When  they  stand  as  1  to  2,  they  offer  the 
smallest,  when  they  stand  as  2  to  3,  the  largest  openings.  In  either 
case  the  total  area  of  the  openings  is  always  the  same,  different 
from  the  ordinary  burner-grates.  Helbig  claims  the  following  ad- 
vantages for  his  bars  (which,  however,  are  partly  shared  by  the 
usual  ones) : — ^The  bars,  owing  to  their  round  shape,  are  more  easily 
turned,  without  lifting  or  shaking  up  the  pyrites ;  so  that  no  incom- 
pletely burnt  pyrites  comes  down  too  quickly.  [This  does  not  seem 
very  advantageous ;  the  shaking  up  of  the  ore  is  even  useful  in  order 
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to  prevent  it  from  getting  fast.]  When  larger  pieces  are  jammed 
between  the  bars  they  can  be  broken  up  more  forcibly.  The  ore 
is  very  evenly  burnt,  oviring  to  its  going  down  so  evenly.  On  ac- 
count of  the  peculiar  front  bearings,  no  air  can  enter  there.  No 
pyrites  falls  out  without  turning.  The  injurious  effect  of  the  pieces 
barsting  is  counteracted  [in  what  way  ?] .  That  the  grate-surface 
remains  the  same  in  each  position  of  the  bars  is  of  great  import- 
ance for  the  regularity  of  the  burning.  These  grates  are  said 
to  be  as  well  adapted  as  Walter's  burners  for  the  burning  of  *'  peas '' 
(see  below) . 

It  is  very  acceptable  (but  rarely  met  with,  because  it  necessitates 
a  somewhat  complicated  plant)  if  the  ash-pit  is  deep  enough  for 
introducing  an  iron  bogie  below  the  grate  whose  top  equals  the 
whole  surface  of  the  grate  in  size ;  the  ash-pit  door,  of  course,  must 
be  correspondingly  large.  The  cinders  in  that  case  fall  direct  into 
the  bogie,  and  can  be  wheeled  out  in  a  few  moments ;  usually  they 
have  to  be  raked  out  by  hand,  during  which  time  the  door  must 
stand  open,  and  much  false  air  gets  into  the  burner.  This  arrange- 
ment is  found  in  Hasenclever  and  Helbig's  burner,  figs.  60  and  61, 
also  at  the  Oker  works.  Where  there  are  not  two  rows  of  burners 
built  back  to  back,  it  is  possible  to  charge  on  one  side  and  discharge 
on  the  other ;  but  there  is  no  great  advantage  in  this  arrangement, 
which  takes  a  great  deal  of  space. 

In  the  South  of  France  at  present  similar  burners  are  used,  5  feet 
11  inches  deep,  with  a  grate-surface  of  13  square  feet,  and  a  dis- 
tance of  1^  inch  between  the  bars  when  in  a  vertical  position ;  in 
these,  lumps,  along  with  10  or  15  per  cent,  of  ^^  balls,''  are  burnt 
down  to  2  or  3  per  cent,  of  sulphur  (Favre,  '  Moniteur  Scientif.' 
1876,  p.  270). 

In  order  not  to  be  obliged  to  open  the  whole  ash-pit  when  shaking 
the  bars,  all  better  furnaces  are  provided  with  a  slit  in  the  front 
plate,  through  which  the  ends  of  the  bars  are  accessible.  Except 
during  shaking-time,  the  slit  is  covered  by  a  door,  which  is  best 
made  in  two  halves. 

All  doors  for  charging,  working,  shaking  of  the  bars,  and  getting 
out  the  cinders  either  run  horizontally  in  grooves,  or,  still  better, 
they  are  hung  on  hinges ;  and  the  door-frame,  cast  upon  the  front 
plate,  is  made  to  slant  forwards  below,  sometimes  also  sideways, 
so  that  the  door  lies  fast  upon  it  by  its  own  weight.  As  both 
the  door-fi*ame  and  the  edges  of  the  door  touching  it  are  planed, 
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the  doors  close  tight  without  any  lutings  whilst  those  running  in 
grooves  must  be  made  tight  with  lime-putty. 

All  brickwork^  so  far  as  it  is  touched  by  the  heat  (that  is,  the 
walls  above  the  grates^  the  arch^  and  the  gas-flue)^  are  lined  with 
fire-bricks  ;  the  total  thickness  in  front  is  one  brick^  behind  (or  as 
the  partition  between  two  rows  of  burners)  two  bricks.  The  side 
walls  dividing  each  two  burners  of  a  row  are  1^  or  2  bricks  thicks 
but  they  diminish  upwards  to  one  brick.  The  roof  need  only  be 
4^  inches  thick.  The  mortar  is  fire-clay,  as  usual ;  in  the  colder 
parts,  such  as  vertical  gas-shafts,  flues,  &c.,  this  does  not  stand  so 
well  as  boiled-down  tar  and  sand. 

Of  course  the  burners  are  well  bound  together,  either  by  special 
uprights  and  tension-bars,  or  by  flanges  cast  to  the  front  plates,  pro- 
vided with  holes  for  the  cross  bars  (fig.  52) . 

Opinions  as  to  what  size  the  burners  are  to  be  made  vary  a 
good  deal.  Mostly  smaller  burners  are  met  with,  about  4  feet 
6  inches  to  5  feet  from  the  outside  to  the  inside  of  the  back  wall. 
The  reason  given  for  this  is  that  longer  grates  cannot  be  served  so 
well,  and  that  in  a  larger  burner  the  newly-charged  ore  forms  too 
shallow  a  layer  (the  depth  of  the  whole  layer  of  pyrites,  including 
the  partially  burnt  ore,  is  not  in  question  here) .  The  author  has, 
however,  worked  for  a  good  many  years  with  lai^er  burners,  nearly 
6  feet  from  the  front  to  the  back  end  of  the  grate,  and  has  burnt 
his  ore  better  than  the  majority  of  other  works  using  the  smaller 
burners.  To  be  sure,  the  usual  7-cwt.  charge  had  to  be  all  put  in 
at  once,  whilst  in  the  smaller  burners  it  is  put  in  in  two  halves 
every  12  hours;  and  many  practical  men  assert  that  a  12-hours' 
is  preferable  to  a  24-hours^  charging ;  but  this  is  not  borne  out 
by  experience.  It  is,  however,  a  decided  mistake  to  try  burning 
a  much  larger  charge  on  the  larger  grate,  say  8  or  9  cwt.  This 
can  only  be  done  with  poor  ores,  such  as  are  not  in  use  now-^- 
days,  except  locally ;  richer  ores,  especially  those  containing  copper, 
are  sure  to  be  fluxed  by  the  heat  getting  too  high,  and  cause  the 
greatest  trouble.  As  a  result  of  long  experience,  the  author  is  in- 
clined to  consider  a  grate-surface  of  4  feet  6  inches  by  5  feet  8  inches, 
and  a  depth  of  pyrites  of  2  feet  3  inches,  very  favourable  for 
burning  7  cwt.  of  48-per-cent.  Spanish  ore,  charging  once  every 
24  hours. 

The  just-mentioned  rate  of  burning  equals  301b.  of  48.per-cent. 
pyrites  per  superficial  foot  of  grate  in  24  hours.     With  poorer  ore 
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(40to  42  per  cent.)  the  author  has  certainly  burnt  in  the  same  grate  8 
cwt.  ( = 35  lb.  per  square  foot) ,  and  with  38-  or  40-per-cent .  ore  even 
9  cwt.  (= nearly  40  lb.  per  square  foot) .  In  England  the  maximum 
quantity  of  pyrites  burnt  per  square  foot  of  grate  will  very  rarely 
exceed  40  lb.  of  48-per-cent.  pyrites ;  reliable  figures  from  one  of 
the  largest  works  are  35^  and  39  lb.  But  in  German  works^  ac- 
cording to  Hasenclever^  using  Westphalian  pyrites^  the  proportions 
are  .41-6,  44- 5,  578,  603,  and  650  lb.  (Wagner's  Jahresb.  1871, 
p.  212) .  Bode  {ib.  1874,  p.  245)  quotes  for  Westphalian  pyrites 
of  41  or  42  per  cent.  50*7  to  64*0  lb. ;  for  Norwegian  ore  of  the 
same  strength,  38"3  lb. ;  for  Valais  ore,  with  35  per  cent,  sulphur, 
up  to  92  lb.  per  square  foot  in  24  hours.  Favre  (Monit.  Scient. 
1876,  p.  271)  states  as  the  most  favourable  ratio  in  his  experience 
55*3  lb.  of  40-per-cent.  pyrites  per  square  foot  in  24  hours. 

At  the  Oker  works,  according  to  Branning,  the  total  grate- 
surface  of  eight  burners  belonging  to  a  set  of  chambers  of  65,500 
cubic  feet  capacity  amounted  to  226  square  feet — ^that  is,  1  square 
foot  to  each  290  cubic  feet  of  chamber-space,  with  a  depth  of  1  foot 
6i  inches  pyrites  over  the  grates.  There  are  daily  3^  tons  of  40- 
per-cent.  ores  burnt,  equal  to  30*5  lb.  per  square  foot  of  grate,  which 
agrees  much  better  with  the  author's  results  than  with  those  of 
Hasenclever  and  Bode. 

It  is  iiardly  necessary  to  say  that  the  pyrites-burners  are  always 
built  in  sets.  Usually  12  to  24  burners  are  served  by  the  same  set 
of  men ;  and  they  must  be  worked  so  that  every  one  gets  its  regular 
turn,  as  is  evident  from  the  necessity  of  a  regular  evolution 
of  gas.  Frequently  the  burners  are  built  underneath  the  acid- 
chambers.  Not  only  must  they  in  any  case  be  protected  against 
rain  (if  not  underneath  the  chambers),  but  they  must  not  stand 
in  a  space  open  at  the  sides,  since  strong  winds  would  put  their 
draught  wrong,  and  cause  them  either  to  go  too  fast  or  too  blow  out 
of  the  doors.  It  is  best  to  protect  them  by  light  walls  or  by  a 
brattice  with  shutters  adjustable  according  to  the  direction  of  the 
wind. 

As  the  drawings  of  the  English  burners  will  show,  each  burner 
is  independent  of  the  other,  and  they  do  not  communicate  with  one 
another,  but  only  with  the  common  gas-flue.  Each  burner,  then, 
ought  to  have  its  own  damper,  which  is  not  always  the  case.  On 
the  Continent,  frequently  the  single  burners  are  only  separated  by 
low  walls ;  the  whole  s^t  is  then  like  a  large  burner  with  a  divided 
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grate ;  but  it  is  not  possible^  as  on  the  English  system,  to  treat 
each  burner  individuaUy,  and  give  it  more  or  less  draught,  or 
isolate  it  for  repairs.  This  system,  therefore,  cannot  be  recom- 
mended. 

In  continental  works  possessing  no  Glover  tower  it  is  very  usual 
to  concentrate  the  chamber-acid  up  to  144P  Tw.  in  lead  pans,  which 
are  mounted  on  the  top  of  the  burners,  and  are  heated  by  their 
waste  heat.  Of  all  plans  for  concentrating  vitriol  this  is,  as  we 
shall  see  later  on,  the  cheapest,  only  excepting  the  Glover  tower. 
There  is  no  reason  why  such  pans  should  not  be  placed  on  the 
English  burners  as  well ;  but  even  before  the  Glover  tower  did  away 
with  all  lead  pans,  the  above  arrangement  does  not  seem  to  have 
been  practised  in  England.  In  this  country,  however,  the  space 
on  the  fumace-arch  is  otherwise  usefully  employed  for  drying 
"  balls  '^  from  pyrites  dust,  &c.  There  are  also,  as  we  shall  see, 
some  reasons  against  placing  the  pans  on  the  top  of  the  burners. 

The  ^^ potting  ^'  of  the  mixture  of  nitre  and  sulphuric  add  (liquid 
nitric  acid  is  not  used  in  England  for  this  purpose)  has  latterly 
nearly  always  been  done  in  such  a  way  that  the  burners  are  not  dis- 
turbed by  it.  Even  ten  or  twelve  years  ago  the  pots  were  frequently 
put  on  pillars  between  two  burners,  with  a  common  gas-space ;  to 
these  belonged  special  potting-doors  in  the  burner-front,  and  cast- 
iron  dishes  as  saucers  for  receiving  the  stuflF  that  boiled  over ;  these 
saucers  had  some  fall  towards  the  doors,  so  that  the  nitre-cake 
could  not  so  easily  run  into  the  burners ;  but  it  got  out  of  the  doors, 
which  made  them  look  very  dirty ;  and  ultimately  it  also  got  into 
the  burners  themselves.  None  of  the  better  factories  have  this 
arrangement  now,  but  aU  pots  belonging  to  a  set  of  burners  are 
placed  in  a  separate  ^^  nitre-oven,^'  which  is  nothing  but  an  enlarge- 
ment of  the  gas-flue,  and  either  situated  over  the  burners  or  on 
pillars  outside  the  same.  The  latter  is  preferable ;  for  also  here 
there  is  always  a  metal  saucer  provided  for  catching  the  boiling- 
over  nitre-cake  :  this  may  be  cracked  before  it  is  noticed,  and  much 
nitre-cake  may  get  into  the  burners,  doing  great  damage.  If  the 
arrangement  is  similar  to  fig.  53  (where,  by  the  way,  the  nitre- 
pots  are  replaced  by  a  better  contrivance  to  be  described  hereafter), 
no  risk  of  the  above-mentioned  kind  is  run. 

Favre  (/.  c.)  reports  that  the  works  in  the  south  of  France 
still  use  pots  of  2  ft.  7i^  in.  x  1  ft.  6  in.  x  12  in.,  standing  on  a 
bridge  between  two  burners ;  and  he  also  mentions  the  drawback 
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of  boilmg  over  into  the  burners.     ThU  would  show  that  those 
works,  even  in  1876,  were  in  a  backward  state. 

We  shall  now  give  diagrams  of  differeot  kinds  oi  pyrttea-bumera 
snch  as  are  usual  now-a-days  in  Eugland.     Figs.  50  to  52  show 

fig.  60. 


a  simpler  construction,  which  can  be  made  with  open  sand  castings; 
figs.  53  and  54  a  more  expensive  kind  of  front  plates,  requiring 
planing,  turning,  &c.  :  the  latter  are  much  neater  and  cleaner,  be- 
cause no  putty  is  required  for  the  doors.  To  be  sure,  sometimes 
these  front  plates  become  a  little  warped;  and  then  the  doors  are 
not  tight  without  pntt;. 
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Fig.  60  shows  two  Inimera  in  front  elevation,  and  one  in  section, 
th  e  first  burner  without  doors.  Fig.  51  is  a  cross  section,  showing 
two  rows  back  to  back ;  fig.  52  a  sectional  plan,  half  taken  just 


over  the  grate,  half  through  the  middle  of  a  door,  a  is  the  work- 
ing-openiug,  with  the  door  b,  which  slides  in  the  grooved  ledges,  c  c, 
cast  to  the  front  plate.  The  small  door  d,  only  to  be  used  excep- 
tionally, is  arranged  in  precisely  the  same  way.  The  openings  of 
the  brickwork  inside  are  protected  by  small  metal  plates  ;  e  is  the 
movable  cover  of  the  ash-pit,  provided  with  air-holes ;  //  are  the 
grate-bearers;  the  front  bearer/ at  the  same  time  carries  the  bot- 
tom plate  for  the  front  wall,  and  is  perforated  by  round  holes ; 
whilst  //  are  cut  out  in  semicircles.  The  arches  are  sprung 
parallel  with  the  working-doors,  and,  by  the  draught-holes  gg,  are 
in  connexion  with  the  gas-flues  h  k.  The  latter,  like  the  burners 
altogether,  are  cased  in  metal  plates;  they  are  covered  by  fire- 
tiles. 

A  somewhat  more  costly  but  more  perfect  arrangement  is  shown 
in  figs.  53  and  54,  in  front  elevation  and  two  sectional  elevations. 
a  is  the  working-door,  with  the  small  slide  b  for  observing  the  in- 
terior of  the  burner ;  it  turns  on  hinges,  and,  as  shown  in  fig,  54, 
lies  on  a  projection  of  the  front  plate,  slanting  forward  towards  the 
bottom ;  all  the  metal  parts  coming  into  contact  are  planed  and 
&cedj  so  as  to  close  air-tight.  Just  in  the  same  way  the  doors  c  c 
for  the  grate  and  d  for  the  ash-pit  are  made,  whilst  the  rarely 
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used  doors  e  and  /  (the  Utter  for  the  gas-flue)  are  made  in  the 
same  simple  manner  as  in  fig.  50.  Tbe  burners  are  supposed  to 
be  the  last  of  the  row ;  so  that  the  nitre-oven  g,  with  the  semi- 


cylindrical  trough  A,  the  saucer  i,  and  the  hopper  *  are  immediately 
joined  to  them.     The  diagrams  are  all  on  a  scale  of  1  to  50. 
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Working  of  the  Pyrites-burners  for  Lumps. 

In  order  to  start  a  bvmer  it  is  first,  if  newly  built,  dried  by 
a  slow  fire  in  the  usual  way,  and  then  filled  with  burnt  ore  to 
within  3  inches  below  the  working-door.  If  no  burnt  ore  can 
be  procured,  ordinary  road-metal  &c.  can  be  taken,  broken  suffi- 
ciently to  pass  between  the  grate-bars  when  they  are  turned.  The 
draught-hole  of  each  burner  is  closed  by  a  damper,  and  the  work- 
ing-door is  left  open.  Then  ordinary  fuel,  wood  or  rough  coals 
are  heaped  on  the  ore  and  lighted.  After  twelve  or  twenty-four 
hours  the  burner  and  the  uppermost  layer  of  the  ore  will  have 
reached  a  red  heat ;  the  rougher  parts  of  the  fuel  still  present  are 
then  drawn  out  and  an  ordinary  charge  of  green  pyrites  \&  put  on. 
By  the  heat  of  the  burner- walls,  that  of  the  ore  below,  and  the 
fuel  still  present,  the  fresh  ore  will  soon  be  lighted ;  when  it  is 
fully  burning,  the  working-door  is  closed,  the  damper  closing  the 
access  to  the  gas-flue  is  opened,  and  the  gas  allowed  to  go  to  the 
acid-chambers. 

Thus  the  process  is  started ;  and  it  is  now  continued  regularly 
and  uninterruptedly  till  it  has  to  be  stopped  for  external  reasons. 
Repairs  are  very  rarely  necessary  in  pyrites-kilns ;  but  those  of 
other  connected  apparatus  may  compel  their  stoppage.  Some  few 
English  works  put  in  the  dampers  every  Saturday  at  midnight,  and 
only  open  them  at  Sunday  midnight ,-  in  the  mean  time  all  other 
openings  are  well  closed ;  and  the  burner  thus  keeps  its  heat  so 
well  that  the  new  charges  at  once  take  fire  when  brought  in.  If 
any  temporary  interruption  of  work  does  not  last  beyond  four  or 
six  days,  usually  the  burners  can  be  kept  hot  enough  in  this 
way  to  be  started  without  any  fresh  lighting-up  by  means  of 
fuel. 

The  regular  burning-process  has  a;  double  object,  from  which  all 
the  precautions  to  be  observed  follow.  In  the  first  place,  the  sul- 
phur contained  in  the  ore  is  to  be  burnt  as  far  as  possible ;  and, 
secondly,  a  just  suflBicient  quantity  of  air  is  to  be  employed,  no  more 
and  no  less  than  is  required  for  the  chamber-process.  This  means, 
besides  the  air  necessary  for  burning  the  sulphur  to  sulphurous 
acid,  as  much  more  air  as  is  required  for  oxidizing  the  latter  to  sul* 
phuric  acid,  and,  moreover,  a  certain  excess  of  air  found  necessary 
in  practical  work.  Anyhow,  therefore,  the  air  will  be  more  than 
just  sufficient  for  burning  all  the  sulphur  contained  in  the  pyrites ; 
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and  the  second  condition  seems  thus  to  imply  the  first.  But  this  can 
only  be  said  for  brimstone  and  for  pure  pyrites  not  containing  any 
zinc  blende  or  galena  be. ;  for  only  the  former  can  be  desulphurized 
completely  by  their  own  heat  of  combustion.  The  sulphates  of 
iron^  which  are  always  partly  formed  as  intermediate  products^  are 
decomposed  again  at  a  comparatively  low  temperature  into  Fe^Os^ 
0,  and  SO4,  or  into  Yefi^  and  SO3,  for  which  the  heat  of  the 
bamers  is  quite  sufficient.  This  is  a  little  more  difficult  with  the 
sulphides  of  copper;  but  the  temperature  of  decomposition  of 
CUSO4  is  also  within  a  red  heat.  Moreover  the  copper-extrac- 
tion works  do  not  want  all  the  sulphur  to  be  burnt^  but  allow 
a  residue  of  from  four  to  at  most  six  per  cent,  sulphur  in  the 
cinders.  If^  however^  the  ores  contain  blende  or  galena^  which  on 
burning  are  transformed  into  zinc  and  lead  sulphates^  the  burner 
cannot  possibly  effect  a  total  desulphurization ;  for  these  sulphates 
are  only  decomposed  at  a  strong  white  heat^  which  is  not  allow- 
able in  a  pyrites-burner^  and  they  must  thus  remain  as  such  in 
the  cinders.  Furthermore^  if  the  pyrites  contains  calcium  sul- 
phate or  carbonate^  a  corresponding  quantity  of  CaS04  will  re- 
main In  the  residue.  Any  barium  sulphate  present  would  not 
be  taken  notice  of  in  the  testing  of  the  pyrites  or  the  cinders^ 
being  classed  among  the  "  insoluble.^' 

If  we  leave  unnoticed  the  ores  containing  much  zinc  or  lead^ 
and  only  speak  of  the  usual  descriptions  of  pyrites^  the  burning  of 
ore  in  lumps  will  reduce  the  sulphur  in  the  cinders  with  good  work 
to  3  or  4  per  cent.  Less  than  3  per  cent,  of  sulphur  very  rarely 
occurs  on  an  average  of  the  whole  year;  the  contrary  assertions  of 
many  managers^  if  questioned  upon  this  pointy  are  refuted  by  the 
analyses  of  the  copper-extraction  works^  which,  according  to 
Wedding  and  XJlrich  (Wagner's  Jahresb.  1872,  p.  156),  in  1871, 
found  3*66  per  cent,  on  the  average.  Most  frequently  the  limit 
stated  above  for  good  works  is  exceeded ;  many  works  leave  6  or 
8  per  cent,  of  sulphur,  and  even  more,  in  their  cinders,  whilst 
their  neighbours  only  leave  4  or  5  per  cent,  in  the  same  ore. 
The  fault  of  this  may  be  either  with  the  description  of  burner 
employed  or  vrith  the  style  of  work.  If,  by  the  construction  of 
the  burner,  the  pyrites  lies  in  too  shallow  a  layer,  and  this  is  let 
down  too  soon  on  shaking  the  bars,  it  will  easily  come  out  badly 
burnt.  But  even  if  the  burner  is  quite  rightly  built,  much 
still  depends  upon  the   skill  and  care  of  the  burner-men.    If 
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these  do  not  work  up  the  ore  through  the  door- way  with  strong 
pokers^  if  they  do  not  charge  it  equally  all  over^  slanting  about 
2  inches  towards  the  door  from  the  back  and  the  sides^  if  they 
shake  the  grates  unequally^  so  that  the  ore  comes  down  more 
quickly  in  one  place  than  in  another^  if  the  ore  is  put  in  in  too 
large  pieces,  and  so  forth,  no  proper  burning  can  be  expected. 
The  latter  is  also  intimately  connected  with  an  avoidance  of 
''scarring/'  which  depends  upon  a  proper  supply  of  air,  to  be 
spoken  of  directly . 

Whether  pyrites  is  properly  burnt  or  not  can  be  recognized  to  a 
great  extent  by  the  eye.  By  the  burning-process  the  pieces  swell 
out  and  burst  in  some  place ;  they  become  light  and  porous,  and 
assume  the  red  colour  of  ferric  oxide,  in  the  case  of  cupreous  pyrites 
a  more  blackish  red  colour.  The  burnt  ore  ought  therefore  to  con- 
sist of  light  porous  pieces  of  the  proper  colour,  apart  from  the 
powder  always  present  in  large  quantity,  which  is  generally  suffici- 
ently burnt  oflf.  Already,  on  taking  up  the  larger  pieces,  their 
weight  will  allow  a  rough  judgment  of  the  state  of  the  burning ;  and 
this  can  be  more  distinctly  recognized  by  breaking  the  pieces  and 
observing  whether  they  contain  a  raw  core  in  the  centre.  Also  the 
presence  of  many  slags  (scars)  on  the  cinder-heap  is  a  proof  of  bad 
burning. 

Important  as  these  empirical  signs  are,  no  well-managed  factory 
will  be  satisfied  with  them,  but  will  from  time  to  time,  daily  or  at 
least  twice  a  week,  have  the  cinders  tested,  after  having  drawn  a 
large  sample  and  reduced  it  properly.  At  all  events  the  above- 
mentioned  empirical  signs  have  hardly  any  value  for  smalls. 

The  chemical  testing  of  pyrites  cinders  [burnt  ore)  takes  place 
by  exactly  the  same  methods  as  described  in  the  fourth  Chapter 
for  the  analysis  of  pyrites  itself.  Although  in  this  case  the  utmost 
accuracy  is  not  required,  and  short  methods  might  be  properly 
employed,  there  do  not  seem  to  exist  any  sufficiently  reliable. 
Even  for  this  purpose  the  method  of  Pelouze  is  useless,  as  has  been 
proved  by  many  tests  of  the  author^s  and  of  his  former  colleagues. 
But  when  using  a  quick  mode  of  filtration,  such  as  the  long  funnel 
described  on  p.  104,  a  cinder-testing  can  be  finished  in  little  more 
than  an  hour,  if  the  finely-powdered  ore  (2  or  3  grms.)  be  treated  for 
five  minutes  with  hot  aqua  regia,  evaporated  till  just  dry,  diluted  with 
a  little  HCl  and  much  hot  water,  filtered,  and  the  sulphuric  acid 
in  the  solution  estimated  volumetrically  or  even  gravimetrically. 
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The  solphor  contained  in  the  burnt  ore  is  most  probably  not 
present  as  FeS^,  apart  from  any  quite  raw  cores  in  large  pieces. 
Bat  even  the  fine  or  quite  porous  cinders^  burnt  as  well  as  possible, 
also  those  from  pure  pyrites  free  from  lead,  zinc,  and  lime,  always 
contain  sulphur;  and  as  this  cannot  well  be  in  the  shape  of  FeS,, 
the  question  can  only  be  whether  they  contain  FeS  or  sulphates  of 
iron  (most  probably  basic  ferric  sulphates),  or  both.  According  to 
Scheuier-Kestner  and  Bosenstiehl(Bull.  Soc.  Chim.1868,  ix.  p.  43), 
the  cinders  contain  essentially  FeS ;  they  give  two  analyses — (i)  of 
properly  bnmt  ore,  (ii)  of  on  operation  carried  on  too  hot,  so  that 
the  ore  had  fluxed.  Both  are  from  Sain-Bel  pyrites,  containing 
46*1  per  cent,  sulphur  in  the  pieces  and  49*28  in  the  smalls. 

I.  II. 

Moisture I'O 

FeS 8-5  27*2 

Fe 

S 
Oxide  of  iron      ...  72  0  62*4  * 


)      ...    5*4  >  17*3 1 

.     ...     81/  9*9  i 


Fe      .     .     .  50*4)  41*0) 

O  .     .     .     .  21*6  J  21 -4  J 

Quartz 18*5  10*4 


lOO-O  100*0 

According  to  these  analyses  there  would  be  no  ferric  sulphate 
whatever  in  the  residues,  which  is  very  improbable,  as  such  can  be 
proved  by  washing  with  water  (comp.  Bode,  Dingler's  Journal, 
ccxviii.  p.  327,  and  further  analyses  by  Phillips,  Gibb,  Brauning, 
Wedding,  and  XJlrich  in  the  16th  Chapter) . 

Richters  (Dingl.  Joum.  cxcix.  p.  292)  gives  the  following  ana- 
lysis of  burnt  ore  from  the  Silesia  works  at  Saarau : — 

Water 435 

Iron 43*36 

Manganese 0*16 

SiUca 18*92 

Alumina     • 4*84 

Lime 002 

*  The  calculation  does  not  agree  here ;  624  Fe^Og  would  contain  48*68  Fe. 
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Zinc  oxide 883 

Sulphur  trioxide 4*35 

Sulphur 1-53 

Oxygen  and  loss 18*64 

Nickel  and  arsenic  ....  traces 


10000 


Phipson  has  published  the  following  analysis  of  residue  from 
Irish  pyrites  (Chemical  News,  vol.  xviii.  p.  29) : — 

Zinc  oxide 5*50 

Cupric  oxide 2*86 

Manganese  oxide      ....  1*60 

Nickel  and  cobalt  oxide     .     .  0*12 

Cadmium  oxide 0*01 

Lead  oxide 1*67 

Antimony  oxide 0*04 

Ferrous  oxide 1*17 

Alumina 3'25 

Sulphur 2-60 

Thallium traces 

Indium traces 

Gangue 15  00 

Ferric  oxide 6599 

Lime 0*11 

Magnesia 008 


10000 


Every  thing  that  has  been  said  on  the  maximum  of  sulphur  in 
the  cinders  to  be  aimed  at,  only  refers  to  the  burning  of  pyrites 
proper — that  is  to  say,  of  ores  containing  essentially  FeS^,  and  got 
exclusively  as  a  raw  material  for  vitriol-making,  in  which  ease  the 
cinders  are  as  good  as  worthless.  Just  in  the  same  line  are  those 
cupreous  pyrites  (with  up  to  4  per  cent,  of  copper)  whose  copper 
can  only  be  extracted  by  the  wet  process ;  for  these  the  above- 
mentioned  rules  for  the  sulphur  in  the  cinders  are  equally  valid. 
But  the  case  is  quite  difiPerent  with  a  number  of  ores  where  the 
residue  from  the  burning  is  regarded  as  by  far  the  most  important 
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product^  and  where  the  gas  is  only  a  by-product,  often  only  con- 
verted into  sulphuric  acid  in  order  to  get  rid  of  it.  To  this 
category  belong  blende,  copper-pyrites,  coarse  metal,  &c.  Here 
the  burning-down  to  the  above-mentioned  minimum  of  sulphur 
is  partly  not  possible,  partly  not  even  desirable  (as  for  copper- 
pyrites)  ;  and  there  exist  for  each  case  definite  rules,  which, 
however,  do  not  belong  to  the  domain  of  acid-making,  but  to 
that  of  metallurgy.  For  that  matter,  even  where  a  larger  per- 
centage of  sulphur  is  required  for  further  metallurgical  operations, 
it  is  more  rational  from  the  standpoint  of  the  acid-maker,  in  order 
to  save  labour,  burner-space,  &c.,  to  burn  the  material  as  well  as 
possible,  and  to  supply  the  necessary  sulphur  afterwards  by  adding 
a  little  green  ore ;  thus,  for  instance,  the  copper-extraction  works 
proceed  when  they  receive  the  cinders  too  far  desulphurized. 

We  now  pass  on  to  the  second  fundamental  condition  of  pro- 
per work  in  the  pyrites-burners,  viz.  that  neither  too  little  nor  too 
much  air  be  employed.  At  this  stage  we  leave  out  of  considera- 
tion the  absolute  quantity  of  air  required,  and  only  treat  of  the 
practical  rules  and  of  the  appearances  observed  in  the  burners 
themselves.  If  too  little  air  is  admitted,  whether  from  too  few 
holes  in  the  bottom  door  being  opened,  or  from  the  damper  in 
the  draught-hole  not  being  enough  drawn^  or  because  the  pipes 
are  stopped  up  with  dust,  or  the  draught  in  the  whole  chamber 
system  is  insufficient  from  one  cause  or  another,  the  same  thing 
will  happen  as  with  sulphur-burners  when  they  get  too  hot :  sul- 
phur will  sublime  as  such,  and  will  be  deposited  in  the  flues,  the 
dust-chambers,  the  Glover  tower,  or  the  chambers  themselves.  It 
is,  however,  a  more  frequent  and  serious  consequence  that,  in  the 
case  of  insufficient  draught,  the  often-mentioned  sloffs  or  scars  are 
formed.  These,  as  Scheurer-Kestner  and  Rosenstiehl  have  shown 
(/.  c),  consist  mostly  of  iron  monosulphide,  FeS,  which  is  necessarily 
fonned  when  FeSg  is  heated  with  exclusion  or  insufficient  supply 
of  air,  along  with  free  sulphur.  It  is  easily  Visible,  and  fluxes  in 
the  burners  to  more  or  less  large  cakes  or  scars,  upon  which  the  air 
has  practically  no  action.  The  FeS  fluxes  all  the  more  easily,  as 
in  the  case  of  insufficient  supply  of  air,  where  no  cooling  by  the 
excess  of  air  takes  place,  locally  more  heat  is  developed  than  when 
the  supply  of  air  is  abundant.  The  scars  mostly  enclose  some 
green  pyrites,  and  in  this  way  also  cause  a  loss  of  sulphur.  A 
much  greater  loss  is  occasioned  by  their  stopping  the  passage  of  air, 
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80  that  the  ore  above  and  below  a  scar  is  very  incompletely  burnt. 
The  heat  is  locally  increased  and  driven  further  down  than  it  ought 
to  be;  the  zone  of  combustion  is  removed  further  downwards; 
and  on  letting  down  the  ore  the  pyrites  partly  comes  out  incom- 
pletely burnt.  If  scars  have  formed  in  the  burner,  they  naturally 
descend  as  the  cinders  are  let  down,  and  they  would  ultimately  lie 
immediately  on  the  grates  and  entirely  stop  them  up.  This,  how- 
ever, must  at  any  rate  be  prevented.  A  careful  workman  always 
breaks  up  the  surface  of  the  old  ore  before  putting  in  a  fresh 
charge;  and  thus  he  finds  out  whether  any  scars  have  formed, 
which  mostly  takes  place  near  the  surface  :  they  can  then  be  easily 
brought  to  the  surface  by  means  of  hooks  and  pulled  out  at  the 
door.  But  if  they  have  been  overlooked  at  first  and  have  got  lower 
down,  in  doing  which  they  constantly  increase  in  size,  their  removal 
is  more  difiicult.  Then  a  very  large  and  heavy  poker  of  the  best 
tough  iron  (these  are  made  up  to  12  feet  long  and  2  inches 
thick),  bent  in  the  way  shown  in  fig.  65,  is  introduced  into  the 

Fig.  65. 


burner  through  the  charging-hole,  and  the  men  work  it  till  they 
have  got  the  point  a  underneath  the  scar.  Several  men,  working 
at  the  end  6,  then  try  to  lift  up  the  scar,  in  spite  of  the  resistance 
of  the  superjacent  mass  of  pyrites.  This  labour  is  very  disagreeable, 
exhausting,  and  difficult.  The  middle  doors,.between  the  charging- 
door  and  the  grate,  found  in  all  pyrites-burners,  are  only  used 
in  extreme  cases. 

Apart  from  other  causes,  the  supply  of  air  in  a  burner  may  be 
insufficient  because  the  ore  lies  too  deep.  As  the  depth  of  the  ore 
depends  upon  the  vertical  distance  between  the  grate  and  the 
working-door,  it  follows  that  for  ores  behaving  very  differently  in 
this  respect  differently  built  burners  must  be  used.  Thus  the  deep 
burners  built  for  Irish  pyrites  had  at  once  to  be  given  up  when 
Spanish  pyrites  began  to  be  used.  With  the  same  height  of  pyrites 
which  was  just  right  for  the  poor  ore,  in  order  to  keep  the  heat 
better  together,  the  rich  cupreous  ore,  in  itself  more  fusible,  be- 
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came  £ur  too  hot^  and^  moreover^  the  air  coiQd  not  pass  through 
quickly  enough  to  make  a  complete  burning  of  the  ore  possible  at 
every  point ;  from  both  causes  combined  followed  this  elBFect  (easily 
comprehensible  after  what  has  just  been  said)^  that  the  scarring 
became  excessive.  It  is  always  much  more  feasible  to  bum  poor 
ore  in  a  shallow  than  rich  ore  in  a  deep  burner.  Insufficiency  of 
draughty  if  very  considerable,  will  be  easily  recognized  by  the  gas 
blowing  out  of  all  the  joints  of  the  burners,  and  especially  coming 
out  in  force  whenever  the  working-doors  or  the  bottom  door  are 
opened.  On  the  other  hand,  the  draught  is  not  to  be  so  strong 
that  too  much  air  will  get  into  the  chambers ;  the  gas  ought  to  be 
kept  as  rich  as  possible,  as  will  be  shown  hereafter.  It  may  be 
assumed  that  the  draught  is  just  right,  if,  on  opening  the  small  slide 
in  the  working-door,  neither  gas  nor  flame  issues  from  it,  nor, 
on  the  other  hand,  the  flames  inside  the  burner  perceptibly  tend 
towards  the  draught-hole.  They  ought  to  rise  up  perpendicularly 
and  quite  steadily ;  and  on  opening  the  door,  they  may  even  tend 
ftlightly  towards  it.  As,  however,  the  exact  regulation  of  the 
draught  can  only  be  effected  by  regulating  the  holes  in  the  bottom 
door,  and  as  on  each  opening  of  the  doors  above  or  below  the  grate 
much  more  air  must  get  in  than  is  necessary,  of  course  the  times 
during  which  the  doors  are  opened  are  restricted  as  much,  and  the 
charging,  shaking  of  the  grates,  and  discharging  are  managed  as 
quickly,  as  possible.  It  is  very  advisable  to  close  the  holes  in 
the  bottom  door  completely  while  the  top  door  is  open.  If  the 
draught  is  not  very  abundant,  whenever  the  door  is  opened,  there 
will  be  no  room  for  so  much  air  rushing  in,  in  consequence  of 
which  a  portion  of  the  gas  will  rush  out  and  get  into  the  burner- 
house;  this  is  both  a  loss,  and  a  nuisance  to  the  workmen,  and, 
in  greater  quantity,  also  to  the  neighbours. 

For  regulating  the  supply  of  air  several  plans  are  possible. 
The  regulation  takes  place  either  before  the  grate,  by  the  holes  in 
the  bottom  door,  or  behind  the  grate,  by  means  of  the  damper  in 
the  draught-hole  or  that  in  the  large  chimney  behind  the  chambers. 
The  latter  is  only  available  where  all  the  burners  have  a  common 
gas-space;  otherwise  the  draught  through  the  chimney  must  be 
equal  to  the  maximum  amount  required  for  all  the  burners,  and 
must  be  changed  according  to  the  atmospheric  conditions,  each 
burner  being  regulated  separately.  This  could  be  done  best  and 
most  safely  by  the  dampers  in  the  draught-holes  connecting  each 
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burner  with  the  gas-flue ;  but  these  are  rarely  used  for  this  purpose ; 
they  would  have  to  be  made  very  tight-fittings  and  then  would 
easily  be  set  fast  by  flue-dust.  Therefore  here  also  the  draught  ia 
made  sufficient  for  all  eventualities.  The  real  regulation  of  the 
air^  at  least  generally  in  England^  takes  place  by  means  of  the 
holes  in  the  ash-pit  door^  of  which  a  sufficient  number  are  closed 
by  plugs  or  otherwise.  Scheurer-Kestner  went  so  far  as  to  pass 
all  the  air  through  a  Comte^s  anemometer ;  but  this  can  only  have 
been  done  for  isolated  experiments^  since  such  a  delicate  instrument 
can  hardly  have  been  kept  fit  for  use  for  any  length  of  time  in  an 
atmosphere  thus  exposed  to  acid  vapours  and  to  dust.  It  is 
therefore  left  to  the  burner-men  to  open  or  close  the  holes  in  the 
door  as  required. 

The  supply  of  air  is  usually  regulated  by  the  following  practical 
rules : — At  the  beginning  (that  is^  immediately  after  making  a 
fresh  charge  )the  burner  does  not  want  very  much  air,  till  the  ore 
has  caught  fire,  which  will  take  half  an  hour  or  an  hour.  Then 
more  air  must  be  admitted,  always  with  the  above-mentioned 
restriction — that  the  flames  rise  perpendicularly,  and  tend  slightly 
towards  the  slide  when  this  is  opened.  When,  however,  the  prin- 
cipal portion  of  the  sulphur  is  burnt  and  the  flames  become  scarce, 
the  air  is  altogether  shut  off",  and  further  action  is  left  to  the  heat 
of  the  burner.  About  two  hours  before  it  is  time  for  recharging, 
the  working-door  is  opened  and  the  ore  is  well  raked  and  turned 
over  by  means  of  a  hook  to  a  depth  of  3  or  4  inches,  and  any  small 
scars  are  removed.  If  herewith  blue  flames  appear  to  any  extent, 
this  proves  the  burning  not  to  have  been  sufficient,  and  a  little  air 
must  be  admitted.  When  the  whole  time  is  up,  be  it  a  twelve- 
hours'  or  a  twenty- four  hours'  turn,  the  air  is  entirely  shut  off  at 
the  bottom,  the  small  doors  covering  the  grate-bars  are  opened, 
and  these  are  turned  two  or  three  times,  leaving  each  alternate  one 
out.  During  this  the  workman  must  look  through  the  working- 
door,  to  see  whether  the  layer  of  ore  is  let  down  evenly  all  over ; 
he  can  easily  manage,  by  the  judgment  of  the  eye,  not  to  let  the 
ore  down  too  much  or  too  little.  Then,  as  quickly  as  possible, 
the  new  charge  of  ore  in  pieces  (usually  with  a  little  dust),  which 
must  have  been  lying  ready  in  front  of  the  burner,  is  put  in,  and 
the  process  begins  again.  It  is  evident  that  there  must  be  a  regular 
rotation,  so  that  a  fresh  burner  comes  in  turn  every  hour  or  so ; 
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this  is  both  mdispensable  for  a  regular  evolution  of  gas  and  eon- 
Tenient  for  distributing  the  labour  through  the  day. 

The  interior  of  a  burner,  after  the  thro  wing-in  of  a  fresh  charge, 
im,  of  course,  at  first  quite  black.  Oradually  small  blue  flames 
appear,  which  become  larger  and  more  lively  and  cover  the  whole 
mass.  After  a  few  hours  they  become  scarcer  again ;  but  the  mass 
in  the  mean  time  has  become  red-hot.  Later  on  it  cools  again ; 
and  towards  the  end  of  the  period  there  is  no  glowing  visible 
at  the  surface ;  but  as  soon  as  the  mass  is  stirred  up,  the  glowing 
appears  again. 

The  men  like  to  employ  a  practical  test,  to  convince  themselves 
that  the  burner  is  not  too  hot  for  recharging,  in  the  shape  of 
strokes  made  with  brimstone  on  the  burner-door  :  so  long  as 
these  take  fire  at  once,  the  burner  is  still  too  hot ;  only  when  they 
remain  is  it  cold  enough  for  charging.  Frequently  it  is  necessary 
to  wait  a  little,  even  for  a  few  hours,  after  shaking  the  grate-bars 
and  letting  down  the  burnt  ore,  in  order  that  the  burner  may 
cool  a  little  before  recharging  it;  this  has  the  advantage  that 
the  top  layer,  by  turning  it  over,  is  caused  to  bum  its  sulphur 
more  thoroughly  than  it  can  be  burnt  after  cold  pyrites  has  been 
thrown  in. 

CreneraUy  it  takes  some  time  before  the  men  get  used  to  a  new 
kind  of  burner  or  of  pyrites.  If  even  skilled  men  are  taken  from 
other  places,  they  require  special  supervision,  and  still  more  if  a 
new  kind  of  pyrites  has  to  be  tried.  If  at  all  possible,  different 
kinds  ought  not  to  be  tried  mixed  up,  but  one  kind  adhered  to  for 
some  time,  because  only  in  this  way  do  the  men  get  used  to  a 
thoroughly  proper  treatment  of  the  burner.  Each  kind  of  pyrites 
requires  a  little  different  treatment  as  to  supply  of  air,  to  breaking 
up,  &c. 

An  extremely  important  assistance  in  regulating  the  burning- 
process  is  the  analysis  of  the  gas,  which,  however,  is  nearly  always 
made  for  a  whole  set  of  burners  together  in  their  common  flue. 
We  shall  enter  into  the  details  of  this  later  on. 

If  a  pyrites-burner  is  working  properly,  it  wiU,  if  touched  out- 
side, be  so  hot  in  its  upper  part  (say  6  inches  below  the  working- 
door)  that  the  hand  cannot  be  borne  upon  it;  further  down  it 
must  be  cooler ;  and  immediately  above  the  grates  it  ought  to  be 
cold,  or  at  most  hand-warm.  This  is  one  of  most  important  prac- 
tical signs  of  the  proper  working  of  the  burner.     If  a  burner  is  too 
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hot  below^  this  may  be  the  conseqaence  of  insufficient  draughty  or 
(which  in  the  end  comes  to  the  same  thing)  there  has  either  been 
too  much  pyrites  charged  or  there  is  too  much  dust  in  the  burner^ 
which  has  stopped  up  the  interstices.  Too  much  dust  may  come 
from  bad  riddling^  from  too  much  having  been  added  on  purpose^ 
from  the  falling  of  the  '^  balls  '^  inside  the  burners^  or  from  the  de- 
crepitation of  "explosive''  ores  (comp.  p.  100). 

In  any  case^  the  first  thing  to  be  done^  apart  from  doing  away 
with  the  cause  of  the  evil^  is  to  cool  again  the  excessively  hot 
burner.  Above  all^  more  air  must  be  admitted ;  and^  in  order  to 
drive  up  the  heat  more  certainly^  the  new  charge  must  be  kept 
back  a  little^  and  the  fresh  ore  not  put  at  all  in  the  middle^  but 
only  along  the  sides  and  the  back  of  the  burner.  It  always  takes 
one  or  two  days^  sometimes  more^  before  a  burner  has  recovered 
its  normal  temperature.  In  specially  obstinate  cases  there  is 
nothing  for  it  but  making  very  small  charges  for  a  day  or  two^ 
till  matters  have  come  right  again.  Some  manage  by  taking  out 
the  ignited  top  layer^  allowing  it  to  cool  a  little^  and  putting  it 
back  into  the  burner^  which  in  the  mean  time  has  had  more 
draughty  owing  to  the  lower  depth  of  ore^  and  thus  has  cooled 
itself. 

If  a  furnace  is  allowed  to  go  too  hot  for  any  length  of  time, 
whatever  may  be  the  cause  of  it  (want  of  air^  too  large  charges, 
stopping  up  by  dust,  bad  breaking  up),  the  consequence  will 
always  be  the  same,  viz.  increased  scarring  with  all  its  unpleasant 
accompaniments.  The  author  has  had  to  deal  with  cases  where 
the  scars  became  so  copious  that  the  burner  had  to  be  put  out,  the 
grates  had  to  be  drawn,  the  whole  of  the  stone  taken  out^  and  the 
burner  freshly  filled  up. 

Of  course  it  also  happens  sometimes  that  a  burner  goes  too  cold 
and  the  fresh  charges  take  fire  too  slowly.  This  may  be  caused 
equally  by  a  want  of  draught  or  by  too  small  charges,  and  can  be 
easily  remedied  in  this  case.  If  it  has,  however,  got  so  far  that 
the  new  pyrites  will  not  take  fire  at  all,  nothing  remains  but  put- 
ting in  very  hot  ore  from  some  of  the  other  working  burners ;  in 
this  way  the  matter  may  always  be  put  right  with  some  patience, 
unless  large  scars  are  lying  on  the  grates,  or  there  are  other  serious 
faults,  which  must  be  done  away  with  before  proper  working  of 
the  burner  can  be  expected.  A  frequently  used  but  objectionable 
remedy  against  cold  burners  is  putting  live  coals  on  the  pyrites. 
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Carbonic  acid  is  a  great  enemy  to  the  chamber  process^  probably' 
not  so  mnch  by  diluting  the  gas  (for  its  injurious  action  is  far 
too  great  to  be  attributed  to  that  alone)^  as  by  lying  in  the  lower 
part  of  the  chambers  and  preventing  contact  between  the  chamber- 
gas  and  the  bottom  acid,  till  it  is  removed  by  diffusion.  This 
point,  however,  is  not  yet  cleared  up. 

A  pyrites-burner  may  also  go  too  cold  if  there  is  too  much 
draught,  if,  therefore,  besides  the  air  required  for  its  intense  work- 
ing tiiere  is  an  excess,  which  only  acts  as  inert  cooling  gas.  This 
is  a  very  great  fault ;  for  in  this  way  the  consumption  of  nitre  is 
increased,  and  the  yield  of  sulphuric  acid  very  much  diminished. 
Long  before  the  burners  cool  from  this  cause,  an  excess  of  air  may 
become  injurious  in  this  way;  and  by  observing  the  flames  in  the 
bomers  (much  better,  however,  by  the  analysis  of  the  gas),  it  must 
be  ascertained  whether  the  proper  proportion  of  air  is  present 
or  not. 

Balard  reports  {'  Rapports  du  Jury  International,'  1867,  vol.  vii. 
p.  ^9)  that  in  the  first  trials  of  Perret  and  Olivier  for  employing 
pyrites  in  manufacturing  sulphuric  acid,  they  at  last  succeeded  in 
properiy  conducting  the  combustion,  but  obtained  a  very  small 
yield  of  acid.  They  ascribed  this  to  an  insufficient  draught,  and 
applied  a  £ui-blast;  but  the  yield  instantly  became  minimal. 
Now  the  other  extreme  was  tried ;  the  air-channels  were  quickly 
stopped  up  with  boards  covered  with  sheepskins  and  fastened  by 
stays.  At  once  the  chamber  process  became  regular,  and  the  key 
to  employing  pyrites  in  the  manufacture  of  sulphuric  acid  was 
found.  Probably  the  previous  endeavours  of  Clement-Desormes 
in  this  respect  were  frustrated  by  his  allowing  too  much  air  to 
enter. 

Some  have  warned  against  the  employment  of  damp  pyrites 
(Kerl-Stohmann's  'Chemie,'  3rd  ed.  vi.  p.  197),  because  in  this  case, 
on  burning,  more  sulphates  are  formed,  which  give  off  sulphur 
trioxide;  this  takes  up  moisture,  and  condenses  as  sulphuric 
acid  before  getting  into  the  chambers,  destroying  the  flues  and 
so  forth.  Even  in  damp  weather  similar  phenomena  are  said  to 
be  observed,  and  a  smaller  yield  is  said  to  be  the  consequence  of 
the  moisture  in  the  air.  The  author,  on  his  part,  has  never  noticed 
such  an  effect  of  damp  weather,  nor  has  he  been  able  to  learn  any 
thing  about  it  elsewhere,  in  spite  of  numerous  inquiries.  It  would 
be  desirable  to  examine  this  point  specially.     The  formation  of 
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sulphur  trioxide^  as  well  as  tlie  occurrence  of  liquid  sulphuric  acid 
in  the  connecting  tubes^  certainly  has  been  established ;  but  that 
the  moisture  of  the  air  acts  in  a  way  to  increase  that  formation, 
has  not  yet  been  proved. 

He  who  has  no  practical  aclquaintance  with  the  matter^  looking 
at  these  numerous  sources  of  mishaps^  may  be  inclined  to  think 
that  the  working  of  a  set  of  pyrites-burners  is  a  most  difficult 
task.  But  it  is  far  from  that.  If  once  the  burners  are  in  order, 
they  remain  very  long  so  if  the  burner-men  know  and  perform 
their  duty  to  any  considerable  extent,  and  if  proper  supervision 
is  exercised  over  them ;  the  pyrites-burners  then  give  even  less 
trouble  than  sulphur-burners.  To  be  sure,  when  they  do  get 
wrong,  it  takes  energetic  and  experienced  management  to  put  them 
right  again. 

It  will  now  hardly  be  necessary  to  explain  in  det^l  why  there 
are  only  narrow  limits  for  each  given  burner  and  style  of  charging, 
within  which  the  qtAantity  of  pyrites  charged  may  vary.  If  too 
much  is  charged,  the  burner  scars ;  if  too  little  is  taken,  it  gets 
cold.  When,  therefore,  for  any  reason  the  daily  quantity  of 
pyrites  has  to  be  cut  down,  it  is  necessary  to  put  out  a  corre- 
sponding number  of  furnaces  and  to  fully  work  the  remainder. 
Only  in  the  case  of  brief  temporary  interruptions  is  it  possible  to 
charge  rather  less  than  usual  for  a  few  days ;  but  the  author  would 
recommend  even  in  this  case  rather  to  allow  the  bulk  of  the  burners 
to  go  on  as  usual,  and  to  keep  the  necessary  number  hot  without 
fresh  charges  by  closing  all  openings.  Then  these  fru*naces  will 
be  much  more  easily  put  in  order  by  the  assistance  of  the  other 
burners  in  fiiU  work  than  if  they  had  all  cooled  down. 

Thus  far  we  have  always  spoken  of  the  burning  of  pyrites  in  pieces. 
It  is  evident  that  the  burning  will  be  all  the  more  regular  the  more 
uniform  the  size  of  the  pieces  is;  but  practically  a  rough  ap- 
proximation to  this  condition,  difficult  to  fulfil  strictly,  is  sufficient, 
such  as  has  been  stated  above — ^viz.,  if  no  coarser  pieces  are 
amongst  it  than  pass  through  a  3-inch  sieve,  and  no  smaller  ones 
than  are  retained  in  a  ^-inch  riddle :  where  there  are  no  special 
apparatus  for  dealing  with  dust,  it  is  even  possible  to  go  down  to 
a  ^-inch  riddle;  but,  anyhow,  the  dust  passing  through  this 
must  be  dealt  with  separately.  This  can  be  done  in  very  difPerent 
ways,  according  to  circumstances.  At  works  which  do  not 
buy  smalls  in  that  state,  the  question  is  only  about  the  dust 
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arriying  along  with  the  bulk  of  the  ore  and  about  that  made  in 
breaking.     Much  more  dust  is  made  when  breaking  by  machine 
than  by  hand — ^in  the  former  case  up  to  20  per  cent,  with  middling 
hard  ores,  and  even  more  with  soft  ores.    Formerly,  before  rational 
and  really  satisfactory  contrivances  for  the  burning  of  smalls  were 
known,  some  lai^e  works,  which  had  already  mounted  Blake's 
stone-breaking  machine,  went  back  to  the  hand  breaking,  in  spite  of 
its  costing  three  to  six  times  as  much,  merely  in  order  to  avoid  the 
excess  of  dust.     This  was  especially  the  case  with  works  using  soft 
ores,  such  as  the  Tharsis  ore ;  with  Norwegian  ores  the  advantage 
was  always  on  the  side  of  the  mechanical  breaking,  because  these 
are  much  harder  and  make  less  dust.     If  the  quantity  of  dust  going 
through  the  smaller  riddle  does  not  exceed  1^  cwt.  to  the  ton,  it 
can  be  got  rid  of,  according  to  the  author's  experience,  without  any 
special  contrivance,  in  the  following  way: — ^The dust  is  sifted  ofiP  as 
usual,  and  a  certain  quantity  of  it  is  laid  down  for  each  burner 
alongside  the  pieces.     If,  for  instance,  the  whole  charge  is  7  cwt., 
6|  cwt.  of  pieces  are  used  and  ^  cwt.  of  dust;  if  more  than  this  is 
used,  the  burner  easily  gets  out  of  order.     First  the  coarse  ore 
is  charged  as  usual ;  and  then  the  man  throws  the  dust  with  his 
spade  along  the  sides  and  the  back  of  the  burner,  leaving  the  whole 
central  part  free.     Anyhow,  the  ore  ought  to  be  levelled  with  a 
hook,  after  throwing  in  the  charge,  in  such  a  way  as  to  make  it 
higher  along  the  sides  and  back  than  in  the  centre  of  the  burner. 
The  reason  is  this :  the  air  entering  from  below  meets  with  much 
less   resistance   at  the  comparatively  smooth  walls  than  in  the 
centre  of  the  layer  of  ore,  and  it  will  preferably  rise  along  the  for- 
mer ;  the  centre  thus  will  get  less  air  than  the  parts  next  to  the 
walls.     If,  however,  tbe  latter  lie  at  a  higher  level,  and  especially 
if  the  passage  of  air  is  obstructed  by  the  dust  lying  at  those  places, 
the  draught  will  be  more  nearly  equalized,  and  the  burning  will 
take  place  evenly  all  over  the  area  of  the  burner.     Of  course  it  is 
not  well  to  proceed  too  far  in  this  way. 

The  arrangement  just  described  does  not  suffice  if  more  than 
1:^  cwt.  of  smaOs  to  the  ton  of  pyrites  has  to  be  dealt  with ;  and 
special  arrangements  must  then  be  resorted  to.  Probably  the 
oldest  method,  now  almost  obsolete  in  England,  but  not  yet  on  the 
Continent,  was  the  following  : — ^The  small  ore  is,  without  further 
grinding,  mixed  with  sufficient  clay  to  make  it  plastic,  made  into 
a  puddle  with  water,  formed  into  balls,  and  dried  on  a  steam-boiler 
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or  pyrites^bumer.  Barely  less  than  10  per  cent,  of  clay  will  be 
required  for  this^  often  more^  up  to  25  per  cent.  The  balls  are 
then  charged  along  with  lumps  into  the  ordinary  burners^  but  ncTcr 
too  many  at  a  time  (at  most  one  sixth  part  of  the  whole  charge)^ 
because  they  fall  to  powder  in  the  burner  after  a  time^  and  if 
used  in  a  greater  proportion  would  stop  the  draught.  Only 
locally  is  such  rich  clay  found  that  the  balls  stand  pretty  well  in 
the  burners  and  can  be  well  burnt  off.  The  workmen  dislike 
them  very  much^  because  they  disturb  the  working  of  the  burners 
even  when  the  above-mentioned  restriction  of  their  quantity  is 
observed ;  if  a  burner  is  not  quite  warm^  they  must  at  once  be  left 
o£f.  Some^  in  order  to  get  rid  of  them  without  disturbing  the 
burners^  bum  them  by  themselves^  mixed  with  ''  coal  brasses,'^ — 
that  is^  the  pyrites  picked  out  of  coals^  which  always  retains  some 
of  the  latter^  and  therefore  bums  more  vividly  and  gives  out  more 
heat  than  pure  pure  pyrites ;  but  then  it  sends  the  injurious  CO^ 
to  the  chambers.  Usually  not  much  is  gained  by  making  the  balls 
with  clay^  since  they  so  quickly  fall  to  pieces  in  the  burner; 
and  nearly  as  much  can  be  done  by  throwing  the  dust  at  once  into 
the  burner  and  saving  the  cost  of  making  the  balls.  Only  by  a  very 
strong  admixture  of  clay  can  the  disintegration  of  the  balls  be 
prevented ;  but  then  the  loss  of  sulphur  and  the  contamination  of 
the  burnt  ore  is  all  the  greater.  In  both  cases  the  sulphur  left  in 
the  burnt  ore  rises  very  much^  &om  6  to  8  per  cent,  and  more. 
Where  the  cinders  go  to  copper-extraction  works^  these  usually 
prohibit  the  use  of  clay  for  balls. 

These  clay  balls  are  connected  with  so  many  drawbacks^  that 
something  else  was  soon  looked  for.  This  was  indispensable 
where  nothing  but  smalls  could  be  obtained^  or  where  they  cotdd 
be  procured  so  cheaply  that  acid-makers  wished  to  dispense  entirely 
or  partially  with  using  lump  ore.  At  the  pyrites-pits  there  are 
usually  enormous  heaps  of  smalls^  which  formerly  were  not  sale- 
able at  all  and  would  sometimes  have  been  given  away  for 
nothings  just  to  make  room.  In  other  places  pyrites  only  occurs 
in  a  loose^  roughly  crystalline  shape ;  and^  again^  in  others  it  is 
obtained  by  wet  preparation  altogether  in  the  state  of  smalls. 
Thus  there  was  great  encouragement  for  constructing  apparatus 
for  burning  small  pyrites  in  large  quantities. 

The  oldest  contrivances  for  burning  small  pyrites  by  itself  are 
close  furnaces  or  muffles,  the  construction  of  which  has  several  times 
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been  patented  as  a  new  invention.  But^  essentially^  Spencers 
fornaces  are  identical  with  those  of  Imeary  and  Richardson;  and 
long  before  boih^  Godin  at  Stolberg  had  used  such ;  also  the  Belgian 
tours  a  daUe$,  mentioned  in  the  Official  Brcport  of  1856^  are  nothing 
else.  All  such  fnmaces  consist  of  a  long  muffle  whose  bottom^  made 
of  fire-tiles^  is  heated  below  by  a  coal  fire^  whilst  on  the  top  of 
it  the  pyrites  dust  is  spread  in  a  thin  layer  and  is  burnt  by  the 
air  entering  at  sereral  places^  with  the  assistance  of  the  heating 
from  below ;  the  sides  and  roof  of  the  muffle  are  formed  of  brick- 
work ;  and  the  gas  is  conveyed  into  lead  chambers  as  usual. 

Concerning  the  shape  of  the  famaces^  probably  the  worst  was  that 
of  the  Belgian  fours  h  dalles  iJAApxti  Official  Report  of  1856,  p.  21). 
They  had  a  surface  of  from  270  to  320  square  feet,  formed  by  flags 
resting  on  several  longitudinal  walls ;  below  there  were  four  or 
five  fireplaces,  divided  over  the  length  of  the  Airnaces,  and  four  or 
five  working-doors  in  the  muffie  itself.  The  burnt  ore  was  tipped 
into  a  cave  by  means  of  a  hole  in  the  bottom.  The  fresh  ore  was 
charged  through  a  hopper  or  one  of  the  doors.  In  twenty-four 
hours  up  to  6  tons  of  dust  were  burnt  in  six  or  eight  portions ;  and 
it  lay  4  or  6  inches  deep.  The  operations  of  charging,  burning,  &c. 
took  a  great  deal  of  time,  during  which  the  doors  had  always  to 
stand  open,  and  much  false  air  got  in.  Every  half-hour  the  whole 
layer,  only  burning  at  the  surface,  had  to  be  turned  over ;  and  it  is 
no  wonder  that  the  yield  was  here  even  worse  than  with  the  simul- 
taneously employed  foiars  h  grille.  The  fours  h  dalles  were  justly 
prohibited  by  law,  on  account  of  the  large  escape  of  gas  from  them ; 
and  Chandelon  in  1871  found  none  of  them.  The  Report  of  1856 
recommends  to  the  factories  to  use  in  their  place  baUs  made  with 
day;  but  this  is  not  practicable  for  large  quantities. 

The  fdmace  of  Spence  consists  of  a  large  muffie  (figs.  56  &  57), 
similar  to  the  Belgian  furnaces,  but,  more  rationally,  only  provided 
with  ofie  fireplace,  a,  at  one  end,  whose  flame  travels  along  the 
whole  length  of  the  furnace  in  the  flues  6,  b,  and  thus  gives  up  its 
heat  much  better  than  could  be  the  case  in  the  Belgian  fur- 
naces. Spence's  furnaces  were  from  40  feet  long  and  6  to  9  feet 
wide  inside ;  but  when  heated,  as  in  Swansea,  by  the  waste  heat 
of  copper-smelting  furnaces,  their  length  was  restricted  to  30  feet. 
On  the  other  hand,  on  the  Tyne,  even  in  1873,  furnaces  of  100  feet 
length  were  in  existence ;  but  soon  after  they  went  out  of  use  there. 
The  great  length  of  the  furnaces  was  intended  to  save  fuel.     The 
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crown  of  the  arch  is  ISinches  above  the  fumace-bottoin.  Spence's 
furnace  for  50  feet  length  has  twelve  workiog-dooni,  13  inches 
long  and  4  inches  high  (more,  if  longer) ,  e,  f^ ,  e" ;  the  pyrites  dust 


is  put  in  through  the  door,  e,  furthest  from  the  fire,  only  so  much 
at  a  time  that  it  can  lie  in  layers  of  3  or  3  inches  in  the  space 
hetween  two  doors  without  getting  mixed  with  the  previous  charge. 
When  the  whole  fiiniace  is  fiill,  the  ore  at  e"  (nearest  the  fire- 
bridge), which  has  been  the  longest  time  in  the  furnace,  is  taken  out 
by  the  opening  /,  the  following  charge  is  moved  towards  e",  and  so 
forth,  BO  that  at  e  room  is  made  for  a  fresh  chai^.  The  air  is 
principally  supphed  by  the  discharging-channel  /,  where  its  volume 
can  be  easily  regulated,  as  well  as  through  the  working-doois,  which 
are  only  too  often  open.  The  gas  goes  through  g  to  the  acid- 
chambers.  The  ore  thus  first  gets  to  the  coldest  part  of  the  fur- 
nace, is  gradually  moved  forwards  towards  its  hotter  part  as  it 
becomes  poorer  in  sulphur,  and  at  the  same  time  meets  air  richer 
in  oxygen — no  doubt  a  very  rational  process,  which,  connected  with 
good  turning  over,  ought  to  permit  a  very  good  burning.     If  the 
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coane  parts  are  first  sifted  oflP,  the  inventor  and  the  treatises  state 
that  only  2  per  cent,  of  sulphur  are  left  in  the  cinders ;  but  the 
aathor  knows  that  even  with  fdmaces  100  feet  long  7  per  cent,  of 
sulphur  was  the  usual  limit.  If  a  fresh  charge  is  put  in  every  two 
hoQTs^  each  of  them  will  remain  twenty-four  hours  in  the  furnace ; 
each  chaise  is  10  cwt. ;  that  is^  daily,  6  tons  per  furnace.  Within 
the  furnace  an  ample  evolution  of  white  vapours,  consisting  of  SO3, 
is  noticed ;  this  is  either  formed  by  the  contact  of  the  SO^  and  the 
oxygen  of  the  air  with  red-hot  ferric  oxide,  or  more  simply,  and  in 
this  case  more  likely,  by  the  decomposition  of  the  ferric  sulphate 
found  in  the  cooler  parts  as  it  gets  to  the  hotter  ones.  Spence 
points  this  out  as  a  special  advantage  of  his  furnace,  and  even 
asserts  that  nitre  is  saved  in  this  way ;  but  he  forgets  that  the  only 
difference  is  this,  that  the  vapours  of  anhydride  can  be  more  easily 
seen  in  the  comparatively  dark  muffle  than  in  a  red-hot  burner. 

The  drawbacks  of  Spence's  and  all  similar  furnaces,  which  have 
led  to  their  being  abandoned  again^  probably  everywhere,  are  espe- 
cially the  following.  As  in  the  Belgian  furnace,  the  turning 
over  of  the  ore  and  its  removal  from  one  stage  to  another  takes 
much  time,  which  means  much  wages  and  much  getting-in  of  false 
air;  the  latter  must  cause  a  large  consumption  of  nitre  (according 
to  Richardson  and  Watts,  vol.  i.  pt.  v.  p.  201,  thirteen  or  fourteen 
parts  to  100  of  sulphur)  and  bad  yield  in  the  chambers.  To  this 
the  consumption  of  fuel  for  firing  must  be  added^  which  is  stated 
differently,  but  amounts  to  at  least  half  the  weight  of  ore.  If  the 
flags  of  the  furnace-bottom  do  not  keep  quite  close,  there  is,  ac- 
cording to  the  draught,  either  a  suction  of  fire-gas  into  the  chambers, 
or,  more  probably,  of  sulphur-acid  into  the  fire-gas  and  thus  into 
the  chimney — one  about  as  bad  as  the  other.  It  is  still  woi'se  if  it 
is  attempted  (almost  in  vain)  to  lessen  the  consumption  of  fuel  by 
making  a  double  arch  (which  has  been  done  at  some  works),  and 
allowing  the  flame  to  circulate  not  merely  underneath  the  bottom, 
but  also  over  the  roof  of  the  muffle ;  in  this  case  the  likelihood  of 
losing  a  great  deal  of  gas  by  cracks  in  the  furnace-roof  is  still 
greater.  Lastly,  also  the  quantity  of  residual  sulphur  is  very 
considerable,  unless  the  ore  is  finely  ground  before  using. 

Only  for  metallurgical  purposes  are  such  furnaces  still  in  use, 
although  even  here  (for  instance  for  blende),  latterly,  better  appa- 
ratus have  supplanted  them.  But  in  these  cases  the  residue  is  the 
main  thing,  the  sulphurous  acid  only  a  secondary  matter,  and 
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the  conyenience  of  keeping  the  former  clean  &c.  is  the  paramount 
consideration. 

A  modification  of  the  long  muffle  of  Spence  is  that  patented  by 
Imeary  and  Richardson,  in  which  the  furnace-bottom  is  divided 
into  a  number  of  single  hearths,  each  of  them  4  to  6  inches  higher 
than  the  preceding  one  nearer  the  fireplace  (Hofmanu,  Report  by 
the  Juries,  p.  14;  Richardson  and  Watts,  /.  c. ;  Wagner's  Jahresb. 
1859,  p.  137).     The  advantage  of  better  keeping  apart  the  indi- 
vidual charges  will  hardly  make  up  for  the  greater  complication  in 
the  construction;   however,  the  furnace  has  been  several  times 
erected  in  this  shape.      A  new  modification  of  Spence's  furnace 
(also  employed  a  long  time  before  him  by  Oodin  at  Stolberg  and 
at  several  other   German   works)    consists  in   arranging  several 
hearths  one  on  the  top  of  another.     The  work  of  moving  the  single 
charges  forward  certainly  proceeds  here  better  and  more  quickly, 
The  access  of  air  was  to  be  diminished  by  rakes  sliding  in  stuffing- 
boxes;  but  having  got  so  far,  the  fireplace  ought  to  be  left  out 
altogether,  as  Maletra's  burner  has  shown  (see  below) .     The  older 
German  furnaces  with  several  shelves  did  not  work  well  at  all. 

After  the  drawbacks  and  the  costliness  of  the  muffle-furnaces 
worked  by  a  coal  fire  had  been  clearly  proved  by  prolonged  use, 
the  problem  of  utilizing  the  heat  generated  in  the  combustion  of 
the  pyrites  itself  for  carrying  out  the  process  was  taken  in  hand 
in  several  quarters.  One  class  of  apparatus  for  this  purpose  con- 
sists in  a  combination  of  burners  for  pieces  and  for  dust  in  such 
a  way  that  the  heat  generated  in  burning  the  pieces  is  used  for 
burning  the  dust.  To  this  class  belong  the  simple  plates  over  the 
ordinary  burners,  the  burners  of  Perret  and  Olivier,  and  those  of 
Hasenclever  and  Helbig. 

Another  class  of  apparatus  goes  beyond  this,  and  emancipates 
itself  entirely  from  the  use  of  pyrites  in  pieces,  so  that  it  is  capable 
of  more  general  use.  To  this  class  belong  the  burners  of  Gersten- 
hofer,  the  new  one  of  Hasenclever  and  Helbig,  that  of  Mal^tra,  and 
that  of  Macdougall — ^also  that  of  Walter,  which  has  a  special  appli- 
cation. 

We  must  here  mention  a  plan  which  does  without  any  special 
dust-burners,  and  only  represents  an  improvement  (certainly  of 
great  importance)  in  making  the  balls  :  this  we  shall  describe  first. 
It  is  based  upon  the  fact  that  pyrites,  if  in  the  shape  of  very  fine 
powder,  mixed  with  water  cakes  together  to  a  solid  mass  without 
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the  aid  of  any  plastic  substance.     This  is  caused  by  the  fine  pyrites 

dust^  in  the  presence  of  water  and  air^  beginning  to  oxidize  very 

soon,  even  at  the  ordinary  temperature ;  thus  basic  ferric  sulphate 

is  formed^  which  firmly  cements  together  the  separate  grains  of 

dost.    This  result  only  takes  place  to  a  sufficient  extent  if  the 

grains  of  dust  are  very  fine  and  the  mixture  with  water  very  perfect ; 

and  this  can  never  be  attained  by  merely  sifting  and  moistening 

the  fine  ore.     The  ore  must  therefore  be  ground  finely  with  water 

in  a  mill^  for  which  purpose  usually  the  so-called  pug-mills  are  used^ 

a  kind  of  vertical  mortar-mill,  sometimes  with  revolving  bottom 

dish,  or,  if  the  dish  is  stationary,  with  a  mechanical  arrangement 

for  throwing  out  the  mixture  as  soon  as  it  has  reached  the  proper 

coDBisteiic^.     The  pyrites  smalls  are  thrown  into  the  mill,  water 

is  ran  on,  and  the  mill  is  run  till  a  homogeneous  mixture  similar 

to  fine  iQortar  has  been  £cHrmed,  whidi  by  itsdf  has  somewhat 

plastic  pioperties.     This  mass  is  dried  in  layers  of  ^  inch  thickness 

on  the  top  of  the  pyrites-burners,  often  in  cakes  about  18  inches 

qtune ;  and  afler  twenty-four  or  thirty-six  boms  it  has  hardoied 

loffideotly  for  use.     It  is  then  broken  up  into  pieces  of  the  same 

size  as  die  lamp  ore,  and  charged  along  with  this  into  ordinary 

pyrites-bumers.     In  this  it  is  not  necessary  to  observe  a  certain 

proportion ;  for  the  balls  made  in  this  way  are  so  hard  that  they 

can  be  thrown  to  the  ground  without  being  broken,  they  do  not 

fall  to  powder  in  the  burners,  and  bum  out  as  well  as  lumps ; 

their  cinders  are,  of  course,  of  the  same  value  as  those  from  lump 

ore,  whilst   those  mixed  with  clay  make  the  utilization  of  the 

ferric  oxide^  at  last  obtained  at  the  copper-extraction  works,  Ycrj 

difficult. 

The  •nly  drawback  of  this  process  is  this,  that  I3ie  mills  suffer 

very  mudi  wear  and  tear  from  the  hard  pyrites.     In  spite  of  this  it 

is  gmeral  in  the  large  English  works,  and  has  been  reintroduced 

by  those  who  had  adopted  Gerstenhofer^s  or  Maodoogall's  burners. 

The  labour  of  grinding,  carrying  to  the  top  of  the  burners  for 

drying,  taking  down,  breaking  up,  and  laying  down  in  front  of  the 

bomers,  amounts  to  \s,  4(1.  per  ton.     To  this  must  be  added  6d, 

for  coals  for  working  the  mUl,  and  wear  and  tear  of  the  same, 

altogether  about  2s.,  apart  from  the  wages  for  the  burning  itself 

(another  2s.  per  ton) . 
The  simplest  plan  for  utilizing  the  heat  of  an  ordinary  pyrites- 

bnmer  for  burning  dust  is  the  placing  of  metal  or  fire-clay  plates 
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above  the  burning  lump  ore,  and  that  only  in  one  tier.  In.  this 
case  the  burner  is  not  changed  in  an;  material  respect,  but  is 
only  made  somewhat  higher,  and  its  front  plate  is  provided  iritb 
doors  for  the  dnst-plates.  Such  contrivances,  in  one  shape  or 
another,  have  been  used  long  ago ;  that  which,  for  a  few  years,  was 
much  in  use  on  the  Tyne  is  stated  by  MacCulloch  (Chem.  News, 
xxvii.  p.  125)  to  have  been  introduced  by  himself  into  Ailhusen's 
works.    The  plates  (which  are  visible  in  fig.  58  at  a  a)  are  divided 

Rg.  58. 


into  two  halves  for  each  burner,  each  of  the  halves  having  a  surface 
of  1  ft.  6  in.  X  5  ft.,  and  1  inch  thick,  resting  in  front,  at  the  back, 
and  at  one  side  in  the  brickwork,  and  provided  on  the  free  side 
with  a  3-inch  flange  for  preventing  the  dust  from  &lling   off.     A 
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farther  sapport  is  given  to  the  plates  by  a  wrought-iron  bar  pass« 
ing  through  the  burner-roof;  without  this  they  would  easily  sag 
in  the  middle  when  red  hot.  Each  half  is  served  by  a  separate 
doof  in  the  front  plate^  which  turns  on  lunges ;  and  if  one  of  the 
two  plates  ia  worn  out,  it  can  be  replaced  by  another  one  in  a  few 
minutes  after  lifting  out  the  door.  This,  according  to  MacCulloch, 
is  only  necessary  once  every  six  months ;  in  reality  it  happens 
much  more  frequently.  The  doors  principally  serve  for  charging 
the  dust  by  means  of  an  appropriately-shaped  spade,  and  for 
tiiming  it  once  every  three  hours.  Each  plate  receives  1  cwt. 
of  dust,  which  is  left  on  twenty -four  hours ;  thus  every  burner  can 
manage  daily  2  cwt.,  with  a  charge  of  6^  to  7  cwt.  in  the  burner 
itself,  of  which  up  to  2  cwt.  [?]  may  be  dust  also. 

In  spite  of  MacCulloch's  assertions  to  the  contrary,  it  must  be 
stated,  from  the  practical  observations  of  those  who  have  worked 
with  such  plates,  that  they  have  not  been  a  success.  The  ore-dust 
18  generally  not  suflSciently  burnt  in  the  24  hours ;  on  stirring  it 
up  much  false  air  gets  into  the  chambers ;  and  the  plates  soon  warp 
and  become  unserviceable.  Plates  of  fire-clay  are  preferable,  if  they 
can  be  obtained  to  stand  from  the  first.  The  plates  sometimes,  if 
too  near  the  layer  of  ore  in  the  burners,  cool  it  too  much.  The 
wages  for  burning  the  dust  on  them  amount  to  4s.  per  ton. 

Hie  principle  of  those  plates  had  long  before  been  carried  out 
in  a  much  more  perfect  way  by  Perret  (the  inventor  of  the  first 
properly  working  pyrites-burners)  and  Olivier.  Their  burner  is 
shown  in  figs.  59  and  60  on  a  scale  of  1  to  100.  Fig.  59  shows 
a  seetkmal  elevation  in  one  direction,  fig.  60  in  another  direction. 
Four  of  these  burners  are  always  built  together  so  as  to  form  an 
oUong  mass ;  they  work  well  only  in  this  way,  because  otherwise 
too  much  heat  is  lost  by  radiation.  In  the  lower  space  A  the 
lamp  ore  is  burnt  on  a  grate  b,  which  in  the  diagram  is  represented 
aa  consisting  of  movable  bars  passing  by  means  of  stuffing-boxes 
through  the  front  wall ;  it  may,  however,  be  in  any  other  convenient 
form.  C  is  the  ash-pit,  with  the  door  c,  through  the  holes  in  which 
the  necessary  air  is  admitted.  The  doors  d  serve  for  charging  the 
ore  in  pieces.  Up  to  this  point  we  have  got  an  ordinary  burner 
before  us ;  but  above  this  there  is  an  erection  B  for  burning  the 
dost.  A  number  of  fireclay  slabs,  a,  3  inches  thick,  are  placed 
one  above  the  other ;  the  fine  ore  is  put  upon  them  in  a  layer  of 
2  inches  thickness,  and  it  is  ignited  and  burnt  ofi^  by  the  hot  gas 
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given  off  in  the  burner  Ijelow.  The  latter  travels  by  channels,  e, 
left  in  the  burner-wall,  and  visible  in  fig,  59  on  the  long  wall,  in 
fig.  60  at  each  side  over  each  of  the  plates,  as  shown  by  the  arrows 
in  fig.  60 ;  the  newly  formed  sulphurous  acid  is  carried  along  by  the 
flues  /  to  the  acid-chambers.  The  small  holes  t,  closed  by  clay 
stoppers,  allow  the  burning  to  be  observed.  The  openings  y,  closed 
by  metal  doors,  serve  for  putting  in  the  fine  ore  and  also  for 
drawing  the  same,  after  burning,  into   the   channel  D,  formed 

Fig.  5fi. 


between  the  doors^  and  the  plates  along  the  whole  width  of  the 
burner.  During  the  working  itself  the  channel  D  remains  filled 
with  burnt  ore,  and  thus  compela  the  gas  to  travel  over  all  the 
plates.  When  these  have  to  be  newly  charged,  first  the  channel 
D  is  emptied  through  the  door  h ;  the  latter  is  closed  again,  and 
the  burnt  ore  from  the  lowest  shelf  drawn  into  the  channel  D, 
whose  size  is  so  arranged  that  it  is  just  filled  by  the  burnt  dust 
up  to  the  level  of  the  fireclay  plate.     Now  the  lowest  shelf  receives 
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fresh  dust,  its  door  g  is  closedj  and  the  burnt  ore  is  drawn  from 
ibe  second  shelf  into  the  channel  D,  which  thereby  is  just  filled 
Dp  to  the  level  of  this  shelf  itself.  Thus  the  operation  ia  continued 
till  all  the  plates  have  been  covered  with  fresh  dust.  According  to 
Schwanenberg  such  a  burner  allows  of  burning  65  parts  of  dust 
to  35  of  pieces ;  but  according  to  statements  of  actual  work,  only 
equal  parts  can  be  burnt.  Usually  lead  pans  are  mounted  on  the 
top  of  the  burners,  in  which,  without  any  fuel,  all  the  chamber-acid 

Fig.  60. 


is  brought  from  112°  Tw.  up  to  144°j  but  in  several  works,  since 
the  pant  are  easily  melted  by  caretessness  of  the  attendants, 
they  are  placed  beside  the  burners  and  heated  by  the  passing 
gaa.  The  heat  of  the  gas  has  also  been  employed  for  firing  steam- 
boilera. 

According  to  Michel  Ferret  (Wurtz,  Diction,  de  Chimie,  iii. 
p.  141)^  if  the  layer  of  ore-dust  is  not  deeper  that  20  millims.  (say 
\  inch),  its  oxidation  is  perfect  down  to  the  bottom  without  any 
sitrring ;  the  residual  sulphur  amounts  to  4  or  5  per  cent,  both  in 

o2 
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the  dust  and  the  lumps  (Balard,  *  Rapport  du  Jury  International^' 
1867,  p.  21 ;  Scheurer-Kestner,  in  Wurtz,  /.  c.  p.  142). 

The  burner  shown  in  the  diagrams  has  seven  shelves  and  a 
height  of  about  20  feet  above  the  gronnd-level ;  so  that,  in  order  to 
serve  the  plates,  it  must  be  half  sunk  in  the  ground  and  a  pit 
made  for  it,  which  is  very  troublesome  and  causes  much  labour. 
This  drawback  has  been  avoided  latterly  by  reducing  the  distance 
■of  the  plates  from  8  inches  (as  shown  in  the  diagram)  to  4  inches, 
and  by  employing  only  four  shelves  instead  of  seven  (Perret  had 
originally  employed  eight  plates,  and  had  then  gone  up  to  sixteen, 
arranged  in  two  sets  alongside  one  another ;  the  gas  was  obliged 
to  descend  from  the  top  shelf  of  one  set  to  the  bottom  shelf  of  the 
other — a  very  objectionable  arrangement).  By  this  the  burners 
have  become  much  handier,  viz.  only  6  ft.  6  in.  high,  and  they 
can  now  be  entirely  served  from  the  ordinary  ground-level ;  but, 
of  course,  less  dust  can  be  burnt  in  them.  To  be  sure,  in  spite  of 
the  ingenious  arrangement  of  the  vertical  channel  D,  filled  with 
burnt  ore  and  thus  shutting  off  the  gas,  so  much  air  is  said  to  get 
into  the  burner  in  charging  that,  according  to  Balard  (/.  c,  p.  22), 
1  per  cent,  nitre  to  100  sulphur  is  consumed  in  addition  to  that 
used  with  ordinary  burners  for  lumps  (?). 

Olivier-Perret^s  burner,  as  we  have  seen,  is  not  free  from 
faults,  and,  moreover,  has  the  drawback  that  it  is  tied  to  a  certain 
proportion  of  dust  to  the  lumps ;  but  in  spite  of  this  it  has  been 
extensively  employed  in  France,  and  not  merely  by  the  Society  de 
St.  Gobain,  which  had  associated  itself  with  Perret  and  Co.  Out- 
side of  France  it  has  been  very  little  introduced ;  in  England 
first  the  mufl9es,  then  the  pugging  of  the  dust,  in  Germany  formerly 
Gerstenhofer's  and  Hasenclever's  burners  have  been  preferred ;  and 
latterly  Olivier-Perret's  burner  has  been  supplanted  to  a  great  ex- 
tent in  its  own  country  by  the  so-called  Maletra's  burner.  Where 
pieces  have  to  be  burnt  along  with  a  moderate  quantity  of  dust,  at 
most  their  own  weight,  the  modified  low  Perret's  burner  can  be 
recommended  even  now-a-days,  especially  as  it  makes  less  fiue-dust 
than  Maletra's. 

The  same  principle  which  underlies  the  just-descyibed  burner 
is  carried  out  in  a  quite  difierent  way  in  the  burner  of  Hasen- 
clever  and  Helbig,  which  is  shown  in  figs.  61-63.  It  is  a  com- 
bination of  a  burner  for  lumps  and  another  for  smalls.  The 
burners  for  lumps,  a  a,  resemble  very  much  the  Belgian  ones,  and 
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are  properly  one  single  burner  vliose  grate,  consiBting  of  movable 
ban,  is  divided  iDto  four  compartments  by  dwarf  walls,  b  b.     The 


height  of  these,  and  accordingly  that  of  the  layer  of  ore,  is  only 
1  ft.  4  in.,  which,  for  most  descriptions  of  pyrites,  is  decidedly  too 
little,  bat  which  could  be  increased  without  altering  the  principle 
of  the  apparatus.  The  gas-space  is  very  high,  and  common  to  all 
the  banters ;  the  drawbacks  of  this  arrangement  have  been  already 
mentioned  on  p.  167.  This,  however,  has  nothing  to  do  with  the 
principle  of  dust-burning,  as  for  this  tlie  coastruction  of  the  burner 
for  pieces  is  less  material.  The  gas  of  the  latter  rises  in  a  tower- 
like apparatus,  in  which  eight  shelves  of  fire-clay,  dd,  of  a  shape 
shown  in  the  diagram,  are  placed.  The  free  parts  of  the  plates 
have  an  inclination  of  36°  to  the  horizontal,  and  cause  the  small 
ore  (which  may  be  a  mixture  of  dust  and  "  peas")  to  be  burnt  at 
the  surface  of  its  natural  slope  of  33° ;  the  renewal  of  the  surfaces  of 
the  ore  and  its  passage  tlu^ugh  the  apparatus  are  managed  by  taking 
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away  some  burnt  ore  at  the  bottom  by  the  roller/^  either  continu- 
ously or  periodically,  so  that  from  above  the  ore  must  slide  down- 
wards after  it  from  plate  to  plate.  The  fresh  ore  is  first  put  into 
the  hopper  e,  where  it  at  the  same  time  serves  as  a  gas-lute  for  the 
burner-gas,  and  from  this  gets  onto  the  first  shelf,  and,  as  more 
ore  is  taken  away  at  the  bottom,  gradually  onto. the  other  plates, 
whereby  its  surface  is  continually  renewed.  The  space  below  the 
shelves  and  above  the  ore  serves  as  a  channel  for  the  burner-gas. 
The  latter  travels  upwards  in  the  direction  shown  by  the  arrows, 
first  from  B  to  C  and  on  the  next  shelf  from  C  to  B,  and  thus  in  a 
zigzag  motion  at  last  arrives  in  the  cylinder  D,  through  which  it  is 
carried  away  to  the  acid-chambers. 

This  apparatus,  in  twenty-four  hours,  burns  on  the  plates  15  to 
20  cwt.  of  small  ore  of  a  size  up  to  one  third  of  an  inch ;  on  the 
grates  in  the  four  compartments  48  cwt.  According  to  a  later 
communication  by  Hasenclever  (Wagner's  Jahresb.  1874,  p.  233), 
10  to  16  cwt.  of  smalls  can  be  burnt,  generally  down  to  3*7  to  6*5 
per  cent,  of  sulphur  in  the  cinders ;  the  higher  figures  are  reached 
in  the  cases  of  ore  mixed  with  copper  pyrites,  galena,  blende,  &c. 
The  size  of  the  grain  may  reach  f  inch. 

The  Hasenclever- Helbig  burners  have  been  introduced  in  a  large 
number  of  German  and  Austrian  works,  and  were  generally  recom- 
mended. The  greatest  advantage  which  they  seem  to  possess  as 
against  Olivier-Perret's  burner,  viz.  the  automatic  movement  of 
the  ore,  with  continuous  renewal  of  the  surfaces,  was  not  quite  so 
great  as  it  had  been  imagined,  because  the  tower  had  to  be  looked 
after  several  times  a  day,  and  the  sliding  down  of  the  ore  had  to  be 
assisted  by  a  thick  iron  wire.  Sandy  ores  and  "  peas  "  slide  well 
down ;  but  floury  ores  are  not  well  adapted  for  this  apparatus,  ex- 
cept when  mixed  with  coarser  grain.  By  separating  the  finer  from 
the  coarser  pieces  of  ore,  the  burning  of  the  latter  is  so  much 
improved  that  it  is  possible  to  come  down  to  2  per  cent,  of  sul- 
phur against  5  per  cent,  when  mixed  with  the  peas  and  a  little 
dust. 

Usually  the  burnt  ore  in  the  Hasenclever  tower  is  continuously 
removed  by  the  roller  /,  which  is  automatically  turned  once  every 
five  minutes  by  a  miniature  water-wheel.  At  Liesing,  near 
Vienna,  every  six  hours  intermittently  the  cinders  of  about  4  cwt. 
of  ore  are  removed,  which  suits  better  for  fine  dust  (Hasenclever, 
in  Hofmann's  'Bericht,'  1875,  i.  p.  162). 
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This  apparatus,  as  seen  from  the  description,  gets  through  much 
lf«  Bin&lls  in  proportion  to  the  pieces  than  Olivier- Ferret's ;  and  it 
U  accordingly  only  adapted  for  burning  the  amalls  made  iq  break- 
ing, but  not  for  working  up  smalls  supplied  alone.  It  is  a  great 
advantage  of  this  tower  that  all  smalls  up  to  f  inch  can  be  burnt 
directly  without  grinding. 

Id  1873,  according  to  the  French  ofBcial  Report  on  the  Vienna 
Exhibition  (ii.  p.  5),  already  forty-six  H asen clever- Helbig  burners 
had  been  built ;  but  it  does  not  appear  how  many  were  specially 
intended  for  sulphuric-acid  making  and  how  many  were  still  at 
work.  So  much  is  certain,  that  the  majority  have  been  done  away 
with  again,  to  make  room  for  the  shelf  burners  on  Maletra's 
mtem. 

Several  other  constructions  for  burning  small  ore  have  been 

Fig.  64. 
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indicated  by  Hasettclever,  especially  thoee  adapted  for  blende — for 
inatftnce,  combinations  of  a  muffle  with  an  open  roaster  [Dingler's 
Journal,  ccvi.  p.  274;  also  in  Hoftnann'a '  Bericht,'  J875,  i.  p.  168); 
we  shall,  howeyer,  only  give  that  which  is  preferred  by  Hasenclever 
himself,  in  the  diagrams  tigs.  64-67. 

The  ore  is  filled  into  a  funnel  at  the  top ;  and  before  getting  into 
the  muffle  it  must  pass  over  a  large  inclined  plane,  heated  from 

Fig.  65, 


below  by  the  waste  fire  of  the  blind  roaster.     If  the  ore  were 
allowed  to  slide  down  freely  on  this  plane,  inclined  at  an  angle  of 
43°,  there  would  be  formed  at  the  end  of  this 
a  heap  more  than  5  feet  high,  since  finely  ^'ff-  ^■ 

powdered   bodies,   on    being   tipped  down, 
form  a  nearly  constant  slope  of  S3° ;  thus  a 
burning  in  the  interior  of  the  mass  would 
be  impossible.     Therefore  there  are,  at  dis- 
tances   of   18   inches,  partitions,    dd,    re- 
moved an  inch  or  so  from  the  inclined  plane, 
and  causing  the   formation  of   thin   layers 
of  ore  along  the  whole  slope.    The  partitions 
have  a  lateral  opening,  and  are  so  mounted 
that  the  SO,   from  the  blind   roaster  tra- 
vels in  the  direction  indicated  by  the  arrows  in  fig.  67  a  long 
way  over  the  fine  ore,  and  ultimately  gets  at  g  through  a  flue  into 
a  brick  chamber.     Thus  the  gas  is  made  richer,  and  the  ore  is 
gradually  burnt.    The  fire-flues  below  the  inclined  plane  are  readily 
accessible  from  the  side,  and  can  be  easily  cleaned  during  the 
working. 

From  the  sloping  plane  the  ore  gets  into  the  blind  roaster  by 


or  suLPHnRoua  acid  phom  pyrites. 


means  of  a  roller  at  /,  wbtcb  is  hollow,  so  that  air  can  circulate 
infiide  and  cool  it.     It  is  moved   b;  a  small  water-wheel,  and, 


3iccor^ag  to  the  quantity  of  water,  which  is  regulated  by  a  tap, 
every  two  or  5  minutes  throws  a  small  quantity  of  dust  onto  the 
bottom  of  the  muffle.  By  the  movement  of  the  roller  the  ore  on 
the  inclined  plane  is  obliged  to  slide  backwards.  Every  two  hours 
the  ore  collected  at  the  bottom  ia  spread  over  the  bottom  of  the 
blind  roaster,  and  gradually  moved  forward  till  it  gets  to  the  open- 
ing 0,  and  falls  down  to  the  hearth  for  burning  it  off  by  direct  lire, 
ITie  SO,  given  off  on  the,  bottom  hearth  is  loat  along  with  the 
fire-gas,  whilst  the  gas  from  the  blind  roaster  and  irom  the  inclined 
plane  is  used  for  the  manufacture  of  sulphuric  acid.  The  tempe- 
rature  of  the  furnace  is  so  high  that  antimony  melts  in  all  parts 
of  it.  It  utilizes  even  poor  blendes  with  advantage ;  for  an  ore 
with  only  20  per  cent,  sulphur  still  yielded  gas  with  6  per  cent,  of 
SOj  by  volume.     There  were  in  the  ore : — 

At  the  end  of  the  inclined  plane  b  b  still    .     .     .10     p.  c.  S. 

„  „  mufBe  at  o ,     6'4<      „ 

Burnt  off  at  p 1-2      „ 

The  reverberatory  furnace  ia  heated  by  a  gas-generator  k,  in  order 
to  obtain  a  regular  heat  and  save  fuel. 

These  furnaces  have  been  proved  to  be  very  well  adapted  for  blende 
(Zeitsch.  f.  d.  chem.  Groa^ew.  i.  p.  76).  They  are  not  only  found 
at  the  Rhenaoia  works  at  Stolbei^,  but  also  at  Lethmate  near 
Iserlobn,  at  Oberhansen,  and  at  Schoppinitz  in  Silesia.  They  are 
said  not  to  require  more  coals  than  ordinary  open  roastere  (28  per 
cent,  of  the  green  blende),  but  \a.  7d.  more  wages  per  ton,  which 
is  more  than  made  up  by  the  sulphuric  acid.     At  Reckehiitte,  at 
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Schoppinitz  in  Silesia^  there  are  eight  such  furnaces  at  work,  each 
of  which  in  twenty-four  hours  makes  from  3 J  tons  of  green  blende 
and  2  tons  of  coal  (this  is  about  60  per  cent.,  not  28  per  cent. !), 
2  tons  15  cwt.  of  calcined  blende  with  at  most  1  per  cent,  of  sul- 
phur :  three  men  per  shift  do  the  work.  The  most  suitable  grain 
of  ore  is  J  inch  ;  coarser  ore  is  calcined  incompletely,  finer  ore  does 
not  slide  down  continuously,  unless  mixed  with  coarser  grain. 
It  gets  from  the  blind  roaster  into  the  open  one  with  10  or  12  per 
cent,  of  sulphur.  Each  four  furnaces  are  connected  with  a  set  of 
chambers  pf  a  capacity  of  135,000  cubic  feet,  with  Glover  and 
Gay-Lussac  towers,  and  in  twenty-four. hours  supply  6  tons  of 
vitriol  of  50  per  cent.  =  4  tons  of  66°  Baume. 

At  Lethmate,  of  the  32  per  cent,  sulphur  contained  in  the  blende, 
20  per  cent,  are  conveyed  into  the  chambers  as  SO^,  7  per  cent, 
escape  (likewise  as  SO,)  with  the  fire- gas,  and  5  per  cent,  remain 
in  the  burnt  ore,  w^hich  is  once  more  crushed  between  rolls  and  put 
back  into  the  furnace  (comp.  also  p.  113). 

From  a  further  communication  of  Hasenclever^s  (Dingl.  Journ. 
ccxxvii.  p.  71)  it  appears  that  now  the  average  percentage  of  sul- 
phur in  the  ore  at  the  end  of  the  muffle  is  8*75  ;  but  sometimes  it 
amounts  to  12  or  16 ;  the  manufacture  of  sulphuric  acid  from  blende, 
therefore,  pays  very  badly  at  the  low  price  of  pyrites,  and  the  just- 
mentioned  amount  of  sulphur  is,  after  all,  sent  into  the  air  as  SO, 
and  SO3.  He  describes  unsuccessful  efforts  at  fixing  these  gases  by 
balls  made  of  common  salt  (according  to  Hargreaves) ,  by  simulta- 
neous mixture  with  sulphuretted  hydrogen  and  water,  and  by  the 
employment  of  fan-blasts  and  coke-towers  fed  with  water.  In  the 
latter  case,  at  all  events,  the  SO,  remains  mostly  behind,  and  can 
only  be  made  harmless  [?]  by  dilution  with  air  and  very  high 
chimneys.  The  absorption  of  the  acids  succeeded  better  than  by 
a  fan-blast  by  the  employment  of  a  lead-tower  of  20  feet  diameter 
and  50  feet  high ;  but  even  this  only  condenses  a  portion  of  the 
SO3,  which,  as  is  well  known,  is  difficult  to  condense  in  the  state 
of  anhydride. 

The  same  drawback,  viz.  the  escape  of  acid  vapours,  not  spe- 
cially in  the  case  of  blende,  but  generally  in  the  manufacture 
of  sulphuric  and  hydrochloric  acids,  is  sought  to  bs  avoided 
by  an  English  patent  of  Rayner  and  Crookes  (28th  July,  1875), 
which  it  is  best  to  mention  in  this  place.  They  propose  to  con- 
duct the  gas  through  a  cylindrical  or  globular  vessel  revolving 
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round  a  hollow  axle ;  by  means  of  the  latter  absorbents^  such  as 
caustic  soda,  alumina,  quicklime,  carbonate  of  soda  or  of  lime,  are 
to  be  brought  into  intimate  contact  with  the  gas,  either  in  the 
solid  or  in  the  liquid  state ;  the  escaping  COg  can  be  used  for 
manufacturing  bicarbonates.  A  practical  application  of  this  pro- 
posal does  not  appear  to  have  taken  place  as  yet. 

All  the  described  apparatus  for  burning  small  pyrites  depend 
upon  an  external  source  of  heat.  Whilst  the  muffles  consume 
ordinary  fuel,  the  other  arrangements  presuppose  the  assistance  of 
pyrites  in  lumps,  at  least  of  the  same  weight  as  that  of  the  dust, 
mostly  more.  This  evidently  does  not  satisfy  all  requirements ; 
for  there  occur  enormous  masses  of  pyrites  as  smalls,  either  coming 
from  the  mines  as  such,  or  produced  by  separation  in  the  wet  way, 
and  in  some  cases,  such  as  zinc  blende,  the  mineral  is  purposely 
pulverized,  and  no  pieces  at  all  come  in.  For  these  cases,  where 
no  lump  pyrites  could  be  employed  at  the  same  time,  previous 
to  Gerstenhofer's  invention  only  muffle-furnaces  could  be  used, 
with  all  their  drawbacks.  Although  this  could  be  done  very  well 
in  the  case  of  blende  and  other  ores,  where  the  metal  was  the 
main  thing  and  the  sulphurous  acid  altogether  a  secondary  matter, 
it  could  only  be  done  exceptionally  and  with  great  trouble  for 
ores  where  the  sulphur  forms  the  principal  valuable  portion.  The 
invention  of  Gerstenhofer's  burner  was  therefore  received  with 
great  joy  and  somewhat  too  highly  strung  hopes;  and  if  this 
burner  has  not  fulfilled  all  expectations,  it  has  at  any  rate  given 
an  impulse  to  the  construction  of  apparatus  more  serviceable  for 
the  manufacture  of  sulphuric  acid. 

The  furnace  of  Moritz  Gerstenhofer  first  became  publicly  known 
in  1865,  although  it  seems  to  have  been  in  operation  a  little  earlier. 
The  descrip  ion  and  diagrams  of  it  will  be  reproduced  here  from 
Schwarzenberg^s  treatise,  p.  415.  Figs.  68  to  71  represent  such  a 
furnace  on  a  scale  of  1  to  50,  viz. : — fig.  68,  a  vertical  section  through 
the  lines  V  V  of  the  plans  figs.  70  and  71,  along  with  a  front  ele- 
vation ;  fig.  69  a  vertical  section  through  the  line  X  X  of  the  plans 
figs.  70  and  71 ;  fig.  70  a  sectional  plan  through  the  line  Y  Y  of 
figs.  68  and  69,  and,  besides,  a  view  from  the  top ;  and  fig.  71  a 
sectional  plan  through  the  line  Z  Z  in  figs.  68  and  69. 

The  inner  shaft  of  this  burner,  which  is  lined  with  fire-bricks,  is 
17  feet  high,  4  feet  3  in.  long,  and  2  feet  7^  in.  wide  inside.  It 
must  first  be  brought  to  a  white  heat  by  putting  in  a  temporary 
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grate  a,  vailing  ap  the  opening  /,  and  lighting  a  strong  fire  through 
ihe  openings  c;  the  lower  door  b  allows  the  air  to  enter.  During 
tbia  time  the  burner  is  not  connected  with  the  acid.eliamhpr.  hut 


vooota  hopper,  and  which  contains  the  charging  arrangement 
for  regulating  the  supply  of  ore.  This  conaiats  of  two  6uted  rollers 
3  inches  iu  diameter  outaide,  2  inches  between  the  flutes,  with  flutes 
i  inch  wide,  turned  round  their  axles  in  opposite  directions  by  the 
•«)thed  wheel  d  worked  from  the  pulley  e.  By  the  speed  of  these 
rollers  the  supply  of  ore  ia  regulated ;  in  the  beginning  they  are  only 
iliowed  to  revolve  once  in  five  minutes,  at  which  rate  it  takes  seven 
toun  to  fill  the  hurner.  The  cover  /,  adjustahle  to  different  dis- 
tincea  from  the  rollersj  protects  them  against  the  pressure  of  the  ore. 
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The  rollers  allow  the  ore  to  fall  into  the  slit^^  which  is  luted  by  the 
ore  lying  over  the  rollers^  so  that  no  gas  can  escape.  Throngh  g  the 
ore  falls  upon  the  fireclay  prism  t^  and  from  this^  spread  on  both 
sides^  onto  a  series  of  four  prismatic  fireclay  bars^  which  divide  it 
again  and  allow  it  to  drop  on  a  tier  of  seven  similar  bars  lower 
down.  Fifteen  similar  tiers  follow  below  these^  consisting  alter- 
nately of  six  and  of  seven  bars^  so  disposed  that  the  intervals  of 
each  upper  tier  are  covered  by  the  bars  of  the  next  lower  tier. 
The  ore  gradually  drops  through  into  the  lower  part  of  B^  being 
caught  at  each  passage  by  a  series  of  bars  of  the  lower  tier^  and^ 
after  it  has  attained  its  natural  slope  on  the  same^  dropping  farther 
down  again  on  both  sides.  As  soon  as  the  fourth  tier  (counted 
from  below)  is  filled^  the  fire  is  drawn  firom  the  grate  a^  the  grate- 
bars  are  singly  pulled  out^  the  holes  walled  up^  and  the  lower  part 
of  shafts  serving  up  to  this  time  as  an  ash-pit^  is  cleaned  and  closed 
up  to  the  holes  required  for  supplying  the  necessary  air;  then 
the  gas  is  still  allowed  for  a  short  time  to  escape  through  the  <^m- 
ney ;  at  length  the  connexion  with  the  chimney  is  shut  off  com- 
pletely^ and  that  with  the  acid-chambers  is  opened.  Formerly^ 
by  means  of  a  fan-blast^  hot  air  was  always  supplied ;  now  only  cold 
air  and  natural  draught  are  employed  when  burning  pyrites  or 
copper-pyrites :  the  reasons  for  this  have  been  explained  in  a  pam- 
phlet on  this  furnace  by  Bode  ('  Beitiilge  zur  Theorie  und  Praxis 
der  Schwefelsaurefabrikation/ Berlin^  1872,  p.  105).  For  very 
badly  burning  sulphides^  such  as  blende^  hot  air  is  stiU  preferred. 
The  ore  in  dropping  down  is  brought  into  intimate  contact  with 
the  air  coming  from  the  bottom,  and  with  its  increasing  oxidation 
and  desulphurization  it  meets  air  always  richer  and  richer  in  oxygen^ 
so  that  its  complete  burning  is  much  facilitated.  The  sulphurous 
acid,  the  oxygen  in  excess,  and  the  nitrogen  go  from  the  burner 
through  the  flues  m,  provided  with  cleaning-doors  n,  into  the  m.ain 
flue  C,  and  from  this  through  the  dust-chamber  D  towards  the 
acid-chambers.  The  openings  o  and  jp,  usually  closed  by  iron 
doors,  serve  for  cleaning  the  main  flue  and  the  dust-chamber. 
The  latter  is  covered  with  metal  plates,  on  which  the  ore  is  dried. 
The  front  wall  contains,  between  the  tiers  of  the  bars,  the  openings 
qy  closed  with  iron  boshes  r,  which  in  front  have  a  round  hole 
stopped  by  an  earthenware  plug.  These  serve  for  observing  the 
ore  and  for  introducing  an  iron  hook  when  the  spaces  between 
the  bars  have  to  be  cleaned^  which  is  done  once  every  three 
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hours.  Also  in  the  upper  part  of  the  burner,  the  flue-dust  there 
collecting  must  be  pushed  ofl^  now  and  then  by  means  of  the  boshes 
*  (fig.  68).     Fig.  72  shows  the  details  of  the  boshes  and  of  the  fire- 


rig.72. 


1*1 


II 
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clay  bars.  In  such  a  burner  5  tons  daily  (according  to  some — only 
2  tons  according  to  others)  can  be  burnt ;  Bode  (p.  42)  states  the 
proper  figure  for  pyrites  as  2^  to  3  tons.  In  this  case  the  space  B 
must  be  cleaned  out  once  every  six  hours ;  to  lessen  the  entrance 
of  false  air^  the  rake  is  put  in  through  a  small  easily  closed  recess  in 
the  movable  door  b.  The  burner  requires  the  labour  of  four  men, 
who,  however,  can  serve  several  burners.  The  result  is  principally 
dependent  upon  the  skill  and  attention  of  the  man  who  has  to 
clear  the  spaces  between  the  fireclay  bars.  During  normal  burn- 
ing the  highest  temperature,  a  white  heat,  is  present  about  the 
middle  of  the  height ;  higher  up  it  decreases  to  a  low  red  heat ; 
the  lowest  layers  of  ore  are  not  even  red-hot.  If  too  much  air 
gets  in,  the  heat  spreads  higher  up ;  with  too  little  air  it  comes 
lower  down ;  the  burner  in  the  former  case  gets  too  hot,  in  the 
latter  too  cold.  In  the  farmer  case  less  air  is  admitted  or  more 
ore  is  put  in  by  quickening  the  movement  of  the  charging  rollers ; 
if  by  too  hot  work  fluxing  of  the  ore  sets  in,  the  green  ore  must 
be  mixed  with  burnt  ore  till  all  is  put  right. 

Schwarzenberg,  as  well  as  Knapp  (^  Chem.  Technologic,'  i.  2, 
p.  314),  very  highly  commend  this  burner  for  metallurgical  ope- 
^tions,  but  doubt  its  usefulness  in  the  manufacture  of  vitriol, 

p2 
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both  oa  accoaiit  of  the  large  quantity  of  flue-dust  and  of  the 
liability  to  fracture  of  the  fireclay  prisms.  Bode  coutesta  these 
objections,  but  admits  others.  According  to  him,  the  heat  need  not 
exceed  a  red  heat ;  the  clay  prisms,  if  made  of  good  material,  staud 
very  well  j  if  one  or  two  are  broken,  it  does  not  matter  much ;  and 
they  can  easily  be  removed  and  replaced.  The  flue-dust  is  more 
considerable  than  in  muffles,  bnt,  when  the  work  is  most  hardly 
driven,  only  amounts  to  7  per  cent.,  otherwise  only  to  5  per  cent. 
The  construction  has  therefore  been  simplified,  as  shown  in  figs. 
73  and  74.  a  a  are  lateral  openings  in  the  arch,  connected  with 
the  side  flues  bb;  the  latter  are  connected  backwards  with  the 
flae-dust  chamber  at  c  -,  but  they  first  meet  the  brick  curtain  d,  by 
which  the  current  of  gas  is  deflected  downwards,  and  thus  the  de- 
position of  the  dust  is  assisted.  The  flues  b  b  are  continued  towards 
the  front,  and  closed  by  a  plate ;  if  the  flues  arc  to  be  cleared,  the 
plate  is  removed  and  the  deposit  pushed,  by  means  of  a  rake,  partly 
into  the  furnace -shaft,  through  a,  and  partly  into  the  chamber, 
through  c,  which  can  be  done  in  a  few  minutes.  If  2  tons  are 
bomt  in  twenty-fonr  hours,  this  need  only  be  done  once  a  week. 
A  further  contrirance  for  lessening  the  quantity  of  dust  is  shown 

F.g.  75, 
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in  fig.  75,  from  which  it  is  seen  that  the  ore  drops  down  in  two  jets, 
but  not  immediately  in  front  of  the  opening  for  the  escaping  gas. 
Bode  farther  describes  some  improvements  in  drawing  out  the  burnt 
ore,  with  the  view  of  restricting  the  rushing-in  of  false  air  to  a 
minimum.  He  also  contradicts  the  assertion  that  the  flue-dust 
chamber  is  acted  upon  by  the  hot  acid  vapours.  In  his  pamphlet. 
Bode  specially  notices  the  objection  urged  against  the  Geriten- 
hofer  burner,  that  it  does  not  permit  complete  desulphurization. 
Galena  certainly  cannot  be  treated  in  it,  any  more  than  in  any 
other  apparatus,  so  as  to  obtain  sulphurous  acid  from  it,  for  rea- 
sons mentioned  before.  Blende,  however,  if  finely  ground,  can  be 
got  down  to  5  or  6  per  cent,  sulphur,  which  certainly  necessitates 
further  calcining  in  an  open  roaster,  but  still  pays  for  making 
sulphuric  acid  (p.  112).  '^Coarse  metaP'  with  25  to  29  per  cent, 
sulphur,  12  to  14  per  cent,  of  which  should  be  removed,  is  easily 
treated  in  this  burner,  and  yields  gas  of  6  per  cent.  SOg.  Iron 
monosulphide,  which  is  obtained  at  Freiberg  as  residue  from  subli- 
mating arsenical  sulphuret,  can  only  be  used  if  mixed  with  smalls 
from  rich  pyrites.  Pyrites,  according  to  Bode,  gives  richer  gas 
and  better-desulphurized  cinders  (2*75  to  5  per  cent.)  than  the 
same  ore  in  pieces  in  the  ordinary  burners.  In  this  case,  however, 
the  general  practice  contradicts  Bode ;  for  bad  desulphurization 
has  been  the  cause  of  Gerstenhofer's  burners  being  done  away 
with  again  in  several  places.  Thus  at  Messrs.  Muspratt^s  works  at 
Widnes  and  Flint,  the  ore,  after  once  passing  through  the  burner, 
still  contained  12  per  cent,  sulphur.  It  appears  that  now  this 
burner  is  only  used  for  metallurgical  purposes,  where  the  sulphu- 
rous acid  is  merely  a  secondary  consideration.  For  poor  ores 
especially  it  is  useful,  and  furnishes  strong  gas  available  for  sul- 
phuric-acid making.  Where  complete  desulphurization  is  not  re- 
quired, it  still  seems  the  best  of  all  apparatus,  and  is,  for  instance, 
still  used  at  Freiberg  for  the  preliminary  roasting  of  mixed  ores. 
For  rich  pyrites,  however,  it  has  not  been  able  to  make  its  way,  and 
has  been  abolished  again  at  Chauny,  Widnes,  Nienburg,  Stol- 
berg,  and  other  places.  Out  of  Germany  it  appears  to  be  at  work 
exclusively  at  Swansea,  for  roasting  coarse  metal  in  copper- 
smelting. 

The  question  whether  this  burner  is  well  adapted  for  ores  and 
metallurgical  products  inclined  to  flux,  is  mostly  answered  in  the 
affirmative;   the  question  respecting  flue-dust  is  mostly  decided 
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against  it.  A  drawback  of  Grcrstenhdfer^s  burners  not  to  be  over- 
looked is  this,  that  they  only  work  well  with  ore  of  equal  grain. 
The  expense  and  trouble  of  attaining  this  have  contributed  to  their 
rejection  in  English  works.  Bode  himself  (DingL  Journ.  ccxii. 
p.  58)  states  that  the  grain  ought  not  to  exceed  1  millim.  (^  inch); 
otherwise  very  much  sulphur  remains  in  the  cinders.  This  con- 
dition, very  difficult  to  realize  on  a  large  scale,  probably  explains 
the  unsatisfactory  results  in  England.  Whether,  as  asserted  there, 
more  nitre  is  consumed  with  them  than  with  other  contrivances 
for  burning  smalls  is  not  quite  clear. 

Whilst  the  ingenious  and  original  invention  of  Gerstenhofer  has 
not  fulfilled  the  hopes  which  it  had  raised,  at  any  rate  for  the  manu- 
&cture  of  sulphuric  acid,  another,  extremely  simple  invention  has 
been  crowned  with  very  great  success.      Juhel,  the  manager  of 
Mal^tra's  works  at  Rouen  (the  author  has  heard  this  name  stated 
88  Jouelle),  had  the  idea  of  cutting  the  Olivier-Perret  furnace 
(which  is  inconvenient  to  attend  to  and  requires  as  much  lump  ore 
as  smalls)  in  two — ^that  is,  of  burning  the  lumps  by  themselves  and 
mounting  the  plates  for  the  smalls  separately.     He  thus  applies  the 
same  principle  which  Gerstenhofer  had  employed,  and  the  mathe- 
matical proof  of  which  had  been  given  by  Bode  in  his  *  Beitrage,'  viz. 
that,  for  the  small  ore  as  well,  its  own  heat  of  combustion  is  quite 
sufficient  when  once  the  process  has  been  started.    Maletra's  burner, 
as  it  is  generally  called  (although  Mal^tra  himself  was  not  the  in- 
ventor), is,  so  to  say^  the  egg  of  Columbus.     This  burner,  the 
simplest  and  cheapest  of  all  dust-burners,  has  become  comparatively 
slowly  known ;  but  since  1873,  when  it  became  better  known  by  the 
ViennaExhibition,  it  has  spread  on  the  Continent  with  extraordinary 
rapidity,  whilst  it  has  attracted  little  attention  in  England.     The 
first  burner  out  of  France  seems  to  have  been  erected  at  the  works 
of  Schnorf  Brothers,  at  Uetikon,  near  Ziirich,  in  1870  j  in  Ger- 
many the  first  was  erected  at  Kunheim's  works  in  Berlin.     Even 
if,  as  it  would  seem,  some  form  of  these  simple  shelf  burners  had 
heen  previously  in  use  here  and  there,  their  successful  application 
i^or  burning  pyrites  smalls  seems  first  to  have  been  effected  by 
Maletra's  works. 

Fig.  7Q  gives  a  longitudinal,  fig.  77  a  cross  section,  the  latter 
through  two  furnaces.  Usually  a  whole  set  is  built  in  a  row.  In 
order  to  start  it,  a  coal-grate,  a,  and  fire-door,  i,  are  provided,  which 
are  walled  up  when  the  burner  has  got  up  to  a  white  heat.   During 
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this  time  the  top  working-door  remains  open.  Then  the  five  platea 
c,  d,e,f,g  are  charged  with  small  ore  through  the  doors  h,i,k, 
whereupon  the  pyrites  takes  fire  at  once.     The  air  enters  through 

P5ff.78. 


/,  and  18  regulated  at  will.  The  gas  travels  over  all  the  plates 
in  a  serpentine  line,  indicated  by  the  arrows,  escapes  through  m 
into  the  dust-chamber,  n,  and  through  o  into  the  acid-chamber,  or 
into  another  dust-chamber.  The  chamber  n  is  covered  by  a  metal 
plate,  p,  upon  which  lead  pans,  r,  r,  are  placed,  in  which  all  the 
ehamber-acid  can  be  concentrated  from  112°  to  144°  Tw.  The  acid 
of  one  pan  communicates  with  that  of  another  (as  usual)  by  siphons 
or  by  simple  run-overs.  Each  of  the  shelves,  which  are  8  feet  long 
and  5  feet  wide,  consists  of  eight  plates  in  two  rows  of  four  each  ; 
they  rest,  at  the  sides,  in  the  walls  of  the  burner,  in  the  middle 
on  fireclay  bearers,  s,  s,  whose  shape  is  better  shown  in  fig.  78. 
They  are  not  equidistant,  as  can  be  seen  in  the  drawings  the 
upper  shelves,  where  more  gaa  is  evolved,  are  more  widely  apart 
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ihan  the  lower  ones,  where  the  radiant  heat  of  the  shelves  is  all  the 
more  useful.     The  best  distance  for  the  upper  shelves  is  4^  inches. 


In  order  to  bum  a  larger  quaotity  of  pyrites,  it  is  not  possible  to 
leave  the  ore  lying  quietly,  as  in  Olivier- 
Perret's  burner :  since  here  the  external  heat-  '^"     ' 

ing  by  the  lump  ore  is  missing,  the  combus- 
tion would  be  too  incomplete,  and  the  beat 
would  soon  get  bo  low  that  the  burning  would 
cease.  The  mass  must  therefore  be  moved, 
which  is  done  in  the  following  way : — Every  four  hours  the  eon- 
tents  of  the  lowest  plate,  ^,  are  drawn  through  the  door  k  onto  the 
arch  ( (which  is  level  at  the  top,  but  slopes  behind),  after  the  burnt 
ore  lying  on  the  same  has  first  been  pushed  through  the  same  door 
i,  to  the  opening  into  the  pit  a.  Then,  through  the  door  i,  the  con- 
tents of/  are  pushed  down  to  the  plate  ff,  and  there  levelled  again. 
Thus  the  higher  plates  are  successively  treated,  till  the  highest 
plate,  c,  is  emptied,  and  can  be  charged  with  fresh  ore.    If  four  fur- 
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naces  go  together,  one  of  them  is  on  turn  every  hour.  The  contents 
of  the  pit  u  are  removed  once  a  day  by  the  door  v.  The  move- 
ment of  the  ore  by  removal  from  one  shelf  to  another  causes  its 
thorough  combustion^  and  thus  also  raises  the  heat.  Four  furnaces 
of  the  above  dimensions  bum  daily  3  tons  of  pyrites.  From  6^  to 
7  lb.  of  ore  are  calculated  for  each  superficial  foot  of  shelving. 

The  burning  in  Mal^tra's  burners  is  excellent.  At  Uetikon 
48-per-cent.  Lyons  pyrites  is  regularly  burnt  down  to  1  per  cent., 
at  most  1^  per  cent.,  of  sulphur — ^that  is,  better  than  in  any  of  the 
burners  hitherto  mentioned.  At  Kunheim^s  works  the  figures  are 
1-45  to  1"9  per  cent,  sulphur.  It  is  doubtful  whether  the  shelf 
burner  answers  as  well  for  poor  ores  as  for  rich  ones ;  probably  for 
the  former  Grerstenhofer's  is  preferable.  But  the  shelf  burner  has 
one  drawback  :  the  frequent  opening  of  the  doors  for  pushing  on  the 
ore  requires  much  labour,  and  allows  much  false  air  to  get  in,  with 
its  attendant  effects  on  chamber-space,  yield  of  vitriol,  and  con- 
sumption of  nitre.  Possibly  the  mechanical  furnaces  next  to  be 
described  would  remedy  this  drawback;  but  they  must  neces- 
sarily increase  another  drawback  mentioned  in  connexion  with 
the  shelf  burner,  viz.  flue-dust.  In  the  case  of  MacDougall's 
burner  this  has  actually  prevented  its  employment  in  certain  cases. 
To  be  sure.  Bode  (Dingl.  Joum.  ccxxv.  p.  279)  has  found  the  gas 
from  the  shelf  burners  very  rich  indeed,  viz.  (in  the  case  of  one  just 
started,  and  served  by  unskilled  men)  ranging  from  6  to  8*20  per 
cent.  SO9 — that  is,  just  as  good  as  from  ordinary  lump-burners. 
Bode  has  never  noticed  any  scarring,  and  has  found  that  more  sul- 
phur can  be  left  in  the  cinders,  if  this  is  desirable,  for  further  metal- 
lurgical operations.  All  the  statements  received  by  the  author  (from 
a  number  of  works)  agree  in  this,  that  the  yield  and  the  consump- 
tion of  nitre  at  works  using  the  shelf  burners  are  at  least  as  favour- 
able as  in  any  other  works  where  nothing  but  pieces  are  used. 

Mal^tra's  burner,  which  has  now  obtained  general  acceptance  in 
Germany,  has  been  improved  by  Schafiiier,  P.  W.  Hofmann,  Bode, 
and  others.  Kunheim  charges  both  sides  together;  so  that  the 
time  during  which  the  doors  are  open  is  much  shortened.  The  burner 
allows  the  use  of  pieces  up  to  ^  of  an  inch  in  diameter.  Two  men 
per  shift  usually  serve  from  one  to  four  burners.  One  man  attends 
upon  four  of  Bode^s  burners,  consuming  3  tons  of  ore  in  24  hours, 
and  at  the  same  time  gets  out  the  burnt  ore.     For  wheeling  this 


^ 
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away  one  man  is  occupied  for  three  hours  every  other  shift.  Bode's 
patent  circular  set  of  burners  seems  to  be  a  particularly  rational 
arrangement. 

The  shelf  burner  constructed  by  Mr.  Schaffner,  of  Aussig, 
through  whose  kindness  I  am  enabled  to  give  detailed  drawings  of 
the  same^  is  considered  one  of  the  best  modifications  of  this  appa- 
ratus. It  is  shown  in  figs.  79  to  83.  It  has  seven  plates^  each 
served  through  its  own  door — three  on  one  side,  four  on  the  other. 
On  the  first  side  there  is  also  the  ash-pit  door^  18  inches  square,  for 
drawing  out  the  cinders,  which  is  thus  done  in  the  usual  way,  not 
by  the  rather  inaccessible  pit  of  Mal^tra.  The  doors  all  slide 
with  their  planed  margins  on  equally  planed  ledges  cast  on  the  front 
plates ;  so  that  luting  or  plastering  is  not  necessary.  A  cer-  Fig.84. 
tain  number  of  angle-pieces  are  bolted  to  the  front  plates ;  » 
these,  between  their  outer  bend  and  the  planed  ledges,  leave 
sufficient  room  for  the  doors  to  slide  each  way ;  and  there 
is  a  sufficient  number  of  such  pieces  present  for  each  door 
to  he  always  held  by  three  of  them  (fig.  84) .  This  style 
of  work  is  evidently  much  cheaper  than  casting  every 
thing  in  a  piece,  because  the  planing  is  much  easier;  it  is 
also  cheaper  than  the  English  style^  shown  on  p.  171,  and 
quite  as  substantial  as  the  latter.  There  are  no  special 
openings  for  the  air,  as,  in  spite  of  the  planed  surfaces^ 
safficient  air  enters  to  support  the  combustion.  The  regu- 
lation of  the  draught  is  here  effected  entirely  by  the 
chimney-damper. 

The  shelves  are  made  from  excellent  fireclay  slabs,  manu- 
factured at  the  Aussig  works  themselves.  They  are  5  feet  long 
(equal  to  the  width  of  the  burner  ^/t^^  the  bearing  on  each  side)  and 
18  inches  wide.  They  run  from  side  to  side  without  any  middle 
bearings,  their  lower  surface  being  formed  in  the  shape  of  an  arch ; 
80  that  they  are  about  3^  inches  thick  in  the  middle  and  6  inches 
thick  at  the  ends. 

The  whole  set  is  covered  by  a  flue-dust  chamber,  continued  into 
a  larger  chamber  behind,  from  which  the  gas  during  the  heating-up 
goes  by  an  underground  flue  to  the  chimney,  and  during  the  work 
itself  by  a  metal  pipe  to  the  Glover  tower.  Through  the  upper  dust- 
chamber  a  charging-hopper  passes  for  each  burner.  The  tubular 
part  of  the  hopper  is  closed  by  a  small  cast-iron  cone  with  its  base 
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downwards,  which  is  continued  upwards  into  a  rod  projecting  out 
of  the  hopper,  and  connected  with  a  horizontal  lever,  whose  outer 
arm  has  a  balance-weight  attached  to  it.  By  means  of  this  the  hop- 
per filled  with  small  ore  can  be  emptied  esrailj  and  instantaneously 
by  pressing  down  the  outer  arm  of  the  lever.  The  cone  then  goes 
down  again,  and  the  joint  is  made  gas-tight  by  putting  a  new 
charge  into  the  hopper.  In  this  burner  dust  and  peas  are  burnt 
together,  and  the  sulphur  burnt  down  to  1  per  cent.;  thus  the 
grinding  of  the  smalls,  which  is  still  practised  at  some  works,  is 
saved. 

Analogous  to  Mal^tra^s  burner,  which  applies  the  Olivier-Perret 
principle  for  the  independent  burning  of  smalls,  is  the  new  fiirnace 
of  Hasenclever  and  Helbig  (Dingl.  Joum.  ccxxii.  p.  250),  which 
is  an  essential  modification  of  their  former  burner,  and  was  to 
permit  the  combustion  of  small  ore  without  the  assistance  of 
lumps. 

Pigs.  85  to  89  give  separate  sections  of  the  burner.  The  ore  is 
charged  into  the  funnels,  a^  to  a^,  and  covers  all  the  plates  in  the 
shaft  down  to  A^,  .  .  .  h^.  As  burnt  ore  is  taken  away  below,  fresh 
smalls  slide  after  from  the  funnels,  a  to  flg,  exactly  as  in  the  former 
burner  of  the  same  inventors.  To  be  sure,  in  that  case  floury  ores 
would  not  slide  down  very  well,  as  will  be  remembered.  The  air 
enters  at  i,  and,  in  the  direction  shown  by  the  arrows,  ascends  over 
the  ore  on  the  four  or  five  lowest  tiers,  cools  this,  and  is  heated 
itself.  At  c  the  air,  mixed  with  a  little  SO^,  leaves  the  burner, 
and  enters  again  at  d  more  highly  heated,  descends  along  the  ore, 
and,  when  hottest,  comes  into  contact  with  the  nearly  bumt-off 
ore,  so  that  complete  desulphurization  can  take  place.  The  hot 
gas  leaves  the  burner  at  c,  and  through  two  shafts,  connected  by 
pipes,  gets  to  /,  towards  the  acid-chambers,  whilst  the  air  serving 
to  maintain  the  combustion  heats  itself  on  its  way  from  c  to  (/  in 
contact  with  the  brickwork  heated  by  the  gas.  Bode  points  out 
that  in  Gerstenhofer's  burner  the  heating  of  the  air  had  been  pre- 
scribed as  well,  but  had  been  given  up  as  too  troublesome.  The 
author  is  afraid  that  any  complication  in  the  way  of  leading  the 
gas  in  the  burners  would  cause  serious  difficulties  concerning 
the  draught.  If  the  gas  is  to  go  downwards  again,  this  will  fre- 
quently lead  to  its  blowing  out,  to  insufficient  heat,  and  bad 
burning.     The  gas  ought  always  to  be  taken  away  in  the  simplest 
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possible  manner,  so  that  it  will  always  travel  upwards.  Even  if 
this  objection  against  the  Hasenclever-Helbig  burner  were  re- 
moved, there  would  be  still  a  danger  of  the  spaces  between  the 


plates,  which  are  very  badly  accessible,  getting  stopped  and  scarred 
up.  It  is  not  very  clear  what  advantage  is  to  be  derived  in  com- 
parison with  the  simple  shelf  burner,  except  the  automatic  move- 
ment of  the  smalls,  which,  however,  will  hardly  proced  smoothly 
without  manual  labour  to  help  it  on.  The  inventors  themselves  . 
bave  therefore  not  carried  out  that  construction  in  practice  (Dingl. 
Joum.  ccjcxvii.  p.  71). 
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Pig.  87. 


Theoretically^  probably  the  most  perfect  of  all  the  dust-bomera  is 
that  of  MacDougall  Brothers,  patented  a  few  years  ago,  of  which 
drawings  are  given  in  figs.  90  to  92.  The  burner  consists  of  a 
metal  cylinder,  6  feet  in  diameter  and  13  feet  high,  formed  of  seven 
lings  (a  a)  bolted  together,  and  provided  with  a  solid  bottom,  bat 
open  at  the  top.  The  rings  are  cast  in  such  a  way  that  the  lower 
and  inner  edge  of  each  can  serve  as  an  abutment  for  one  of  the  flat 
arcbes  &,  to  bg,  which  divide  the  inner  spaee  of  the  cylinder  into 
seven  chambers,  the  uppermost  of  which  is  open  at  the  top.  The 
arches,  aa  well  as  the  cast-metal  bottom  of  the  cylinder,  are  pierced 
in  the  centre,  and  allow  the  passage  of  a  cast-iron  shaft,  c,  6  inches 
thick,  which  is  turned  by  means  of  the  toothed  wheel  d,  the  pulley 
e,  and  the  steam-engine,  /.■  The  shaft  carries  at  top  and  bottom 
the  lutes  g  and  ff^,  into  which  the  cupa  A  and  A„  fixed  to  the  top 
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arch  and  tbe  cyliDder-bottom,  enter;  the  latter  are  fast,  whilst  the 
lates  g  and  g^  turn  round  with  the  shaft,  and  a  hydraulic  joint 
prerents  the  escape  of  gas  at  the  places  where  the  shaft  enters 
and  leaves  the  cylinder.  To  the  shaft  are  fixed  the  cast-iron  arms, 
ti, i^. . .  ij,  provided  with  teeth  along  their  lower  margin.  The  teeth 
■re  placed  alternately  in  opposite  directions ;  so  that  the  arm  t^ 
mores  the  ore-dust  &om  the  centre  to  the  periphery,  tj  the  same 
from  the  periphery  to  the  centre ;  ig  acta  like  t, ;  t^  like  i^  and  so 
forth.  Corresponding  to  this,  the  arches  are  perforated  alternately — 
^1,  (g,  and  b^  near  the  margin,  d^i  ^v  ^d^  ^s  in  t;he  centre.  The 
latter  have  a  lai^e  central  opening,  1  foot  3  inches  wide,  lined  with 
a  metal  pipe,  which  gives  free  play  round  the  shaft  to  the  gas  and 
the  ore-dust;  whilst  in  tbe  other  arches  the  shaft  is  so  tightly 
Burroonded  by  a  metal  pipe,  that  scarcely  any  dust,  and  still  less 
gas,  can  get  through.  The  small  ore  (which  need  only  be  passed 
tiirongh  a  1-inch  riddle,  and  therefore  contains  pieces  up  to  the 
size  of  a  walnut)  is  lifted  by  the  elevator  k  (also  moved  by  the 
engine  /),  and  is  emptied  onto  the  top  fiat,  b^,  where  the  arm  t, 
takes  it  round  and  gradually  moves  it  towards  the  periphery. 
Danog  this  time  the  ore  is  completely  dried  by  the  heat  of  the  gas 
below.  The  ore  dropping  down  the  edge  at  I  from  the  open  top 
diamber  is  continually  pushed  into  the  first  closed  chamber  by  a 


224  SULPHURIC  ACID. 

ram  at  A.     The  ram  A  can  be  moved  reciprocally  either  by 
rod  B  or  C,  and  can  be  moved  more  or  less  quickly ;  so  that 
feed  of  ore  can  be  regulated  to  a  nicety.    The  arm  i^  moves  th 
towards  the  centre  of  b<^,  where  it  drops  down ;  tg  moves  it  toi» 
the  periphery  of  ig,  where  it  drops  down  again^  and  thus  quite  gi 
ally  and  constantly,  being  directed  by  the  teeth  of  the  arms^  ai 
at  the  bottom,  and  is  emptied  out  through  the  pipe  m.      Th< 
slides,  n  and  o,  allow  the  contents  of  m  to  be  got  out  withoifigftg. 
loss  of  gas  or  any  air  entering  the  other  way.     As  the  fii 
during  the  operation  is  in  full  heat,  most  of  all  near  the  to 
ore  ignites  as  soon  as  it  arrives  on  the  bottom  of  the  first 
chamber,  b^;   and  in  its  gradual  zigzag  way  towards  the 
the  sulphur  is  completely  burnt  off.     The  air  is  continually  si 
by  the  air-pump  p  in  exactly  the  necessary  quantity ;  and 
escapes  through  the  pipe  r  to  the  acid-chambers. 

An  apparatus  such  as  is  here  figured  is  sufficient  for  bi 
3^  tons  of  ore  in  24  hours  ;  with  eight  closed  chambers,  insi 
six,  it  can  burn  5  tons.    It  is  also  very  well  adapted  for  burnij 
spent  oxides  of  gas-works ;  but  then  it  must  have  only  four 
bers.   In  a  factory  on  the  Tyne,  where  this  apparatus  was  at  w^ 
a  time,  the  consumption  of  coals  for  driving  the  engine  amoi 
4  tons  per  week.     A  two-horse-power  engine  and  a  1^-inch 
pipe  are  said  to  suffice  for  the  largest  burner.     The  wa^es  ami 
to  £4  5«.  per  week ;  but  this  rather  high  amount  was  explai 
the  fact  that  two  other  furnaces  were  building,  which  were  exj 
to  be  served  by  the  same  men  who  attended  the  first.     Of 
this  apparatus  is  quite  independent  of  the  skill  of  the  burnei 
which  is  mostly  only  acquired  by  some  years'  practice. 

For  heating  up,  the  engine  is  started,  and  the  cold  ft 
gradually  filled,  care   being  taken  to  regulate  the  thickn^ 
the  layers  of  ore  on  the  different  floors.      When  the  ore 
rived  at  the  bottom,  the  engine  is  stopped,  and  the  flam< 
temporary  fireplace,  built  against  the  cylinder,  is  allowed  toj 
it,  until  the  ore  lying  on  the  bottom  and  the .  floor  b^  has 
fire.     Then  the  engine  is  started,  the  temporary  fire-place  is 
away,  the  man-hole  is  closed,  and  nothing  remains  but  to  8( 
the  ore  arrives  at  the  bottom  properly  burnt.     If  this  si 
not  be  the  case,  the  speed  of  the  feeding-ram  A,  that  of  thi 
pump,  or  that  of  the  agitating-shaft  is  altered  till  every  things 
order.      It  is  easy  to  get   the  sulphur  in  the  burat  ore 


PRODUCTION  OF  SULPHUROUS  ACID  FROM  PYRITES.  225 

to  1  per  cent.;    in  forced  work  only  3  to  4  per  cent,  can  be 
attained. 

One  objection  will  at  once  be  made  to  MacDougall^s  burner^  viz. 
that  the  machinery  in  its  interior  must  wear  out  very  quickly.  In 
order  to  obviate  this^  all  parts  of  the  machinery  are  made  of  thick 
cast-iron ;  and  when  one  of  the  arms  is  worn  out^  it  can  be  renewed 
through  the  man-holes^  ss,  without  allowing  the  apparatus  to  cool 
down.  That  otherwise  this  burner  has  many  very  great  advantages 
over  all  others  is  evident.  The  turning  of  the  small  ore  is  per- 
fect without  any  opening  of  the  doors  and  working  by  hand.  Not 
even  during  charging  and  discharging  does  false  air  enter  the 
burner;  and  by  means  of  the  air-pump  exactly  the  necessary 
quantity  of  air  can  be  admitted  (this,  however,  in  practice  was 
foimd  to  be  very  difficult).  The  work,  indeed,  is  done  under  such 
favourable  conditions  as  are  realized  by  no  other  burner,  whether 
for  pieces  or  for  smalls ;  and  it  might  be  assumed  that  the  con- 
sumption of  nitre  would  thus  be  reduced  to  a  minimum,  and  the 
yield  of  acid  raised  to  a  maximum.  Nevertheless  MacDougaU^s 
burner  had  to  be  given  up  again  in  the  above-mentioned  factory, 
because  the  quantity  of  flue-dust  was  so  great  that  it  could  not  be 
managed  in  any  way,  and  the  chamber-process  was  seriously  in- 
terfered with.  Employment  of  the  Glover  tower  was  not  to  be 
thought  of.  It  does  not  appear  that  really  efficient  dust-chambers 
were  employed.  The  air-pump  acted  so  violently  that  the  dust 
was  carried  away  a  great  distance.  Probably  this  drawback  might 
have  been  counteracted  by  some  alteration  in  the  construction ; 
but,  altogether,  the  machinery  caused  endless  trouble,  continually 
requiring  repairs,  and  there  is  no  doubt  that  it  would  have  to  be 
altered  a  good  deal  before  it  could  become  a  real  success. 

A  similar  furnace  was  patented  to  Michel  Perret,  in  Prance, 
on  June  23rd,  1875.  Those  who  are  interested  in  mechanical  cal- 
cining furnaces  generally  will  find  this  subject  treated  at  length  by 
Bode  in  ^  Dingler's  Journal,^  ccxix.  p.  53,  and  Wagner's  '  Jahres- 
bericht,'  1876,  p.  298. 

We  will  conclude  this  long  chapter  on  pyrites-burners  with  the 
description  of  the  burner  constructed  by  K.  Walter  for  the  special 
purpose  of  burning  so-called  "peas^* — that  is,  small  pieces  of  ore 
not  above  the  size  of  a  hazel-nut,  and  not  so  small  as  to  pass 
through  a  sieve  with  eight  holes  to  the  lineal  inch.  This  appa- 
ratus is,  properly  speaking,  a  modified  Belgian  burner  for  lump- 

Q 


witL  a  front  elevatioa.  There  is  always  a  set  of  euch  bumerB 
built  (at  least  three,  at  most  nine),  with  a  common  gas-space, 
similar  to  Hasenclever'a.  The  speciality  of  Walter's  burner  is 
this : — the  caat-iron  grate-bars,  a,  are  act,  as  usual,  laid  from  front 
to  back,  bat  sideways  across  the  burner ;  tbey  rest  on  bearings,  b, 
■  and  are  cast  with  long  projections  beneath,  c,  through  wbicb  a  bar, 
e^,  passes  and  in  front  is  continued  to  the  outside  of  tbe  buroer 
through  a  bosh.     The  projections,  c,  are  not  all  in  the  same  place. 


PBODUCTION  OP  SClPHttBOOB  ACID  PKOH  PTRITBS,  227 

bnt  alternately  od  the  right  side  aad  on  the  left ;  bo  that  there  are 
two  bare  projecting  in  front.  In  each  projection,  c,  the  bar  d  is  pro- 
vided with  a  pin  which  plays  in  a  eorreaponding  slot  of  the  pro- 


If 


jection  c ;  thus,  whenever  the  bar  d  is  pulled  forward,  all  the  pro- 
jections are  moved  with  it,  and  the  grate-bars,  being  cast  in  one 
piece  with  them,  are  rotated  about  their  axes.  According  to  whether 
only  one  of  the  bars,  or,  by  means  of  a  double  key,  both  of  them 
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at  a  time  are  moved  forwards  or  backwards,  half  or  all  of  the  grate- 
bars  are  rotated  Hmultane(mali/.     Since  all  the  parte  are  fitted  veiy 


-^ 


accurately,  and  afterwards  are  always  moved  simultaneously,  the 
distances  between  the  grate-bars   can  be  made  very  small  (ssv 
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^  inch)  and  continuously  remain  so.  Only  this^  combined  with  a 
very  shallow  layer  of  the  pyrites,  e  (not  above  6  inches),  permits 
the  burning  of  peas.  The  ash-pit /is  usually  closed,  and  the  door 
h  is  only  opened  for  wheeling  out  the  cinders  ;  g  serves  for  admit- 
ting air.  The  furnace  is  charged  all  at  once  by  the  hopper,  i, 
with  a  double-conical  stopper ;  and  the  charge  is  quickly  spread 
firom  the  doors  k  k.  The  cinders  are  let  down  in  a  minute  by 
pushing  the  lever  backwards  and  forwards  a  few  times,  the  grates 
just  remaining  covered  by  a  layer  of  hot  cinders ;  these,  the  heat 
of  the  brickwork,  and  also  especially  the  fire  of  the  other  burners 
(a  common  gas-space  is  therefore  indispensable  in  this  case)  almost 
at  once  ignite  the  fresh  pyrites.  Each  compartment,  with  a  grate- 
surface  of  32  square  feet,  burns  from  14  to  20  cwt.  in  24  hours. 
By  putting  in  metal  plates,  ii,  accessible  through  the  doors//, 
some  fine  dust  can  be  burnt  as  well ;  but  in  the  author^s  experience 
this  burning  was  very  incomplete.  Behind  the  set  there  is  always 
a  chamber  for  flue-dust ;  firom  this  the  gas  may  pass  into  a  Glover 
tower. 

Walter's  burners,  under  favourable  circumstances,  bum  the  ore 
down  to  3i  per  cent.  They  are  at  work  in  several  places,  and  have 
a  good  reputation.  But  they  require  a  strong  draught,  and  can- 
not easily  be  combined  with  ordinary  lump-burners  to  form  a  set, 
because  the  latter,  in  spite  of  their  ore  lying  four  or  five  times  as 
deep,  at  once  deprive  them  of  all  draught.  This  might,  with  sufi- 
cient  draught  at  the  far  end,  be  managed  by  very  carefol  regula- 
tion of  dampers ;  but  in  practice  it  has  answered  much  better  to 
work  a  set  of  chambers  separately  by  Walter's  burners.  When 
these  are  short  of  draught,  at  once  scars  are  formed,  as  in  the 
lump-burners.  The  scars  take  a  flat  shape,  lying  on  the  top  of  the 
ore  or  just  over  the  grates,  and  completely  stopping  combustion 
there.  It  is  true  they  are  easily  broken  up  and  removed  by  the 
working-doors ;  but  no  proper  burning  can  be  expected  when 
they  appear  in  quantity. 

Burners  for  the  Spent  Oxides  of  Gas-works, 

The  burner  proposed  by  Hills  has  the  construction  shown  in 
fig.  96,  and  is  so  similar  to  Maletra's  shelf  burner  that  no  further 
explanation  seems  necessary.  Quite  analogous  with  this,  Mac- 
DougalVs  burner  has  also  been  employed  for  this  purpose.   A  third 
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buroer,  that  of  Cowen,  is  aliown  in  figs.  97  and  98.  It  consists  of 
a  row  of  fireclay  gas-retorte,  and  requires  no  further  explanation. 
Other  workB  are  said  to  bum  that  material  in  humers  with  very 
Darrowly-placed  grate-bars. 

Fig.  96. 
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CHAPTER  VII. 

THE  BURNER-GAS. 

The  composition  of  the  gas  generated  in  the  burners  has  been  accu- 
rately calculated  by  Schwarzenberg,  both  for  brimstone  and  for 
pyrites ;  and  we  shall  in  the  first  place  give  his  calculations^  in  which 
at  the  same  time  the  draught  is  taken  into  account^  such  as  is 
required  in  normal  circumstances. 

1.  Composition  of  the  Burner-gas,  Draught,  and  Quantity  of  Air 

necessary  in  burning  Brimstone, 

The  draught  by  which  air  is  introduced  into  the  burners,  and 
by  which  the  mixture  of  gases  formed  therein,  and  ultimately  that 
remaining  after  the  formation  of  sulphuric  acid,  is  carried  through 
the  lead  chambers  and  out  of  them,  is  of  very  great  importance  for 
the  way  in  which  the  process  goes  on. 

The  draught  is  generated  by  several  causes,  of  which  the  first  is 
the  heat  of  the  gaseous  mixture  contained  in  the  vertical  tube 
leading  from  the  sulphur-burner  to  the  lead  chambers.  As  the 
density  of  it  is  twice  as  great  as  that  of  atmospheric  air,  it  might 
be  supposed  that  the  gaseous  mixture  formed  in  the  burner  was 
not  lighter  than  the  air.  We  shall  therefore  compute  its  specific 
gravity.  As  constants  for  this  and  the  following  calculations  we 
shall  use  the  following  figures  : — 

At  (f  C.  and  760  millims.  mercurial  pressure 

fipram. 

1  litre  of  dry  atmospheric  air  weighs. . .  1*2932 

1      „         „    oxygen  1-4298 

1      „         „    nitrogen 1'2562 

1      „         „    sulphur  dioxide 28731 

I       „        aqueous  vapour   0*8043  i3 
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Now  1  vol.  oxygen  gas,  on  combining  with  sulphur,  forms  1  vol. 

SO^  which  further  requires  ^  vol.  of  oxygen  to  form  SOj,.     For 

each  14  vols.  SO^,  containing  14  vols.  O,  another  7  vols.  O  are 

thus  necessary  for  the  transformation  into  SO3.    All  this  oxygen  is 

introduced  into  the  burner  as  atmospheric  air,  containing  in  100 

vols.  21  vols,  oxygen  and  79  vols,  nitrogen.     The  above  14+7:=2l 

vols.  O  therefore  introduce  79  vols,  of  nitrogen  into  the  burner, 

and  the  gaseous  mixture  there  formed  thus  theoretically  ought  to 

contain 

14  vols.  S0« 

7     „     O 

79     „     N 


100 


Experience,  however,  has  taught  that  for  a  good  working  process 
a  further  excess  of  oxygen  is  required,  in  the  case  of  brimstone 
amounting  to  5  vols,  upon  95  vols,  of  the  nitrogen  entering  and 
again  leaving  the  chambers. 

If  we  call  the  unknown  volume  of  this  excess  oxygen =^^  it 

79 
must  carry  along  ^  x  vols.  N.     To  this  are  added  79  vols.  N, 

entering  along  with  the  21  vols.  O  required  for  forming  14  vols,  of 
SOj  and  converting  them  into  SO3.  The  volume  of  the  total  N 
and  of  the  excess  oxygen  required  in  practice  for  each  14  vols,  of 
SO3  introduced  into  the  chambers  thus  amounts  to 

^^  ,  79     ,         _  ,  100 
79+^j  ^+^=79  +  -^  x, 

X  was  stated  to  form  5  per  cent.  =  ^  of  this  volume. 
We  have  thus  the  equation 


79      5 

X  ^  Tf-/i  I  79  +  TTVX  I  ^  ^  +  qT  X, 


From  this  follows 


5  16    _79 

"'n'^  "^  21  "^"20' 

that  is,  besides  the  theoretical  quantities  of  gas  mentioned  above, 
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aaother  5*18   vols,   of   oxygen^   along  with    the   corresponding 

79 
5*18  X  ^  =  19*50  vols,  of  nitrogen,  are  necessary.     The  gaseous 

mixture  formed  in  the  sulphur-burner  accordingly  ought  to  contain 
upon  each 

14       vols,  of  SO2, 
7+  5-18  =  12-18      „       O,  and 
79  +  19-50=98-60       „       N. 


124-68  vols. 

From  this  the  following  composition  for  1  litre  of  this  gaseous 
mixture  is  computed  : — 

0-1123  litre  SOj 
0-0977    „    O 
0-7900    „    N 


1-0000 


j^ 


According  to  the  densities  of  the  single  gases  mentioned  above, 
1  litre  of  this  mixture  at  0°  C.  and  760  millims.  mercurial  pressure 
must  weigh 

0-1123 X  2-8731+ 00977X  1-4298 +  0-7900x  l-2562=l-4547  grm. 

Now  gases,  on  their  temperature  being  raised,  the  pressure  re- 
maining the  same,  for  each  1°  C.  expand  by  ^f^  of  the  volume 
occupied  at  0°,  1  litre  of  0°  C.  thus  at  /°  C.  (the  pressure  re- 
maining unchanged)  furnishes 

1  .     t   _27S  +  t 
^"^273""    273    "^''^* 

If  we  assume  the  temperature  of  the  gaseous  mixture  in  the  pipe 
leading  from  the  burners  =100^  C,  which  no  doubt  is  below  the 
truth,  there  would  be  formed 

?^^= 1-3663  litre 

from  each  litre  at  0^  C.  and  equal  pressure;  and  these,  of  course, 
would  equally  weigh  1*4547  gram  at  a  pressure  of  760  millims. 
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1  litre  of  the  gaseous  mixture  at  100°  C.  and  760  millims.  pressure 
thus  weighs 

l;||g=10647gran.. 

With  this  we  shall  compare  the  weight  of  air.  1  litre  of  atmo- 
spheric air  at  0°  and  760  millims.  pressure  weighs  1*2932,  and  at 
20°  and  equal  pressure  furnishes 

^?|±^=  1-0733  litre; 

1*2932 
it  therefore  weighs  .=  1*2049  gram. 

Thus  atmospheric  air  at  20^  is  much  heavier  than  the  gaseous 

mixture  in  the  sulphur-burner.     Even  at  an  extraordinarily  high 

atmospheric  temperature,  such  as  35°,  the  weight  of  the  latter  still 

273  4-  35 
exceeds  a  good  deal  that  of  the  gas ;  for,  as  — ^r;^ —  =  1*1282, 1  litre 

air  at  35°  and  760  millims.  is 

1*2932 
P3^=11463gram. 

The  aqueous  vapour  always  present  in  the  air  was  not  required 
to  be  taken  into  account,  since  by  its  expansion  in  the  heat  of  the 
burner  it  can  only  increase  the  difference  between  the  weight  of 
the  gas  and  that  of  the  air. 

Owing  to  the  fact  that  the  gaseous  mixture  in  the  vertical  pipe 
of  the  sulphur-burner  is  lighter  than  air,  it  must  issue  out  of  the 
top  of  the  pipe  into  the  chamber  with  a  speed  corresponding  to  the 
excess  pressure  of  the  atmosphere  acting  upon  it  from  below.  It 
must  therefore  by  itself  exercise  a  pressure  upon  the  gas  in  the 
lead  chamber.  Its  speed  or  the  draught  increases  with  the  height 
of  the  vertical  pipe ;  and  the  latter  therefore  ought  to  enter  into  the 
chamber-side  as  high  np  as  possible.  By  thus  securing  more  than 
sufficient  drawing-power  the  supply  of  air  is  secured  in  any  case; 
and  its  excess  can  always  be  moderated  by  narrowing  the  area  of 
the  inlets. 

A  second  cause  of  draught  is  the  formation  of  sulphuric  acid 
itself,  as  the  space  occupied  by  the  consumed  gas  cannot  remain 
empty,  and  must  at  once  be  filled  again.  The  condensation  of  the 
gas  to  sulphuric  acid  thus  acts  as  an  aspirator. 
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A  third  cause  of  draught  is  the  vertical  pipe  taking  the  gas  away 
from  the  last  lead  chamber^  or  the  chimney  with  which  it  is  con- 
nected. As  the  gas  in  these  contains  all  the  nitrogen  introduced 
into  the  chambers  with  only  5  per  cent,  of  oxygen^  as  it  is  saturated 
with  aqueous  vapour^  and  as  it  is  usually  warmer  and  never  can  be 
colder  than  the  atmospheric  air^  it  must  necessarily  be  lighter  than 
the  latter :  this  is  evident  without  any  calculation. 

If  the  nitrogen-acids  are  not  recovered  by  a  special  process^  to 
be  explained  later  on^  the  gas  certainly  contains  a  little  of  those 
acids  and  of  sulphurous  acid^  by  which  their  specific  gravity  is 
somewhat  increased.  We  shall,  however,  see  that  that  influence 
is  very  slight,  and  does  not  materially  interfere  with  the  causes 
producing  a  decrease  of  the  specific  gravity. 

The  draught  produced  by  all  the  above-mentioned  causes  regu- 
lates the  quantity  of  air  which  can  enter  the  apparatus  by  openings 
of  a  certain  size.  We  have  already  seen  that  we  must  not  introduce 
the  exact  quantity  of  air  required  for  transforming  the  burnt  sul- 
phur into  SO3,  but  a  certain  excess,  which  we  have  calculated 
=5' 18  vols,  of  oxygen  upon  each  14  vols,  of  SOg.  With  this,  for 
each  14  vols,  of  SO^, 

14^7  +  5-18=21+   5-18=2618  vols,  oxygen, 
and  79  + 19-50 =98-50    „     nitrogen, 


together   124*68     „     atmospheric  air, 

must  be  introduced  into  the  chambers.    From  this  it  follows  that  for 

each  vol.  SO4  — rj — =8*906  vols,  of  air  are  required.     Now  1  litre 

of  SOj  at  OP  and  760  millims.  pressure  weighs  28731  grams,  and 
SOg  consists  of  equal  parts  by  weight  of  sulphur  and  oxygen. 
Accordingly  1  litre  of  SO^  at  0**  and  760  milUims.  contains 

— - — =1-43655  gram  sulphur, 

and  1-43655     „      oxygen. 

Thus  for  each  1-43655  gram  of  sulphur  burnt  8*906  litres  air  at 
0°  and  760  millims.  are  required.     Since 

1*43655  :  1000  : :  8*906  :  x, 
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each  1000  grams  or  1  kilogram  sulphur  requires  y7^o^K^=  61 99 

litres  air  at  OP  and  760  millims.  pressure  to  be  introduced  into  the 
sulphur-burner,  weighing  6199  x  1  •2932=8017  grams  or  8-017 
kilograms. 

For  calculating  the  volume  of  air  at  different  temperatures  and 
pressures  we  must  introduce  the  well-known  formula :  viz.,  for  a 
temperature  £^  C.  and  a  barometrical  height  b  (in  millimetres)  the 
volume  V  (at  0°  and  760  millims.)  becomes 

(273  +  0Vx76O 
273xA 

For  instance,  at  20°  and  760  millims.  the  calculation  shows  6653 
litres. 

All  the  above  calculations  refer  to  dry  air ;  but  as  the  atmosphere 
is  never  free  from  moisture,  we  must  take  this  into  account.  If  a 
gas  is  saturated  at  the  pressure  b  with  aqueous  vapour,  its  own 
tension  is  diminished  by  that  of  the  vapour,  and  becomes  b—e,i{e 
be  the  tension  of  the  vapour  alone ;  so  that  the  mixture  now  has 
the  same  tension  as  the  gas  previously  had  by  itself.     Thus  from 

the  volume ^^l — r the  new  volume  V  for  gas  saturated 

<w7o  X  0 

.,,        .  ,           ,     ,  ,         ,„     (273  +  /)Vx760 
with  moisture  calculates  as  V'=-^^ — ^^^ /. r 

273(6  — e) 

The  volume  V  of  the  6199  litres  of  dry  air  at  0°  and  760  millims., 
on  being  saturated  with  moisture  and  the  temperature  raised  to 
20°  C.  (£tt  which  aqueous  vapour  has  a  tension  of  17*391  millims. 
of  mercury),  calculates  for  760  millims.  pressure  as 

(273  4-20)  X  6199  x  760_293  x  6199  x  760_ 
""273(760-17-391)      ""    273x742609   -^^^^  ^^^''^' 

The  above  calculations  have  thus  shown  that  each  kilogram  of 
pure  sulphur  burnt  for  producing  sulphuric  acid  requires  a  supply 

of 

6199  litres  dry  air  at  0°  C.  and  760  millims.  pressure, 

of  6199  4-454=6653     „  „      20° 

„  6653  +  156= 6809    „     air  saturated  with  moisture  at  20°  C .  and 

760  millims.  pressure. 

The  last  increase  of  156  litres  is  only  fully  realized  in  the  excep- 
tional case  of  air  completely  saturated  with  moisture.     As  this 
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increase  is  only  2*34  per  cent,  of  the  Tolume  of  the  necessary  dry 
air^  whilst^  accordiDg  to  the  calcalation  on  p.  235,  about  24*68  per 
cent,  of  the  theoretical  quantity  of  air  (that  is^  more  than  ten  times 
as  much)  is  introduced  in  excess,  the  changes  in  the  moisture  of 
the  air  and  the  differences  of  volume  resulting  therefrom  are  of  no 
practical  consequence.  We  shall  therefore  not  enter  into  a  calcu- 
lation of  the  differences  caused  by  the  real  percentage  of  moisture 
in  the  air. 

Of  course  the  volume  of  air  necessary  for  a  certain  consumption 
of  sulphur  is  also  dependent  upon  the  elevation  of  the  site  above 
the  level  of  the  sea,  which  regulates  the  mean  barometrical  pressure. 
Thus  at  Munich  a  quantity  of  air  occupies  a  space  larger  by  5*5 
per  cent,  than  the  same  quantity  at  Marseilles. 

It  is  easy  to  introduce  the  minimum  of  air  required  for  proper 
work.    But  this  is  not  all ;  an  excess  of  air  is  just  as  hurtful  as 
a  deficiency,    although  not  to  the  same  extent.      Air  in  excess 
cools  the  gaa,  and  thus  may  sometimes  interfere  with  the  process ; 
it  fills  a  portion  of  the  chamber-space  and  renders  it  inoperative ; 
it  dilutes  the  gas  and  weakens  the  energy  of  the  chemical  action. 
The  r^ulation  of  the  supply  of  air  must  therefore  be  accurate, 
and  must  be  adapted  to  the  frequent  variations  in  the  state  of  the 
atmosphere.     This  must  be  done  by  great  attention  in  enlarging 
or  diminishing  the  openings  serving  for  introducing  the  air  and  for 
taking  away  the  gas.     By  either  means  the  supply  of  air  can  be 
diminished  :  but  it  is  not  indifferent  which  of  them  is  selected.     Bv 
the  latter  the  draught  acting  upon  the  contents  of  the  chambers  at 
the  end  of  the  apparatus,  by  the  former  the  pressure  upon  the 
contents  of  the  chambers  at  the  beginning  of  the  apparatus  is  les- 
sened.    In  the  latter  way  the  pressure  inside  the  chambers  is 
increased ;  in  the  former  way  it  is  diminished.     Accordingly,  if  the 
chimney-draught  is  too  much  cut  off,  the  gas  issiies  forcibly  from 
any  openings  in  the  chambers  &c.,  whilst  the  air  may  enter  properly 
by  the  holes  in  the  front  of  the  sulphur-burners.     If,  however, 
these  latter  are  stopped  up  too  far,  the  chambers  suck  in  air  in  any 
places  not  completely  closed  against  the  atmosphere. 

The  draught  can  also  be  increased  in  two  different  ways,  viz.  by 
enlai^ng  the  opening  in  the  exit-tube,  or  by  increasing  the  inlet- 
holes  in  the  door  of  the  burner.  Then  the  chambers,  if  the  exit- 
tube  is  not  sufficiently  closed,  suck  in  air ;  if,  on  the  other  hand, 
the  inlet-openings  are  too  wide,  gas  is  forced  out  from  any  leaks  in 
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the  chambers  by  the  excess  pressure.  This  is  especially  noticed 
when  the  doors  are  opened  for  chaining.  Both  can  be  avoided  by 
arranging  a  certain  proportion  between  the  inlet  and  the  outlet 
openings.  Usually  (according  to  Schwarzenberg)  the  area  of  the 
latter  is  two  thirds  of  that  of  the  former.  For  the  changes  of 
draught  made  necessary  by  the  variations  in  the  state  of  the  atmo- 
sphere no  certain  rules  can  be  given;  observation  and  practice 
must  come  into  play  here.  In  well-arranged  works,  however,  this  is 
not  left  to  chance,  but  the  supply  of  air  is  checked  by  regularly 
estimating  the  oxygen  in  the  escaping  gas,  as  we  shall  see  later  on. 

2.  Composition  of  the  Burner-gas,  Draught,  and  Quantity  of  Air 

necessary  in  hwmmg  Pyrites. 

The  same  considerations  as  influence  the  draught  in  sulphur- 
burners  are  also  valid  in  burning  pyrites.  But  the  proportion  of 
air  required  is  very  much  altered.  We  shall  calculate  this  for  pure 
iron  bisulphide.     This  body  consists  of 

1  at.  iron Fe=  56=46*66  per  cent, 

2  „    sulphur    ...     83=  64=53-33       „ 

FeS2=120 

Although  on  burning  dense  pyrites  sometimes  the  iron  is  not  all 
^  oxidized  up  to  FCgOa,  and  a  little  magnetic  oxide,  Feg04,  is  formed, 
we  must  suppose  the  complete  conversion  of  iron  into  Fe^Oa  *^  the 
normal  state  to  be  aimed  at  for  complete  utilization  of  the  sulphur. 
Consequently  2  mols.  or. 240  pts.  of  FeS^  require  3  atom8=48  pts. 
O  for  oxidizing  the  iron,  and  another  8  atoms  s  128  pts.  O  for  burn- 
ing the  S  into  SO^.  Altogether  11  atoms=156  pts.  oxygen  are 
necessary  for  burning,  and  another  4  atoms  of  oxygen =64  pts.  for 
changing  the  formed  4  mols.  =  256  pts.  of  SOj  into  SO3.  From 
this  we  calculate  : — 

1.  Tliat  for  each  thousand  parts  of  FeSg, 

200  pts.  oxygen  are  required  for  oxidizing  the  iron, 

533^  „  „  „  forming  SO^, 

266§  „  „  „  oxidizing  this  to  SO^;, 

1000 


yy 

99 

99 

99 

99 

99 

99 

in  all ; 

and. 
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2.  That  for  each  100  pts.  of  sulphur  employed  as  FeS,, 

375  pts.  oxygen  must  be  supplied  for  oxidizing  the  Fe, 
1000  „  y,  ,,  forming  SOg, 

500  „  „  „  oxidizing  this  to  SO3. 

Since  1  litre  of  air  at  (f  and  760  millima.  pressure  weighs  1*4298 
gram^  at  this  temperature  and  pressure 

375  grs.  O  give  262*3  lit.,  mixed  in  the  air  with  986*7  lit.  N, 
1000      „       „       699-4  „  ,,  „       263M      „ 

500      „       „       349-7  ,,  ,,  „       1315-5      ,, 


1875      ,,       y,     1311-4  „  ,,  „       4933-3 

Accordingly,  theoretically,  for  each  kilogram  of  sulphur  consumed 

PeSj  1311-4 +  4933-3 =6244-7  litres  air  at  0^  and  760  millims. 

pressure  must  be  supplied. 

Now  here  also  an  excess  of  oxygen  must  be  used,  even  larger 

than  in  the  case  of  brimstone,  which  Schwarzenberg  states  to 

amount  to  6*4  per  cent,  by  volume  in  the  gas  leaving  the  chambers. 

If  we  call  the  unknown  volume  of  oxygen  in  excess  to  be  introduced 

for  each  kilogram  of  S  employed  as  FeS^,  x  litre,  the  volume  of 

79 
nitrogen  accompanying  it  is  ^;r  litre.     Both  together  and  the 

4933-3  litre  N  introduced  along  with  the  O  requisite  for  combustion 
and  formation  of  SO3  form  the  gaseous  mixture  escaping  at  the 
end,  the  volume  of  which  is  therefore 

7Q  100 

4933-3  +  ^-f^ar=4933-3  +  ^^. 

6'4 
As  X  is  Y^  of  this  volume,  we  have 


.=^(«3as.f,), 


07=4541. 


Accordingly  for  each  kilogram  of  S  burnt  as  FeSg,  apart  from 
the  theoretical  6244*7  lit.  air,  another  454*1  lit.  oxygen  along  with 

^      ^1708*4  nitrogen — that  is,  21625  lit.  air — ^altogether 

8407*2  lit.  air  at  0**  and  760  millims.  pressure  have  to  be  introduced. 
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Now  we  have  found  that  each  kilogram  of  free  sulphur  (brim- 
stone) requires  6199  litres  air  at  0°  and  760  millims. ;  consequently 
a  certain  quantity  of  sulphur,  burnt  as  FeSg,  requires 

-6-199"=^'^^^*^°^^^ 

as  much  air  as  if  burnt  in  the  free  state. 

This  is  not  quite  the  proportion  of  the  gas  as  it  enters  the 
chambers.  For  on  burning  PeSg  a  portion  of  the  oxygen  remains 
behind  with  the  iron,  whilst  on  burning  brimstone  the  whole  quan- 
tity of  air  gets  into  the  chambers,  and  at  equal  temperature  and 
pressure  retains  its  volume,  since  oxygen  on  combining  with  S  to 
SOj  does  not  change  its  volume. 

The  8407*2  litres  air  entering  the  burner  for  each  kilogram  of 
sulphur  burnt  as  FeS^,  furnished  the  following  quantities  of  gas, 
calculated  for  0°  and  760  millims. : — 

699*4  lit.  SOj  generated  from  the  same  volume  of  O, 
349'7  „    O  required  for  transforming  SOg  into  SOs, 
454' 1  „    O  as  excess, 
4933'3  „    N  accompanying  the  theoretically  necessary  oxygen, 
1708*4  „    N         „  „  excess  of  oxygen, 

8144-9  lit.  containing  699*4  lit.  SOg, 

803*8  „    O, 
6641-7  „    N. 

Consequently  100  volumes  of  the  normal  gaseous  mixture  on 
entering  the  chamber  ought  to  consist  of 

8*59  vol.  SO2, 
9-87    „    O, 
81-54    „    N. 

In  many  factories  the  sulphurous  acid  is  much  below  8*59  per 
cent.,  sometimes  not  above  6  per  cent,  of  the  volume  of  the  gas.  In 
that  case  so  much  less  acid  is  made  in  the  same  chamber-space, 
unless  the  formation  of  sulphuric  acid  is  increased  by  a  larger  con- 
sumption of  nitre. 

1  litre  of  the  above  gas  at  0°  and  760  millims.  weighs 

00859x2*8731-1- 00987X  1-4298  +  0-8154X  1-2562=1 -4122  grm.. 
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whilst  the  1  litre  of  the  gas  resulting  from  the  combustion  of 

brimstone^  according  to  our  former  calculation^  weighs  l'454r. 

The  former  being,  under  equal  conditions^  lighter  than  the  latter, 

consequently  giyes  stronger  draught. 

8144-9 
For  a  certain  quantity  of  sulphur,  burnt  as  FeSj,   ^iqq"  ^^^ 

=  1*314  times  as  much  gas  must  enter  the  chambers  as  if  the  sul- 
phur were  burnt  in  the  free  state.  This  figure  will  permit  a  com- 
parison of  the  results  of  the  two  processes. 

The  preceding  calculations,  taken  from  Schwarzenberg's  treatise, 
must  be  supplemented  by  some  remarks.  All  practical  men  agree 
with  him  that  a  certain  excess  of  oxygen  is  required,  over  and  above 
the  theoretical  quantity,  in  order  to  promote  and  hasten  the  regene- 
ration of  nitric  oxide  to  nitrous  acid,  &c.  Bode  (^  Beitrage,*  p.  15) 
assumes  as  a  minimum  6  per  cent,  of  free  oxygen  in  the  exit-gas 
of  the  chambers,  and  mentions  that  at  8  per  cent,  free  oxygen 
his  yield  had  been  just  as  good,  his  consumption  of  nitre  even  a 
shade  better  than  at  6  per  cent.  According  to  Hasenclever  (Hof- 
mann's  B.eport,  i.  p.  370),  in  1866,  before  Schwarzenberg,  Gersten- 
hofer  had  already  calculated  the  theoretically  best  composition  of 
bnmer-gas,  but  had  only  communicated  it  privately  to  several  fac- 
tories. His  figures,  which  do  not  materially  differ  from  Schwar- 
zenberg's  are : — ^for  brimstone, 

10*65  per  cent,  by  volume  of  SO^, 
10-35        „        „        „  O, 

7900        „         „        „  N; 

for  burning  pyrites, 

8*80  per  cent,  by  volume  of  SOj, 

y*ou       „       „       „         u, 

81-60        „        „        „  N. 

Scheurer-Eestner  also  assumed  that  the  percentage  of  oxygen  in 
the  exit-gas =6  per  cent.  He  has,  however,  proved  that  the  oxygen 
in  the  btimer-gas  is  considerably  less  than  according  to  the  above 
calculation,  probably  owing  to  the  formation  of  SO3  (see  below). 

The  above  is  certainly  controverted  by  some.  Vogt  contends 
(Dingl.  Joum.  ccx.  p.  105)  that  there  ought  to  be  only  3  or  4,  never 
above  5  per  cent,  oxygen  in  the  escaping  chamber-gas ;  beyond  5  per 
cent,  he  calls  '^  very  bad  work.''   This  opinion  is  not  shared  by  other 

R 
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practical  men.  The  other  extreme  is  found  at  Tennanf  s  works^ 
where  it  is  believed  that  the  best  yield  of  sulphuric  acid  is  obtained 
with  10  per  cent,  of  oxygen  in  the  exit-gas^  certainly  with  a  some- 
what larger  consumption  of  nitre  than  when  5  or  6  per  cent,  of 
oxygen  is  adhered  to  (4  per  cent,  of  NaNOg  upon  the  charge  of 
sulphur,  instead  of  3  per  cent.) .  The  neighbouring  works,  burn- 
ing the  same  pyrites  under  identical  conditions,  only  allow  5  to  6 
per  cent,  oxygen. 

But  if  it  is  established  that  a  certain  excess  of  oxygen,  although 
its  presence  increases  the  volume  of  gas,  yet  also  increases  the 
energy  of  the  action  in  the  chambers,  it  is,  on  the  other  hand^  at 
least  as  well  established  that  too  great  an  excess  of  air  greatly 
diminishes  the  yield  and  seriously  increases  the  consumption  of 
nitre.  We  here  refer  to  the  account  of  Olivier  and  Ferret's  first 
trials  with  pyrites  (p.  83). 

The  upper  limit  of  the  excess  of  air  has  not  yet  been  accu- 
rately defined ;  but  6*4  per  cent,  oxygen  in  the  exit-gas^  taken  by 
Schwarzenberg  as  the  basis  of  his  calculations,  must  at  any  rate 
be  considered  very  suitable  for  practical  work.  Accordingly  a 
percentage  of  8*59  SOg  by  volume  in  the  burner-gas  might  be  con- 
sidered normal  (Bode  with  6  per  cent,  oxygen  in  the  exit-gas 
arrives  at  8*93  SO^  in  the  burner-gas  as  a  maximum),  if  the  fol- 
lowing considerations  did  not  somewhat  modify  this  result. 

In  the  pyrites-burner,  besides  sulphurous  acid,  there  is  always 
sulphuric  anhydride  formed  during  the  burning.  This  fact  has 
long  been  known,  and  was  explained  in  1852  by  Woehler  and 
Mahla, and  again  in  1856  by  Plattner  ('Die  daetallurgischen Rost- 
processe ')  after  many  experiments,  in  this  way — that  many  sub- 
stances, one  of  which  (ferric  oxide)  is  present  in  large  quantity 
in  the  pyrites-burner,  dispose  sulphurous  acid  to  combine  with 
the  oxygen  of  the  air  to  form  sulphuric  anhydride.  We  have 
already  seen,  and  shall  in  the  17th  Chapter  see  it  in  detail,  that 
this  reaction,  which  is  most  strorfgly  exerted  by  finely  divided  pla- 
tinum, can  be  used  for  the  production  of  siQphuric  anhydride  itself. 
Another  plausible  explanation  is,  that  in  the  cooler  parts  of  the 
pyrites-burners  sulphates  of  iron  are  formed,  which  at  the  hotter 
parts  again  split  tip  into  Fe^Og  and  SOg.  This  explanation,  how- 
ever, is  not  suflBicieht  for  Portmann's  experiments  (Dingl.  Joum. 
clxxxvii.  p.  155),  according  to  which  the  whole  of  the  fumes  of 
anhydride   appear  the   moment  the   pyrites  take  fire.      Lastly 
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Scheurer-Kestner  (Bull.  Soc.  Chim.  1875^  xxiii.  p.  437)  explains 
the  matter  from  the  well-known  fact  that  ferric  oxide  can  act  as  an 
oxidizing  agent  by  saccessively  giving  up  and  absorbing  oxygen. 
None  of  these  explanations  fits  exactly^  especially  because  it  is 
established  that  even  on  burning  pure  sulphur  a  little  anhydride 
is  formed  (Fortmann^  loc,  cit,) . 

In  Fortmann^s  experiments^  made  on  a  small  scale^  on  burning 
pyrites  far  more  SO3  than  SO,  was  formed,  yiz.  in  one  experiment 
4  times  as  much,  in  another  as  5  :  3.  Bode  doubts  whether 
Fortmann^s  results  would  hold  good  on  the  large  scale,  where  the 
conditions  are  different  and  where  the  formation  of  such  an  enor- 
mous quantity  of  sulphuric  anhydride  would  have  been  detected 
before.  Scheurer-Kestner  {loc.  cit.)  only  found  2  or  3  per  cent,  of 
all  the  SOj  converted  into  SOg,  but  a  larger  deficiency  of  oxygen  in 
the  gas  than  corresponds  to  this  amount ;  and  the  later  discussion 
between  Bode  (Dingl.  Joum.  ccxviii.  p.  325)  and  Scheurer-Kestner 
(ib.  ccxix.  p.  512)  has  not  cleared  up  the  matter.  In  the  last  place, 
Scheurer-Kestner  indirectly  calculates  from  the  oxygen  that  the 
sulphur  of  the  pyrites  is  thus  disposed  of — 


As  SOg  in  the  burner-gas  65*5 

„   SOs  „  „  32-6 

99 


Fej(S04)8 in  the  burnt  ore  20 


1000; 


but  he  does  not  explain  why,  of  the  quantity  of  SO3  calculated 
from  the  deficiency  of  oxygen,  less  than  one  tenth  is  actually  found 
in  the  gas ;  and  it  thus  seems  to  be  established  that  this  indirect  cal- 
culation of  the  SO3  from  the  oxygen  contained  in  the  burner-gas  is 
inadmissible.  Bode  found  afterwards  (Dingl.  Joum.  ccxxv.  p.  280) 
in  three  samples  of  gas  from  a  shelf-burner  : — 

a,  b.  c. 

Oxygen 11  80         1065         11  94  p.  c.  by  vol. 

SOa    6-20  6-35  655         „ 

N  8200        8300         8155 

To  the  N  corresponds  atmospheric  oxygen 

21-73        22-00        21-60 

k2 
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Oxygen  actually  used  for  burning  (if  all  Fe  is  burnt  into  Fe^Og) : — 

a.  b.  c. 

For  SOa 6-20  6-35  6*55  p.c.  byvol. 

„    Fe^Og 2-32  238        246         „ 

Directly  found  as  0 11-80  10-65  11-94        „ 

Total 20-32       1938      20-95         „ 

Calculated 21-73      2200      21-60        „ 

Therefore  deficiency  of  oxygen     1*41         2*62        0*65  p.  c,  by  voL 

This  latter  quantity  may  have  been  used  for  forming  SO3. 

In  order  to  decide  the  question  of  the  formation  of  SOg  on  burn- 
ing pyrites  by  more  exact  methods  than  those  hitherto  used,  espe- 
cially by  Fortmann,  the  author,  together  with  Salathe,  made  a 
series  of  experiments  (Deutch.  chem.  Ges.  Ber.  x.  p.  1824).  It  was 
found  that  SO3  cannot,  as  Scheurer-Kestner  had  supposed,  be  ab- 
sorbed and  estimated  by  barium  chloride,  because  even  chemically 
pure  SO9  with  BaCl^  in  the  presence  of  O  or  atmospheric  air  at  once 
gives  a  precipitate  of  BaS04.  Check  tests  proved  that  exact  results 
were  obtained  by  conducting  the  gas  through  an  excess  of  standard 
iodine  solution,  retitrating  the  latter  by  sodium  arsenite,  and  esti- 
mating the  total  sulphuric  acid  formed  in  another  portion  of  the 
liquid  by  precipitation  with  BaCl,.  By  the  retitration  the  quan- 
tity of  SO,  absorbed,  by  subtracting  this  from  the  total  sulphuric 
acid  that  of  the  SO3  was  found.  Two  experiments  with  burning 
Spanish  cupreous  pyrites,  containing  48*62  per  cent,  of  sulphur^  in 
a  glass  tube  in  a  current  of  air  gave 

I.  II. 

Sulphur  obtained  as  SOj 8802  8878  p.  c. 

SOs 5-80  605    „ 

,,       in  the  residue    3*43 ; 


5-17 


„       lost 2-75)  ^^'    '' 

Of  the  sulphur  of  the  bumer-gas  itself  there  were  present 

I.  n. 

As  SO, 93-83  93-63  p.c. 

„   SOj 6-17  6-37   „ 

Two  other  experiments  were  made  in  this  way : — ^In  the  glass 
tube  50  grams  of  cinders  from  the  same  pyrites,  in  pieces  of  the 
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size  of  a  pea^  were  completely  freed  from  sulphur  by  ignition^  and 
fr^sh  pyrites  burnt  as  before^  the  gas  passing  through  the  cinders. 
Pound : — 

ni.  IV. 

Sulphur  as  SO2     7925  7690 

SO3    1602  16-84 

Residue  and  loss  473  626 

Of  the  sulphur  of  the  burner-gas  itself  there  were  present : — 

in.  IV. 

As  SOg 83-18  82-OOp.c. 

„  SO3 16-82  18-00    „ 

On  the  large  scale  the  formation  of  SO3  will  hardly  be  as  much  as 
in  the  last  two  experiments^  because  in  the  burners  the  gas  passes 
through  much  less  ignited  ferric  oxide  than  in  our  experiments. 

The  fact  of  the  formation  of  anhydride  is  undisputed^  although 
as  to  its  quantity  opinions  still  differ.  This  must  also  influence 
the  percentage  of  SO^  in  the  burners^  making  it  appear  less^  inas- 
much as,  firsts  the  SO^  already  transformed  into  SO3  is  not  shown 
by  analysis^  and^  secondly^  because  the  excess  of  oxygen  necessary 
for  its  formation^  along  with  its  nitrogen^  dilute  the  gas.  Quanti- 
tatively, this  cannot  yet  be  taken  into  account^  because  no  accurate 
data  exist.  But  the  deviations  in  the  quantity  of  oxygen  from  the 
quantity  calculated  are  very  considerable^  as  Scheurer-Kestner  has 
found  from  his  own  and  Buchner's  analyses  (Deutsch.  chem.  Ges. 
Ber.  vii.  p.  1665) ;  Bode  also  has  proved  this  {loc.  cit.). 

Another  source  of  dilution  of  the  burner-gas,  likewise  not  trace- 
able quantitatively,  is  this — ^that  the  burnt  ore  does  not  contain  pure 
Fe^Oa,  t^*  stdphates  of  iron.  Whether  these  are  ferrous  or  ferric 
sulphate,  they  will  always  retain  more  oxygen  than  FcgOg,  and  the 
nitrogen  corresponding  to  this  excess  of  oxygen  must  be  found  in 
the  burner-gas.  On  the  other  hand,  a  little  nitrogen  will  have  to 
be  deducted  if  in  the  burnt  ore  FeS  is  present ;  but  this  amounts 
to  very  little  indeed. 

Lastly,  in  the  factories  working  with  nitre  mixtures  immediately 
behind  the  burners,  the  dilution  of  gas  caused  thereby  must  be 
accounted  for.  The  calculated  density  of  NO3H  is  2-17823;  we 
need  only  take  this  into  account,  as  the  NO3H  forms  the  largest 
portion  of  the  gas  given  off  by  the  nitre  mixture.      It  differs 
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80  little  from  that  of  SO^   (viz.  2-21126),  that,  looking  at  the 

small  quantities  in  question,  we  can  take  the  two  as  equal  without 

any  sensible  error.     Now  in  normal  working  order,  and  using  a 

Gay-Lussao  tower,  certainly  not  above  5  per  cent,  of  nitre  on  the 

burnt  sulj^hur  is   consumed  (corresponding  to  3*7  per  cent,  of 

N03H),or  1*85  upon  the  SOj.     Thus  a  gaseous  mixture  which, 

without  the  nitric  acid,  contains  8'59  per  cent,  of  SOg,  contains 

1*85  X  8*59 
besides Ynri nitric  acid  vapour,  which  increases  its  volume 

to  100*1589,  and  diminishes  the  percentage  of  SO^  in  the  total 
volume  to  8*576 — a  diminution  too  slight  to  be  traceable  by  analysis. 
Even  if  the  nitric  acid  does  not  occur  as  such,  but  as  NOg  orNjO^, 
it  has  no  sensible  influence  upon  the  analyses,  even  if  the  sample 
of  gas  is  taken  in  a  place  where  the  '^  nitrous  acid'^  coming  from 
the  Gay-Lussac  tower  has  already  entered  into  the  process. 

StiU  all  the  above-mentioned  causes  concur  in  somewhat  dimin- 
ishing the  percentage  of  SO^  in  the  burner-gas ;  so  that  the  figures 
stated  by  Schwarzenberg,  viz. 

11-23  per  cent,  by  volume  in  burning  sidphur, 
8-59        „  „  „  pyrites, 

must  be  looked  at  as  maximum  figures,  which  in  practice  can  only 
be  approached,  but  hardly  ever  reached,  and  which  never  ought 
to  be  exceeded. 

If  the  sulphurous  acid  in  the  burner-gas  be  estimated,  this  will 
sufficiently  test  the  style  of  burning,  since  the  oxygen  of  the  gas 
must  necessarily  be  in  inverse  proportion  to  its  sulphurous  acid — 
although  not  exactly,  as  the  sulphuric  anhydride  comes  into  plav. 
In  practice,  usually  from  11  to  13  per  cent,  of  oxygen  is  found  m 
good  burner-gas. 

The  innumerable  observations  made  upon  the  percentage  of 
burner-gas  in  chemical  works  during  recent  years  have  proved 
that  with  very  good  pyrites  the  above  maximum  figures  can  be 
very  nearly  approached,  whilst  with  other  ores,  badly  burning  or 
containing  unfavourable  metallic  sulphides,  only  7  to  7^  per  cent. 
SO3  in  the  burner-gas  is  attained  {e.g.  Biichner,  Dingl.  Joum. 
ccxv.  p.  557).  Of  course,  looking  at  the  difficulty  of  keeping  the 
evolution  of  gas  exactly  equal,  the  different  observations  made  in 
the  course  of  a  day  will  frequently  yield  less  than  the  above  figures 
{fi,g.  Scheurer-Kestner,  in  Dingl.  Joum.  ccxix.  p.  117,  in  one  day 
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found  6'5, 6*5,  6*0,  80, 9*0, 8*7) ;  and  they  only  signify  the  average 
percentage  of  the  bumer-gas.  As  a  minimum^  below  which  the  gas  of 
real  pyrites  ought  never  to  fall,  6 — as  ordinary  average,  7  to  8  per 
cent.  SO4  by  yolume  can  be  assumed.  If  less  is  found,  the  draught 
should  be  cut  off ;  if  more,  more  air  should  be  admitted. 

All  the  above  calculations  only  refer  to  pyrites  proper — that  is, 
containing  only  a  few  per  cent,  of  other  metallic  sulphides.  If 
the  latter  have  to  be  roasted  by  themselves  (for  instance,  pre- 
paratory to  their  metallurgical  utilization),  only  poor  gas  can  be 
obtained,  partly  because  more  sulphates  remain  in  the  residue,  for 
which  the  corresponding  nitrogen  is  found  in  the  gas,  partly 
because  they  must  be  roasted  altogether  with  a  larger  excess 
of  air. 

According  to  Bode  (' Gloverthurm,'  p.  88),  at  Oker,  poor  ores 
with  27  per  cent,  sulphur,  of  which  only  22  percent,  was  combined 
with  iron,  the  remainder  being  present  as  blende  and  barium  sul- 
phate, yielded  gas  with  5*5  per  cent.  SOj^.  Lead-matt  yields  gas 
with  5  to  5*5  per  cent. ;  coarse  copper  metal  (with  34  per  cent,  Cu, 
28  per  cent.  Fe,  and  28  per  cent.  S),  5*5  per  cent.  SOg. 

According  to  Wunderlich  (Zeitsch.  f.  d.  chem.  Grossgew.  i.  p.  74), 
the  gas  at  Oker  contains  5  to  7  per  cent«  SO, ;  its  temperature  in 
the  case  of  ores  rich  in  sulphur  reaches  360°,  in  the  case  of  poorer 
ores  about  230°. 

The  Quantitative  Estimation  of  Stdphurous  Acid  in  the 

Bumer-Gaa, 

This  has  become  a  very  simple  process,  which  can  be  carried  out 
in  a  few  minutes  by  the  apparatus  constructed  by  P.  Beich  in  Frei- 
bei^.  It  has  been  described  by  its  inventor,  in  a  pamphlet  published 
in  1858,  as  follows  : — 

The  apparatus  represented  by  fig.  99,  on  a  scale  of  1  to  10,  con- 
sists of  three  principal  parts,  combined  on  an  easily  movable  wooden 
stand.  A  wide-mouthed  bottle.  A,  serves  as  absorbing-vessel ;  a 
cylindrical  tin  vessel,  B,  tapering  below,  and  ending  in  a  long, 
narrow  tube  provided  with  a  tap,  a,  serves  as  aspirator;  and  a  gra- 
duated glass  cylinder,  C,  permits  the  measurement  of  the  quantity 
of  water  run  out  of  B. 

A  is  closed  tightly  by  a  tin  cover  with  two  apertures.  Through 
the  first  passes  a  brass  elbow  tube,  ft,  provided  with  a  cock,  c. 
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pierced  so  as  to  open  eommimication  between  the  interior  of  the 
vessel  and  the  external  air,  or  the  other  end  of  the  tube,  or  to 


close  the  interior  of  the  vessel  altogether.  Into  the  lower  part  of 
the  brass  tube  a  glass  tube,  d,  is  cemented,  which  reacnes  nearly  to 
the  bottom  of  the  vessel,  but  has  its  extremity  drawn  out  to  a  fine 
point  and  bent  a  little.  The  second  aperture,  e,  is  provided  with 
a  cylindrical  collar,  and  receives  a  cork,  through  which  a  short  glass 
elbow  tube  passes.  The  cork  must  be  easily  taken  in  or  out,  because 
this  has  to  be  done  at  each  experiment. 

The  tin  vessel,  B,  has  a  side-tube,  connected  (air-tight)  with  the 
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tube  /  by  means  of  an  elastic  tube.  In  the  lid  there  is  an 
openings  closed  by  a  cork^  which  is  best  tightened  by  a  screw  cap 
(like  e) . 

When  the  sulphurous  acid  in  any  gaseous  mixture  has  to  be 
estimated;  a  glass  tube  is  introduced  into  it,  and  connected  with  b 
by  an  elastic  tube.  The  joint  must  be  perfectly  air-tight,  because 
any  fault  in  it  cannot  be  discovered  in  the  apparatus  itself. 

The  vessel  A  is  filled  up  to  f  or  |  of  its  capacity,  through  e,  with 
water;  and  B  is  filled  almost  entirely,  through^.  A  small  quan- 
tity of  standard  iodine  solution  is  added  to  the  water  in  A,  along 
with  a  little  starch,  by  which  the  water  assumes  an  intensely  blue 
colour.  The  cock  c  is  turned  so  that  no  air  can  enter  into  A ;  a  is 
opened,  so  that  water  runs  out  until  the  air  in  A  and  B  is  so  far  ex- 
panded that  the  column  of  water  in  B  is  supported.  The  water  then 
ceases  to  run,  provided  that  every  thing  closes  air-tight ;  if  not,  the 
water  will  continue  to  run.  When  thus  the  apparatus  has  been 
tested,  a  is  shut,  and  c  turned  so  that  b  and  d  communicate;  then 
a  is  opened  so  that  the  water  runs  out  slowly,  the  gas  to  be  tested 
entering  through  d  in  single  bubbles,  and  rising  through  the  coloured 
water.  As  soon  as  the  SOj  contained  in  it  gets  into  the  water,  it 
converts  the  free  iodine  into  iodhydric  acid;  and  after  a  certain  time 
the  liquid  will  be  decolorized,  which  at  last  happens  very  suddenly 
and  can  be  very  accurately  observed.  As  soon  as  this  happens,  the 
cock  a  is  closed.  By  this  preliminary  operation  the  whole  of  the 
inlet-tiibe  is  filled  with  the  gas  to  be  tested. 

Now  e  is  opened,  and  a  measured  volume  (say,  n  cub.  centims.) 
of  standard  iodine  solution  is  put  into  the  vessel  A,  by  which,  of 
course,  a  blue  colour  is  again  produced;  e  is  closed  again;  a  is 
cautiously  opened,  and  water  is  run  out  till  the  liquid  in  d,  which, 
on  opening  e,  had  risen  to  the  level  of  the  outer  liquid,  has  been 
depressed  to  the  point  of  the  tube,  in  order  to  expand  the  gas  in  A 
up  to  the  degree  of  pressure  at  which  the  following  observation 
takes  place ;  then  a  is  quickly  shut,  all  the  water  that  runs  out  is 
poured  away,  and  the  empty  graduated  vessel  C  is  put  back  into  its 
place.  Now  a  is  opened,  and,  by  the  running-out  of  the  water,  gas 
is  slowly  aspirated  through  A,  till  the  liquid  is  decolorized  again, 
whereupon  a  is  closed,  and  the  volume  of  the  water  run  out  into 
the  graduated  cylinder  is  measured.  We  will  call  it  m  cub.  centims. 
In  this  process  no  sulphurous  acid  escapes  unabsorbed. 

If  a  second  testing  is  to  be  made,  without  any  fiirther  alteration 
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a  fresh  quantity  of  iodine  solution  can  be  put  in^  and  the  process 
recommenced.  When  this  has  been  repeated  a  few  times^  the  de- 
colorized liquid  in  A^  after  a  short  time^  again  turns  blue  of  itself^ 
because  then  its  percentage  of  HI  has  become  so  large  that  it 
decomposes  on  standing  and  liberates  iodine.  This  liquid  must 
then  be  poured  away^  and  replaced  by  fresh  water  and  a  little 
starch  solution. 

The  calculation  of  the  result  is  as  follows : — ^The  n  cub.  centims. 
of  iodine  solution,  provided  it  contains  12*7  grams  per  litre,  by 
its  decolorization  shows  0*0032  gram  SOg,  which,  at  0°C.  and 
a  barometrical  pressure  of  760  millims.,  occupies  a  volume  of 
1*104  X  n  cub.  centims.  If  the  barometer  shows  b  millims.,  and  the 
thermometer  ^  C,  and  the  height  of  the  water,  Ai,  is  =  A  millims., 
the  exact  volume  of  0*0032  x  n  gram  SO^  is 

1*104  X  »  X  ,    X  (1  +0*003665  x  t)  cub.  centims. 


13*6 


As  the  water  run  out,  and  thus  also  the  gas  aspirated  through  A, 
amounts  to  m  cub.  centims.,  the  volume  of  the  aspirated  gaseous 
mixture,  before  the  absorption  of  the  SO^  contained  therein,  must 
have  been 

760 
m+ 1-104 X » X ^ X  (1  +  0003665 x t)  cub.  centims., 

*""I3^ 
and  the  percentage  of  SOg  in  Tolumes  of  the  gaseous  mixture 

100 X 1104 X n X -^^  X  (1 +0003665 X 0 

*-IaF6 


f»  + 1-104 X n X —^^  X  (1 + 0003665 X 0 . 

*-13^ 

In  most  cases  a  correction  for  the  barometrical  and  thermome- 
trical  changes  will  not  be  required ;  and  the  formula  is  then  simply 

110*4  x»  .   on 

per  cent.  SOj. 


»»4-l*104xn 
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If  the  percentage  of  SO3  in  the  gas  is  very  small^  and  thus  m 
Tery  lai^  in  proportion  to  n^  the  formula  may  be  simplified  into 

110-4  xw 
m 

Instead  of  Reich's  apparatus^  with  its  tin  and  brass  parts^  the 
following  apparatus,  made  of  glass  bottles^  glass  tubes,  and  india- 
mbber  corks,  can  be  employed,  which  is  both  cheaper  and  more 
durable : — 

A  (fig.  100)  is  a  wide-mouthed  bottle  of  about  1  litre  capacity, 
proyided  with  a  three-times  perforated  india-rubber  cork.  Through 
one  perforation  passes  the  glass  tube  a,  which,  by  means  of  the  elastic 
tube  6,  serves  for  introducing  the  gas ;  for  this  purpose  a  hole  is 
drilled  into  some  convenient  part  of  the  burner-pipe,  and  the  india- 
rubber  cork  c  exactly  fitted  into  it.  The  second,  somewhat  wider 
perforation  is  closed  by  the  small  plug  d ;  through  the  third  the 
elbow  tube  e  passes,  which  is  connected  with  the  corresponding 
tube  /  of  the  bottle  B,  holding  2  or  3  litres.  The  latter  serves  as 
an  aspirator — the  glass  tube  g,  reaching  to  its  bottom,  being  con- 
tinued into  an  elastic  tube  h,  closed  by  the  pinchcock  i,  the  whole 
when  once  filled  serving  as  a  siphon.  The  graduated  cylinder,  C, 
holds  250  cub.  centims. 

The  operation  is  exactly  the  same  as  with  Reich's  own  apparatus, 
but  with  the  advantage  that  after  opening  the  plug  d  a  certain 
quantity  of  iodine  solution  can  be  easily  run  in,  and  the  opening 
can  at  once  be  closed,  a  little  water  and  starch  solution  having 
been  previously  added.  When  the  cork  c  has  been  inserted  in 
the  gas-pipe,  the  pincl^cock  t  is  opened  with  the  right  hand,  and 
at  the  same  time  the  bottle  A  is  shaken  up  during  the  passage  of 
the  gas-bubbles.  The  moment  the  blue  colour  of  the  iodized 
starch  has  gone,  the  pinchcock  is  closed,  so  that  no  more  bubbles 
of  gas  can  pass  through.  The  bottle  A  need  not  be  emptied, 
so  long  as  it  has  not  become  too  full;  but  a  new  analysis  can  be 
made  at  once,  after  a  fresh  quantity  of  iodine  solution  has  been 
added. 

If  10  cub.  centims.  of  adecinormal  iodine  solution  (=12*7  grams 
in  1000  cub.  centims.)  have  been  put  into  A,  this  quantity,  accord- 
ing to  the  above-given  formula,  will  correspond  to  0*032  gralm,  or 
11*14  cub.  centims.  SO^,  at  0^  C.  and  760  millims.;  and  this  number 
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Fig.  100. 


need  only  be  multiplied  by  100,  and  divided  by  tbe  nnmber  of  cub. 
centima.  of  water  collected  ia  C,pbts  11,  iu  order  to  find  the  per- 
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centage  of  SO^  in  the  gas.  The  barometrical  and  thermometrical 
corrections  are  in  this  case^  of  course^  neglected.  The  following 
Table  will  save  this  calculation.  On  employing  10  cub.  centims.  of 
decinormal  iodine  solution^  the  following  number  of  cub.  centims. 
collected  in  the  graduated  cylinder,  C,  show  : — 

cub.  centims.  Volume  percentage  of  SO^. 

82  12-0 

86  11-5 

90  11-0 

95  10-5 

100  10-0 

106  9-5 

118  90 

120  8-5 

128  8-0 

138  7-5 

148  -  7-0 

160  6-5 

175  6-0 

192  5-5 

212  50 

Even  if  the  gas  to  be  examined  is  taken  at  a  point  where  it  is 
already  mixed  with  nitre-gas,  this  will  not  exercise  any  practically 
important  influence  upon  the  result.  We  ha^e  already  seen  that, 
in  ordinary  work,  for  each  100  parts  of  SO^  only  1*85  NHO3,  or  its 
equivalent  as  N^Og  or  NO,,  exists  in  the  gas.  In  such  dilute 
aqueous  solutions  as  come  into  question  here  nitric  acid  hardly  at 
all  oxidizes  sulphurous  acid ;  this,  however,  is  done  by  nitrous  and 
hyponitric  adds.  Even  if  we  assume  that  only  NO^  is  formed 
(which  is  going  much  too  far),  this  could  at  most  oxidize  its  equi- 
valent in  SO^  according  to  the  formula 

NOa+  HgO  +  S02= SO4H3+ NO. 

46  NOj  thus  oxidizes  64  SO j,  or  1*35  NOg  (the  equivalent  of 
1*85  NOgH)  only  1'88  SO^ ;  in  other  words,  in  the  worst  case,  never 
happening  in  practical  work,  of  100  parts  SO^  1*88  part  would  be 
oxidized  by  nitrogen  acids  instead  of  iodine.  Even  this  maximum 
error  would,  say,  at  10  per  cent.,  only  amount  to  a  deficiency  of 
0*188  per  cent. ;  but  this  is  certainly  reckoning  it  much  too  high. 
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With  nitrous  add  the  error  would  only  amount  to  one  half  of  the 
above.  It  will  become  a  little  larger  if  the  sample  of  gas  be  not^  as 
is  preferable,  taken  before  entering  the  Glover  tower,  but  after- 
wards, where  the  nitrous  gas  from  the  nitrous  vitriol  is  already 
mixed  with  it.  But  if  a  gas  has  to  be  examined  which  contains 
very  little  sulphurous  acid,  and  nitrogen-acids  besides,  such  as  the 
gas  escaping  from  the  chambers  into  the  chimney,  BeicVs  test  is 
not  applicable,  because  blue  iodized  starch  is  constantly  reformed. 


Estimation  of  Oxygen  in  Bumer-Gas  and  Chamber-Gas. 

This  estimation  is  only  made  exceptionally  on  burner-gas  (latterly 
more  often  than  formerly),  but  all  the  more  frequently  on  the 
gas  leaving  the  chambers  ;  and,  for  the  sake  of  connexion,  it  will 
be  described  here  at  once.  Of  course,  an  analytical  process  to  be 
employed  in  factories  must  be  carried  out  quickly,  and  with 
little  apparatus ;  and  for  this  reason  Bunsen's  eudiometrical 
method  is  hardly  applicable  in  this  case.  It  is,  moreover,  not 
called  for,  as  we  know  a  large  number  of  absorbents  for  oxygen, 
and  at  the  same  time  we  possess  handy  and  sufficiently  accu- 
rate instruments,  such  as  Winkler's  gas-burette  and  similar  ap- 
paratus. 

Among  the  absorbents  of  oxygen,  one  of  the  oldest  is  phosphorus, 
which,  however,  acts  too  slowly,  and  is  consequently  little  employed 
now;  P.  Hart  (Chem.  News,  xix.  p.  253)  gives  special  rules  for 
its  use.  Vogt  (Dingl.  Joum.  ccx.  p.  103)  employs  ferrous  hydrate. 
He  collects  the  gas,  deprived  of  SOg  and  nitrogen-acids  by  potas- 
sium bichromate  and  caustic  potass,  in  a  vessel  of  a  certain  size, 
and  admits  into  this  an  acid  solution  of  the  double  protosulphate  of 
iron  and  ammonia,  and  at  last  ammonia.  All  the  Fe(0H)2  ^^  ^^^ 
precipitated.  The  absorption  of  oxygen  is  assisted  by  shaking; 
but  it  takes  a  long  time  and  a  large  excess  of  ferrous  hydrate. 
It  is  estimated  either  by  measuring  the  contraction  of  the  gas  or  by 
titrating  the  unoxidized  ferrous  oxide  by  permanganate. 

Scheurer-Kestner's  process  is  more  convenient,  but  unfortunately 
wrong  in  principle  (Compt.  Rend.  Ixviii.  p.  608) .  He  makes  use 
of  Priestley's  (inaccurate)  observation,  according  to  which,  in  a 
mixture  containing  oxygen,  nitric  oxide  is  oxidized  to  NO^,  which 
afterwards  dissolves  in  water  as  equal  parts  of  N^Og  and  N^Oj,  or 
rather  as  the  hydrates  of  these  anhydrides.   He  accordingly  divides 
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the  number  of  cab.  centims  absorbed  by  3^  in  order  to  find  the  oxygen 
for  2  Tolnmes  NO + 1  volume  O  =NOg.  Scheurer-Kestner  coUects 
the  gas  in  pear-shaped  india-rubber  vessels^  provided  with  a  cock^ 
which  are  several  times  filled  and  emptied  by  squeezing^  until  the 
gas  may  be  assumed  to  be  pure.  The  nitric  oxide  is  made  from 
copper  filings  and  nitric  acid^  collected  over  water  in  a  graduated 
tube^  and  its  volume  read  off.  In  the  same  trough  a  little  of  the 
gas  to  be  examined  is  introduced  into  another  graduated  tube^  read 
off^  sufficient  NO  introduced  from  the  other  tube^  and  after  a  few 
minutes  the  contraction  in  the  second  tube  read  off.  But  in  this 
no  notice  is  taken  of  the  long-known  fact^  to  be  dilated  upon 
when  we  explain  the  theory  of  the  chamber-process^  that  oxygen 
with  NO  not  merely  forms  N0<2;  but  also  N^Og^  so  that  the 
simple  proportion  1  :  3  does  not  express  the  proportion  of  ab- 
sorption. 

Amtnoniacal  cuprous  chloride  is  employed  in  Orsat^s  apparatus, 
patented  in  1873,  which  also  permits  the  SO^  to  be  estimated 
at  the  same  time.  To  describe  this  apparatus  would  take  up 
too  much  space ;  it  is  sold  by  all  apparatus-makers.  In  spite  of 
its  being  somewhat  expensive,  delicate,  and  not  quite  accurate  in 
its  results,  it  is  certainly  so  very  convenient  for  use  that  many 
works  have  already  introduced  it  for  the  estimation  of  oxygen. 
Winkler's  gas-burette  is  cheaper,  more  accurate,  and  more  easily 
carried  about. 

The  best  absorbent  for  oxygen  is  an  alkaline  solution  oi  pyrogallic 
acid,  proposed  in  1820  by  Chevreul,  but  not  until  20  years  later 
practically  introduced  by  Liebig.  Grace  Calvert  (Proc.  Manch.  Lit. 
and  Phil.  Soc.  1863,  p.  184)  has  objected  to  this  reagent,  that  by 
its  action  on  oxygen  carbon  monoxide  is  formed;  but  Poleck 
(Zeitsch.  analyt.  Chemie,  1869,  p.  451)  has  shown  that  this  only 
happens  with  pure  oxygen,  and  never  with  gaseous  mixtures  con- 
taining not  more  than  20  per  cent,  of  oxygen  by  volume.  This  pro- 
cess can  be  used  with  Winkler's  gas-burette,  or  Orsat's  apparatus, 
or  with  a  special  apparatus  constructed  by  Max  Liebig  (Dingl. 
Joum.  ccvii.  p.  37),  and  made  by  Dr.  Geissler  in  Bonn,  which  per- 
mits an  estimation  to  be  made  in  three  minutes^  time. 

It  has  often  been  proposed  to  purify  the  gas  from  any  sulphurous 
acid  or  nitrogen-acids  (which  would  be  equally  absorbed)  by  the 
alkaline  solution  of  pyrogallic  acid,  by  means  of  potassium  bichro- 
mate, or^  at  least,  by  treatment  with  water ;  but  the  error  occasioned 
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by  the  presence  of  these  acid  gases  is  too  small  to  be  taken  into 
account  for  practical  work. 

The  apparatus  and  processes  for  technical  gas-analysishavebeea 
exhaustively  treated  in  an  excellent  work  by  Professor  Winkler 
('Anleitung  zur  chemischen  Untersuchung  der  Industriegase,' 
Freiberg^  1877)^  which  should  be  consulted  for  particulars  on  this 
subject. 

Instead  of  taking  single  samples  of  the  escaping  gas^  or  along 
with  these^  it  is  advisable  to  collect  an  average  sample  (say,  for  24 
hours)  by  aspirating  a  certain  quantity  (say^  about  50  litres)  by 
means  of  a  large  aspirator  with  the  outlet-cock  very  slightly  opened. 
Owing  to  the  slowness  of  the  aspiration^  the  gas  standing  over  the 
water  in  the  aspirator  will  be  thoroughly  mixed  up^  and  by  taking 
a  sample  from  the  aspirator  the  average  percentage  of  oxygen  can 
be  estimated  with  some  degree  of  accuracy. 

Comparison  of  Brimstone  and  Pyrites  as  Material  for  Sulphuric^ 

acid-making. 

We  have  found  above  (p.  241)  that  the  burner-gas  from  brim- 
stone is  richer  than  that  from  pyrites  in  the  proportion  of  1  to 
1'314;  that  is  to  say^  under  equal  conditions,  the  gas  generated  in 
burning  pyrites  occupies  1*314  times  as  much  space  as  if  the  same 
quantity  of  sulphur  had  been  employed  as  brimstone.  From  this 
it  directly  follows  that  the  gas  will  also  require  as  much  more 
chamber-space;  thus,  for  an  equal  production  of  sulphuric  acid, 
the  chambers  must  be  about  one  third  larger  if  working  with  py- 
rites than  if  working  with  brimstone.  Usually  it  is  assumed  that 
the  consumption  of  nitre  has  to  be  increased  in  a  similar  ratio ; 
this,  however,  is  not  the  case,  as  a  properly  constructed  Oay-Lussac 
tower  retains  almost  the  whole  of  the  nitre-gas,  and  the  excess 
volume  of  air  is  not  of  great  importance.  Now-a-days,  indeed,  in 
well-managed  works,  less  nitre  is  used  with  pyrites  than  has  ever 
been  used  with  brimstone.  Only,  as  we  shall  see,  the  arsenic  in 
the  pyrites  necessarily  leads  to  a  loss  of  nitre. 

Leaving  the  nitre  out  of  consideration,  the  advantages  of  using 
brimstone  are : — a  somewhat  higher  yield  of  acid  (see  later  on) ; 
rather  less  cost  of  plant,  and  less  trouble  with  the  burners  if  any 
thing  goes  wrong;  and,  above  all,  much  greater  purity  of  the 
sulphuric  acid,  especially  from  iron  and  arsenic  (though  this  is 
important  only  for  sale  acid).     If  brimstone  could  be  had  at  the 
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same  price  as  the  sulphur  in  pyrites^  nobody  would  hesitate  for  a 
moment  to  employ  the  former ;  and  even  a  moderately  higher  price 
would  not  deter  from  this ;  but  where  the  pyrites-sulphur,  as  is  the 
case  in  most  industrial  countries,  only  costs  one  half  or  even  a 
quarter  of  the  price  of  brimstone,  the  latter  can  no  longer  be  em- 
ployed, except  for  pare  acid ;  and  even  this,  when  the  difference  in 
price  is  very  large,  can  be  more  cheaply  made  from  pyrites  than 
from  brimstone. 

Owing  to  this  cause,  the  manufacture  of  brimstone-acid  in 
Europe  is  confined  to  a  few  small  factories  which  make  specially 
pure  acid  for  bleach-works  &c.  In  America,  however,  where  the 
large  demand  for  vitriol  for  the  refining  of  petroleum  has  caused  a 
large  number  of  vitriol-works  to  spring  up  at  New  York,  Boston, 
Philadelphia,  and  Pittsburg,  the  acid  is  almost  exclusively  made 
from  Sicilian  brimstone,  of  which,  in  1876,  49,500  tons  were  im- 
ported into  Philadelphia.  It  appears  that  the  American  pyrites  is 
not  very  good ;  and  if  a  raw  material  has  to  be  brought  from  Eu- 
rope, the  question  of  freight  must  evidently  decide  for  brimstone. 
Probably  greater  convenience  and  the  easier  kind  of  labour  required 
have  contributed  to  decide  the  choice  in  favour  of  brimstone. 

It  is  frequently  asserted  that  sulphuric-acid  chambers  worked 
with  brimstone  last  three  times  as  long  as  with  pyrites.  Knapp 
states  their  duration  at  10  to  15  or  more  years.  But  even  with  pyrites 
the  average  time  is  from  8  to  10  years ;  only  the  first  chamber 
wears  out  more  quickly  if  the  gas  is  not  properly  cooled :  in  most 
cases  a  Glover  tower  will  prevent  this.  At  Stolberg  formerly,  when 
the  lead  was  less  pure  and  consequently  less  easily  attacked,  the 
chambers,  even  with  pyrites,  lasted  up  to  20  years.  Probably 
the  percentage  of  arsenic  contained  in  the  pyrites  has  something 
to  do  with  the  duration  of  the  chamber.  So  much  s^ems  clear, 
that  chambers  worked  with  brimstone  last  somewhat  longer  than 
if  worked  with  pyrites. 

The  Draught-pipes  from  the  Pyrites-burners  leading  to  the 

Chambers 

must  be  constructed  rather  differently  from  those  employed  with 
sulphur-burners,  both  on  account  of  the  flue-dust  and  of  the  higher 
temperature.  It  has  been  stated  above  that  the  gas  escaping  from 
the  sulphur-burners  has  a  temperature  of  100°  to  130°  C,  and  that 
the  gas-pipe  must  not  be  cooled  too  much.     It  is  quite  different 
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irtth  pyrites.  Bode  calculates  the  temperature  of  combustioD  of 
pyrites  at  1563°  C.  (that  is,  a  stroDg  white  heat) .  This  temperature, 
prohahly,  ia  uot  actually  reached  in  the  burner  itself;  and  the  ^s 
is  already  cooled  very  much  in  the  gas-flue  abore  the  humerB ;  bat 
it  always  remains  far  too  hot  to  be  taken  direct  to  the  chambers, 
both  because  this  would  disturb  the  process  and  because  it  would 
destroy  the  chambers  very  quickly.  Scheurer-Kestner  (Wurtx, 
Diet,  de  Chim.  iii.  p.  149)  states  the  most  suitable  temperature  of 
the  gas  on  entering  the  chamber  to  be  60°  C. ;  usually,  howerer,  it 
is  rather  warmer. 

According  to  this,  the  gas  has  always  to  be  cooled  in  some  way ; 
and  many  contrivances  have  been  used  for  this  purpose.  The  gas 
is  generally  conveyed  in  large  cast-iron  pipes,  which  are  suitably 
shaped,  as  shown  in  fig.  101,  iu  order  that  the  upper  half  may  be 

Fig.  101.  Fig.  102. 


is 

replaced  independently  of  the  lower  one,  or  taken  away  for  cleaii> 
ing ;  the  latter  can  also  be  done  by  means  of  man-holes.  For  a  set 
of  from  13  to  18  burners  a  pipe  of  2  feet  diameter  is  sufBcient ;  but 
they  are  sometimes  made  upwards  of  3  feet  in  diameter.  Only  rarely 
are  they  made  to  be  lined  with  fire-bricks,  as  shown  in  fig.  102 ;  the 
cooling  in  this  case  is  very  imperfect,  and  the  cost  much  higher. 
Occasionally,  iu  very  large  works,  square  or  obtong  flues  of  wrought 
or  cast-iron  are  found.  Brick  flues  are  very  unsuitable,  except  for 
perpendicular  shafts  or  for  fine-dust  chambers.  They  are  made  of 
bricks  boiled  in  tar,  and  set  with  tar  and  sand.  Earthenware  pipes 
would  crack  too  quickly.  If  a  Glover  tower  is  present,  the  iron 
pipes  go  up  to  this ;  otherwise  they  are  replaced  by  lead  pipes 
shortly  before  entering  into  the  chambers. 

At  some  works  the  gaa  is  simply  cooled  by  making  the  draught- 
pipes  very  long,  up  to  300  feet :  this  is  expensive  and  inconve- 
nient. At  others  the  pipes  are  led  through  water-tanks,  or  the  gas 
passes  through  lead  cylinders  with  an  iron  jacket  and  the  cooling- 
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water  between  them.  Even  more  complicated  contrivances  for 
cooling  Iiave  been  employed ;  but  we  shall  not  go  into  them^  as 
their  special  construction  is  of  small  moment^  and  as  a  Glover 
tower  makes  them  unnecessary.  It  must  be  considered  that 
the  gas  from  pyrites-burners  acts  very  corrosively,  especially  by 
its  percentage  of  SOg  or  SO4H2,  which,  however,  only  comes  into 
play  on  cooling.  The  more  completely  this  is  effected,  the  more 
both  metals  and  brickwork  are  acted  upon.  A  Glover  tower 
entirely  avoids  this  drawback,  whilst  cooling  by  acid-evaporating- 
pans  retains  it — to  counteract  which  the  pan-flues  have  to  be  made 
of  acid-proof  material. 

The  only  rational  way  of  cooling  the  gas  is  to  utilize  the  heat  of 
the  gas;  and  the  use  made  of  it  in  most  factories  is /or  concentra- 
ting the  chamber-add.  Formerly  this  was  most  frequently  done 
by  pans  placed  on  the  burners  and  gas-flues,  latterly  by  the 
Glover  tower,  as  we  shall  see  in  the  following  chapters. 

In  the  gas-flues  and  draught-pipes  flue-dust  is  always  deposited, 
much  more  when  smalls  are  burnt  than  with  lump  ore,  especially 
in  furnaces  where  the  small  ore  is  moved  about.  In  such  cases 
special  dust-chambers  are  indispensable,  as  has  been  remarked  in 
the  description  of  those  furnaces.  Even  with  large  lumps  the 
flues  and  pipes  must  be  cleaned  out  irom  time  to  time,  as  they 
would  otherwise  be  stopped  up  entirely.  At  some  factories  this  is 
done  monthly,  at  others  more  rarely.  If  the  deposit  is  allowed  to 
remain  too  long,  it  hardens  into  a  stone-like  mass,  which  cannot  be 
got  out  without  stopping  the  process. 

The  composition  of  this  deposit  varies,  of  course,  very  much ;  and 
even  its  external  aspect  varies  from  that  of  a  dry,  light  dust  to 
that  of  thick,  strongly  acid  mud.  Clapham  analyzed  such  a  deposit 
(Richardson  and  Watts,  Chem.  Technol.  i.  3,  p.  73),  and  found : — 

Sand  &c 2333 

Lead  oxide 1  -683 

Ferric  oxide 3700 

Cupric  oxide trace. 

Zinc  oxide trace. 

Arsenious  acid  58*777 

Sulphui-ic  acid  25-266 

Nitric  acid trace. 

Water.. 8-000 

99-759 

82 
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Reich  (^  Erdmann's  Journal/  xc.  p.  176)  found  in  the  Mulden 
Works  a  crystallized  deposit  consisting  of  equal  molecules  of  ar- 
senious  acid  and  sulphuric  acid. 

In  other  cases  the  deposit  is  dry  dust^  mostly  consisting  of 
mechanically  conveyed  pyrites  dust^  better  burnt  than  that  within 
the  burner  itself  (Bode,  'Beitrage/  p.  41),  and  nearly  always  con- 
taining so  much  arsenic  that  its  crystals  can  be  seen  with  the  naked 
eye. 

H.  A.  Smith  ('  Chemistry  of  Sulphuric- Acid-making ')  found  in 
it  46'36  per  cent,  of  AsgOg,  along  with  a  large  quantity  of  sulphur 
in  the  pasty  condition — the  latter,  of  course,  formed  by  sublimation 
from  pyrites. 

The  flue-dust  is  also  a  principal  source  of  thallium,  as  we  shall 
see  j  and  when  selenium  occurs  in  the  pyrites  it  is  found  in  the 
flue-dust. 
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CHAPTER  VIII, 


THE  LEAD  CHAMBERS. 


We  have  already  seen^  in  our  historical  survey,  through  how  many 
stages  the  construction  of  that  apparatus  has  gone  in  which  now- 
a-days  all  sulphuric  acid,  except  the  Nordhausen  oil  of  vitriol, 
is  made,  viz.  the  lead  chamber.  The  reader  already  knows  that 
sulphuric  acid  is  formed  by  the  oxygen  of  the  air  being  transferred 
to  sulphur  dioxide  through  the  intervention  of  the  acids  of  nitro- 
gen and  with  the  aid  of  a  molecule  of  water,  thus : 

SO2 + O  +  H,0 = SO4H2. 

All  the  substances  coming  into  question  here,  except  the  final 
product,  are  in  the  state  of  a  gas  or  (as  the  water)  of  a  vapour. 
The  reaction  takes  a  certain  time,  as  the  same  molecule  of 
nitroufi  or  hyponitric  acid  has  to  be  frequently  reduced  and  reoxi- 
dized,  and  as  the  gases  are  only  gradually  mixed  so  intimately 
that  they  can  actually  enter  into  reaction.  There  must  therefore 
be  a  space  given  in  which  large  quantities  of  gas  can  remain  for 
some  time.  According  to  the  calculations  given  on  pp.  231  and 
238,  for  each  kilogram  of  sulphur  in  the  state  of  brimstone  6199, 
or  in  the  state  of  pyrites  8146  litres  of  gas,  reduced  to  0°  and  760 
millims.  pressure,  must  enter  into  reaction ;  and  these  figures  are  a 
good  deal  increased  by  the  higher  temperature,  the  steam,  &c.  In 
order  to  harbour  such  very  large  quantities  of  gas,  very  large  spaces 
must  be  provided.  Since  the  strongest  acids  have  to  be  dealt  with, 
both  in  the  liquid  and  the  gaseous  form,  most  materials  other- 
wise used  in  building  are  out  of  the  question;  and  since,  of 
those  suitable,  glass,  earthenware,  &c.  are  excluded  by  the  large 
size  of  the  apparatus,  practically  only  one  material  remains  which 
is  sufficiently  cheap  and  suitable  for  the  purpose,  viz.  lead.  The 
disadvantages  of  this  metal,  such  as  its  great  weight,  its  softness 
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and  lack  of  rigidity,  its  easy  fusibility,  its  comparatively  high 
price  cannot  outweigh  the  advantages  which  none  of  the  base 
metals  shares  with  it  for  our  purpose,  viz. : — its  great  chemical 
resistance  to  the  acid  gases  and  liquids ;  its  ductility,  which  per- 
mits rolling  it  into  large  sheets  ;  its  extraordinary  pliability  and 
toughness,  by  the  assistance  of  which  it  can  easily  be  shaped  in 
every  possible  way ;  and,  lastly,  even  its  easy  fusibility,  which  per- 
mits the  edges  of  two  sheets  to  be  so  completely  united  by  melting 
together  with  a  strip  of  lead,  that  they  form  a  whole  for  all  prac- 
tical purposes,  so  that  it  is  possible  to  make  vessels  of  indefinitely 
large  size  and  any  shape,  provided  that  care  be  taken  to  support  the 
walls  of  the  vessel  on  the  outside,  lest  they  collapse  by  their  own 
weight. 

A  special  advantage  of  lead  is  this,  that  even  after  a  number  of 
years,  when  the  chambers  have  become  quite  worn  out,  the  greater 
portion  of  its  value  can  be  recovered  by  remelting  the  material ; 
even  the  mud  containing  lead  can  be  utilized. 

The  attempts  to  make  sulphuric-acid  chambers  from  other  materials 
than  lead  have  completely  failed.  To  this  class  belongs  the  proposal 
of  Leyland  and  Deacon  (patents  of  September  10th  and  December 
2nd,  1853)  to  make  them  o{  hard-burnt  firebricks,  slate,  sandstone, 
basalt,  &c.,  set  with  a  mixture  of  melted  sulphur  and  sand.  Vul- 
canized india-rubber  or  ffutta  percha  are  just  as  useless ;  Krafit 
(Wagner's  '  Jahresb.'  1859,  p.  137)  found  that  gutta  percha  in  an 
acid-chamber  loses  six  times  as  much  weight  as  lead,  and  half  as 
much  again  of  its  surface.  It  would  be  absolutely  impossible 
to  use  it,  because  it  softens  at  the  temperature  of  the  chambers, 
and  in  that  state  is  even  more  easily  acted  upon  by  the  gases. 
Simon's  zeiodelite  (Dingler's  'Journal,'  civ.  p.  100),  a  mixture  of 
19  sulphur  with  42  pounded  glass,  to  be  employed  in  slabs  of  i  inch 
thickness,  has,  no  doubt,  never  been  so  much  as  tried  for  this  pur- 
pose, no  more  than  the  sheets  of  glass  proposed  by  Wilson  and 
others. 

We  will  now  describe  the  erection  of  lead  chambers. 

The  chambers  are  always  placed  at  some  elevation  above  the 
ground-level.  Now-a-days,  probably,  chambers  are  nowhere  found 
placed  on  the  ground  itself,  or  on  such  low  foundations  that  one 
cannot  at  least  walk  about  imdemeath  ;  mostly  their  bottoms  are 
much  higher  than  this.  The  first  object  of  this  is  to  give  the 
opportunity  of  ascertaining  whether  the  chambers  are  tight.     K 
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their  bottoms  are  not  easily  accessible^  large  quantities  of  sul- 
phuric acid  may  get  lost  in  the  ground  before  any  loss  is  detected. 
And  this  not  merely  means  a  loss  of  the  acid^  but  still  more :  the 
foundations  are  corroded  and  undermined;  and  the  whole  structure 
may  collapse.  The  expense  of  building  the  chambers  on  pillars 
&c.  is  not  thrown  away,  as  the  whole  space  underneath  can  be  used 
as  a  warehouse  which  in  winter  time  has  always  a  moderately  high 
temperature ;  or  it  may  even,  if  high  enough,  be  utilized  for  the 
pyrites-kilns  &c.  In  the  latter  case  it  should  be  from  17  to  20 
feet  high.  At  some  works,  which  are  pressed  for  space,  even 
the  sulphate-furnaces,  ball-furnaces,  &c.  are  built  underneath  the 
chambers;  but  the  ftpaoe  below  them  in  this  case  must  be  at  least 
30  feet  high. 

In  any  case  the  soil  must  first  be  examined  to  ascertain  whether 
it  affords  a  safe  foundation ;  for  if  it  settles  more  in  one  place  than 
in  another,  the  chamber  gets  out  of  plumb,  and  its  bottom  out  of 
level,  which,  owing  to  the  acid  lying  on  the  latter  and  on  the  insta- 
bility of  the  chamber-sides,  causes  great  inconvenience.  A  rocky 
or  pebbly  ground  is  best ;  next  to  this,  sand  or  clay ;  marl  or  lime- 
stone are  bad,  because  sometimes  acid  will  run  over  accidentally, 
which  acts  upon  it ;  and  this  may  happen  even  with  clayey  soil. 
In  such  cases  the  whole  soil  underneath  the  chambers  must  be 
protected  by  a  layer  of  asphalte. 

The  pillars  upon  which  the  chamber  is  erected  must,  of  course, 
go  down  to  the  "  rock/^  as  in  any  ordinary  higher  building.  If 
the  accumulation  of  made  ground  or  loose  earth  is  so  deep  that  it 
would  be  too  costly  to  excavate  and  raise  the  pillars  from  below, 
piles  must  be  driven  in,  according  to  well-known  building-rules, 
and  the  pillars  built  upon  these. 

T%e  pillars  themselves  can  be  made  of  brickwork,  stone,  cast 
iron,  or  wood.  Sometimes,  instead  of  single  pillars,  whole  walls 
are  found,  viz.  two  longitudinal  walls,  connected  by  cross  joists 
and  interrupted  by  doors,  windows,  &c.,  as  shown  in  the  sketch, 
fig.  103  (p.  264).  Such  long  walls  take  much  material  and  make 
the  room  underneath  the  chambers  dark,  in  spite  of  the  windows. 
They  are  only  suitable  where  the  chambers  are  placed  imusually 
high  in  order  to  build  furnaces  underneath.  Up  to  a  height  of 
about  26  feet  metal  pillars  seem  preferable. 

The  cheapest  pillars  are  those  made  of  wood  or  bricks ;  very 
rarely  they  are  made  of  stone — ^much  more  frequently  of  the  dearer 
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but  much  stronger  and  more  durable  material,  cast-iroa.  If  made 
of  wood,  round  or  canted  balks  of  at  least  10  iuclies  (better  12 
incheB)  thickness  must  be  employed.    Montty  fir  or  pine  wood  is 


used,  especially  Scotch  fir ;  but  the  American  pitch-pine  or  yellow 
pine,  such  as  is  used  for  ship-building,  is  preferable  (on  account  of 
ita  much  greater  durability)  in  spite  of  its  higher  price.  This 
applies  not  merely  to  the  foundation  pillars,  but  even  more  to  the 
frame  of  the  chamber  itself.  The  pillars  must  vary  in  their  thick- 
ness, mutual  distance,  and  manner  of  being  stayed,  according  to 
their  height  and  the  weight  resting  upon  them ;  but  for  an  average 
height  of  10  to  13  feet,  which  will  not  often  be  exceeded  with 
wooden  pillars,  they  ought  not  to  be  further  apart  than  10  to  at 
most  13  feet  from  centre  to  centre.  In  any  case  they  are  put  into 
a  stone  socket  projectiug  from  the  ground,  lest  the  bottom  of  the 
pillar  be  damaged  by  any  moisture  or  acid ;  the  atone  has  at  the 
top  a  hollow  of  4  to  1  inch  depth,  into  which  the  foot  of  the  pillar 
fits  exactly;  at  first  a  little  tar  is  poured  into  it.  Wooden  pil- 
lars do  not  last  long ;  they  are  not  to  be  trusted  very  much,  and 
are  rarely  found  now  in  larger  works,  at  any  rate  as  principal 
pillars,  except  where  wood  is  very  cheap. 

Much  more  frequently  brick  pillars  are  employed.  These  also 
are  not  often  made  above  13  feet,  at  most  15  feet  high ;  they  are  at 
least  18  inches  (better  2  feet)  square.  They  are  made  of  common 
bricks  with  a  mortar  very  poor  in  lime.  The  mortar  can  be  made 
very  cheaply  and  of  excellent  quality  in  this  manner : — A  ton  of 
alkali  (tank)  waste,  two  tons  of  furnace-cinders,  6  to  8  cwt.  of 
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slaked  lime^  and  sufficient  water  are  ground  up  in  a  pug-mill^  till 
the  mixture  has  become  a  homogeneous  tough  mass  of  the  consis- 
tency of  putty.     This  usually  takes  an  hour.     Instead  of  lime 
slaked  on  purpose^  the  lime  riddlings  from  the  bleaching-powder 
manufacture^  which  are  otherwise  worthless^  can  be  used^  and  with 
equally  good  results.   This  mortar  is  used  without  any  sand;  it  can 
be  kept  for  some  days^  and  sets  very  quickly  and  hard,  much  more 
80  than  ordinary  mortar,  and  is  even  more  resistant  to  acids.    Thus 
fifom  worthless  materials,  which  otherwise  cost  some  expense  for 
their  removal,  a  mortar  of  much  greater  value  than  lime  mortar 
can  be  made,  which,  of  course,  can  be  used  for  any  other  purpose 
as  well ;  its  only  drawback  is  that  the  joints  are  not  white,  but 
blackish  grey,  and  that  salts   effloresce  on   the   surface,  which, 
however,  after  having  been  washed  away  a  few  times,  do  not  return 
again.    Undoubtedly  the  great  hardness  of  this  mortar  is  owing  to 
the  presence  of  sulphate  of  lime,  similar  to  Scott's  selenite  mortar. 
The  brick  pillars  in  many  works  have  been  replaced  by  cast-iron 
ones,  because  they  suffer  a  good  deal  by  acid  running  over,  espe- 
cially at  the  top,  where  the  beams  rest.    Even  the  bricks  themselves 
become  rotten  by  contact  with  the  acid,  and  only  stand  better  if 
previously  soaked  in  hot  tar ;  but  they  take  the  mortar  very  badly 
after  that.     They  can  also  be  painted  with  hot  tar  afterwards. 

On  the  continent,  where  in  consequence  of  the  colder  winters 
and  hotter  summers  the  chambers  have  to  be  placed  in  a  closed 
building,  the  pillars  can  be  built  in  a  piece  with  the  main  waUs  of 
this  building ;  but  it  is  even  then  best  to  keep  them  to  themselves, 
88  their  settlement  is  different  from  that  of  the  main  walls. 

Chambers  20  feet  and  upwards  in  width  are  sometimes  built 
with  mixed  pillars — viz.  brick  pillars  for  the  two  long  sides,  and 
wooden  pillars  for  the  centre  row. 

Stone  piOars  are  not  often  used  for  acid-chambers.  Made  of 
rough  stones,  they  would  be  extremely  clumsy ;  and  hewn  stone  in 
most  places  is  too  dear.  On  the  other  hand,  of  course,  stone 
pillars  are  very  substantial,  and  last  almost  for  ever,  unless  the 
stone  be  very  soft  and  rotten. 

In  the  larger  works  in  England  cast-iron  pillars  have  latterly  been 
ahnost  exclusively  employed,  in  spite  of  their  higher  cost.  These 
can  be  made  30  or  even  36  feet  high ;  they  take  very  little  space, 
and  are  almost  imperishable  if  painted  from  time  to  time.  They 
can  be  weighted  a  good  deal  more  than  any  other  pillars,  unless 
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these  are  m&de  very  thick;  and  they  can 
be  used  as  suppoirts  for  many  other  pur^ 
poses  b;  meanB  of  caat'On  brackets  or 
even  of  pieces  bolted  on  subsequently. 
A  brick  or  stone  foundation  must  be 
made  for  them  up  to  the  lerel  of  the 
ground  or  a  little  higher ;  the  top  atone 
is  made  with  a  socket  to  receire  the 
foot  of  the  pillar,  as  in  the  case  of 
vooden  ones  j  or  holes  are  drilled  into 
the  stone,  corresponding  to  other  holes 
in  the  base  of  the  column;  and  the 
joint  is  made  by  iron  cramps,  fast- 
ened by  pouring  in  melted  lead,  or 
in  some  other  way. 

Ilie  cast  metal  columns  are  now 
uaually  made  of  an  H-^haped  section, 
and  a  little  tapering  upwards.  Fig.  104 
will  show  this  more  distinctly,  together 
with  a  bracket  on  each  side  for  receiviDg 
a  wooden  stay  for  the  timber  above. 
Another,  cross-shaped  section  is  shown 
in  fig.  105.  These  constmctions  are 
stronger,  for  an  equal  weight  of  metal, 
than  round  columns,  and  better  adapted 
for  brackets  Sec.  If  higher  than  shown 
in  the  figures  (15  feet),  they  must  be 
correspondingly  stronger — for  instance, 
for  20  or  24  feet  height,  12  inches  dia- 
meter at  the  base.  Such  columns  can 
be  placed  at  20  feet  distance  &om  centre 
to  centre,  if  the  beams  resting  upon 
them  are  strong  enough. 

The  mutual  distance  of  the  pillars 
across  the  width  of  the  chambers  is 
arranged  in  this  way  : — ^They  and  the 
beams  resting  upon  them  are  just 
underneath  the  side  frames  of  the 
chambers,  because  they  support  not 
only  the  sides,  but  also  the  roof  of  the 
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chambers^  as  we  shall  see  directly.  In  the  case  of  narrow  cham- 
bers this  suffices ;  but  with  wider  ones  (say  about  15  feet)  a  centre 
row  of  pillars  must  be  added.  On  the  other  hand  a  single  row  of 
pillars^  if  strong  enough^  suffices  for  supporting  the  beams  for  the 
sides  of  two  adjoining  chambers  (say  the  east  side  of  one  and  the 
west  side  of  another  chamber)^  the  distance  between  these  usually 
not  exceeding  5  feet.  Of  course  this  requires  much  stronger  beams ; 
bat  it  efiects  a  considerable  saying  in  material  and  in  space. 

Above  the  pillars  there  are  generally^  in  England^  longitudinal 
sleepers.  If  there  is  a  continuous  wall  in  the  place  of  pillars^  to 
cover  this  with  a  2- inch  plank  will  be  sufficient;  but  if  there  are 
separate  pillars^  the  sleepers  must  be  strong  enough  to  support  the 
whole  structure  of  the  chambers^  both  wood  and  lead  ;  and  their 
strength  will  then  depend  on  the  distance  between  the  pillars.  With 
chambers  of  20  feet  height^  and  distances  between  the  pillars  of 
20  feet  from  centre  to  centre,  the  longitudinal  sleepers  ought  not 
to  be  less  than  12  to  14  inches  high,  and  ought,  besides,  to  be  sup- 
ported by  stays,  as  shown  in  fig.  106.  With  the  pillars  at  shorter 
distances  (say  10  or  13  feet),  timber  of  9  by  12  inches,  always  on 
edge^  suffices  for  the  longitudinal  sleepers.  The  joints  of  the 
beams  of  which  they  consist  ought  to  be  well  connected,  as  shown 
in  fig.  106,  and  ought  to  be  placed  between  the  pillars,  where  they 

Fig.  106. 
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are  supported  from  below  by  the  stays.  The  upper  face  of  the 
sleepers  must  be  as  well  levelled  as  possible  from  one  end  of  the 
chambers  to  the  other.  Above  these  the  cross  joists  are  placed, 
mnning  from  side  to  side,  and  made  long  enough  to  carry  the  side 
frames,  and  to  leave,  moreover,  a  passage  round  the  chambers. 
For  the  latter  object  only  every  third  or  fourth  joist  need  project 
about  5  feet  on  each  side.    On  the  Continent  the  joists  are  usually 
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made  square  in  section^  in  England  always  of  planks  on  edge^  which 
seems  preferable^  because  for  an  equal  volume  of  wood  the  support 
of  the  chamber-floor  is  divided  over  a  lai^er  area^  and  the  erection 
is  thus  strengthened.  Here  also  the  span  must  be  considered  in 
fixing  the  strength  of  the  wood.  If  chambers  are  much  less  than 
20  feet  wide,  which  rarely  happens  now,  no  centre  longitudinal 
sleeper  is  needed,  and  the  cross  joists  should  have  9  by  3  inches 
section,  and  corresponding  length.  Wider  chambers  require  a 
centre  row  of  pillars  and  sleepers ;  and  in  this  case,  as  such  long 
planks  are  not  easy  to  get,  the  joists  can  be  made  in  two  lengths, 
resting  on  a  side  and  on  the  centre  sleeper.  The  horizontal  dis- 
tance of  the  floor-joists  is  usually  12  inches  from  centre  to  centre. 
Some  works  have  them  3  by  11  inches.  The  length  of  the  joists 
is  equal  to  the  width  of  the  chambers  plus  the  chamber-frame,  plus 
the  width  of  the  passage. 

The  joists  are  covered  with  a  1-inch  floor,  laid  quite  level  in  all 
directions.  As  the  flooring-boards  might  easily  warp  afterwards 
from  the  heat  of  the  chambers,  this  must  be  prevented  by  the 
well-known  methods  of  carpentry.  The  edges  of  the  boards  are 
planed  so  as  to  form  a  perfectly  smooth  floor  without  any  chinks. 

Another  system  of  building  is  more  in  favour  on  the  Continent. 
First,  from  pillar  to  pillar  strong  sleepers  are  laid  across  the  width 
of  the  chamber ;  upon  this  a  large  number  of  longitudinal  joists 
are  laid,  and  the  flooring-boards  on  the  top  of  these,  running  from 
one  side  of  the  chamber  to  the  other. 

Upon  the  whole  ihe  frame  of  the  chamber  is  erected,  which  serves 
for  supporting  the  lead.  It  consists,  for  each  side  of  the  chamber^ 
of  a  sole  tree  and  a  crown  tree,  connected  by  uprights,  and  further 
tied  by  cross  rails  or  stays.  The  sole-  and  crown-trees  and 
uprights  are  either  of  square  section  (say  6  inches  square  for  a 
chamber  up  to  20  feet  high),  or  oblong  (say  7  by  3  inches).  The 
sole-  and  crown- trees  lie  on  the  flat  side;  and  the  uprights  are 
mortised  into  them  so  that  their  longer  side  just  covers  the  trees. 
In  the  corners  the  trees  project  over  and  are  rabbited  into  each 
other.  If  no  cross  rails  are  employed,  the  uprights  are  placed 
3  feet  3  inches  apart  from  each  other ;  if  they  are  connected  by 
cross  rails,  they  can  be  placed  4  feet  apart.  The  cross  rails  are 
3  inches  by  2  inches ;  they  are  only  partly  let  into  the  uprights, 
in  order  not  to  weaken  these,  and  are  placed  at  vertical  distances 
of  4  to  5  feet  from  each  other.     The  chamber-lead  is  kept  a  little 
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apart^  so  that  the  air  can  cool  it^  as  otherwise  it  is  readily  corroded 

by  the  acid ;  even  insects  from  the  wood  may    p    ^^       j«    ^^g 

penetrate  it  (Bode).     Sometimes  the  cross 

rails  are  cut  into  particular  shapes^  such  as 

those  shown  in  figs.  107  and  108^  in  order 

to  touch  as  little  of  the  surface  of  the  lead  as 

possible.     Whether  cross  rails  are  used  or 

not^  in  any  case  there  should  be  diagonal 

stays^  to  give  more  stability  to  the  frame.  It 

is  not  of  much  consequence  how  the  stays  are  put^  so  long  as  this 

is  done  according  to  the  well-known  rules  of  carpentry. 

If^  as  is  usual  in  England^  the  chambers  are  in  the  open  air^  one 
side  of  the  frame  is  made  about  a  foot  higher  than  the  other^  so 
that  the  rain-water  and  melted  snow  can  run  off^  and  on  the  lower 
side  a  water-spout  is  arranged  in  such  a  way  that  the  rain- 
water cannot  run  along  the  chamber-side  down  into  the  acid  at 
the  bottom. 

Now  the  chamber  itself  can  be  erected.  For  this,  sheet  lead 
as  wide  as  the  rolling-mills  can  supply  it,  and  of  convenient  length, 
is  used,  so  as  to  have  as  few  seams  as  possible.  The  usual 
strength  in  England  is  6  lb.  to  the  superficial  foot,  sometimes 
7  lb.,  especially  for  the  ends  and  the  top,  or  for  the  first  chamber 
of  a  set. 

This  thickness  is  sufficient  for  a  chamber  to  last  ten  years ;  the 
bottom  lasts  longest,  just  because  it  does  not  get  so  hot  as  the  sides 
and  the  top,  and  because  it  is  more  protected  by  the  mud  of  lead 
sulphate  which  collects  upon  it ;  only  in  cases  of  gross  neglect  (for 
instance,  if  nitric  acid  gets  to  it)  it  is  quickly  worn  out,  whether 
the  lead  be  thick  or  thin. 

The  sheets  of  lead  were  at  first  joined  together  by  the  ordi- 
nary soft  solder,  which  is  very  convenient  for  use,  but  is  soon 
corroded  by  the  acid.  Places  soldered  thus  are  also  much  more 
brittle  than  pure  lead.  So  long  as  the  chambers  had  to  be 
put  together  in  this  way,  there  was  occasion  for  innumerable 
repairs. 

Another  plan  (which  is  much  better  in  this  respect,  but  takes 
much  lead,  and  is  only  easily  applicable  for  straight  seams)  is  the 
rabbit'jomt.  The  edges  of  two  sheets  of  lead  are  turned  over  in 
the  way  shown  in  fig.  109,  put  into  one  another,  and  beaten 
down  on  a  smooth  surface.     Such  joints  are  gas-tight,  and  have 
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been  tised  here  and  there  in  England  tilt  within  the  last  few 
yean. 

The  kind  of  joint  now  generally  used  is  that  made  by  burning, 
with  the  lead  itself — that  ia,  by  melting  it  with  a  hydrogen  flame 
fed  by  compressed  air.  In  this  way  the  two  sheets  are  joined  so 
tightly,  that  with  good  work  the  joint,  being  thicker  than  the 
aheets,  is  actually  stronger  than  they.  If  the  work  ia  rough  and 
uneTen,  foreign  subatances  will  easily  be  deposited  in  the  rough 
parts,  by  which  the  lead  may  be  damaged. 

This  mode  of  joining  was  invented  by  Debassyns  de  Richemont. 
Two  apparatus  are  required  for  this,  whose  construction  is  shown 
in  figs.  110  and  111.  Fig.  110  shows  the  "plumbers'  machine" 
— that  is,  the  hydrogen-apparatus — quite  similar  to  au  ordi- 
nary laboratory  gas-holder,  but  made  of  lead,  ofteu  with  a  wood 
casing.  The  lower  vessel.  A,  contains  a  lead  grating,  K  L,  upon 
which  granulated  or  scrap  zinc  ia  put.  The  upper  vessel  contains 
dilute  sulphuric  acid.  The  connecting-tube  with  a  cock  /allowi 
the  gas  to  pass  out  of  the  opening  C,  after  it  has  first  got  washed 
in  a  water-vessel.  Often  there  is  a  plain  outlet  just  above  the 
cock  /.  The  outlet  is  connected  with  a  long  india-rubber  tube, 
by  means  of  which  the  gas  can  be  conducted  to  a  distance.     The 

Fig.  110.  Fig.  111. 
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tube  G  serves  for  running  sulphuric  acid  from  B  to  A.  It  can 
only  run  in  as  gas  is  allowed  to  escape  by  opening  the  cock/;  and 
thus  a  continuous  current  of  gas  i&  obtained.  The  openings  D^  E^ 
and  F  serve  for  introducing  acid  and  ainc^  and  for  running  off  the 
solution  of  zinc  sulphate. 

The  second  part  of  the  apparatus,  which  is  shown  in  fig.  111^  is 
simply  a  portable  smith's-bellows  of  cylindrical  shape^  the  lever  of 
which^  0  ac,  B.  boy  works  with  his  foot.  The  air  is  forced  through 
the  valve  D  from  C  to  the  dosed  air-vessel  B^  and  escapes  through 
the  opening  f,  likewise  connected  with  a  long  elastic  tube.  The 
two  tubes  are  united  by  the  blow-pipe,  fig.  112;  and  the  mixture 

Fig.  112. 


I 


is  ignited.  Each  limb  of  the  blow-pipe  is  provided  with  a  stop- 
c^ockj  by  turning  which  the  plumber  may  admit  more  air  or  hydrogen 
at  will,  and  thus  can  produce  a  flame  of  any  size,  which,  however, 
should  never  be  an  oxidizing  one. 

The  mouth-piece  of  the  blow-pipe  itself  is  sometimes  connected 
with  the  fork-shaped  piece  by  a  short  elastic  tube,  to  make  it  more 
mobile.  Besides  the  ordinary  mouth-piece,  ending  in  an  aperture 
of  about  ^  of  an  inch  diameter,  the  plumber  also  carries  another, 
provided  with  a  small  brass  shield,  to  obtain  a  steady  flame  in  windy 
-weather.  The  gases  unite  only  immediately  before  escaping ;  and 
thus  the  flame  cannot  strike  baek.  By  means  of  this  machine  a 
pointed  and  very  hot  hydrogen  flame  is  produced,  which,  at  the 
place  where  it  touches,  melts  the  lead  immediately  down  to  a 
certain  depth;  and  the  art  of  burning  consists  in  touching  and 
melting  parts  of  two  sheets  ttt  the  same  time,  which,  on  cooling, 
solidify  to  a  whole. 

It  has  happened  that  plumbers  have  been  poisoned  by  arseni- 
oretted  hydrogen,  produced  by  impurities  in  either  the  zinc  or 
the  sulphuric  acid.  The  hydrogen  can  be  freed  from  this  by 
washing  it  in  a  solution  of  cupric  sulphate,  by  which  the  arsenic 
is  precipitated. 

The  burning  itself  is  a  kind  of  work  requiring  much  practice. 
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because  the  plumber  must  not  allov  the  flame  to  act  a  moment  too 
short  a  time  or  too  long.  If  he  does  the  former,  the  fusion  is  Dot 
perfect,  and  the  seam  is  not  tight ;  if  he  does  the  latter,  he  hnms 
hole  in  the  lead.  Wherever  it  is  possible,  one  sheet  is  laid  about 
2  inches  over  the  edge  of  the  other,  as  shown  in  fig.  113.     The 

Fig.  113. 


seam  is  made  vith  the  help  of  a  strip  of  lead,  about  f  by  ^  inch 
thick,  which  the  plumber  holds  in  one  hand  whilst  he  guides  the 
blow-pipe  with  the  other.  He  worts  in  this  way: — He  touches 
with  the  flame  the  place  a  (fig.  113),  where  the  edge  of  one  sheet 
lies  upon  the  other,  so  that  the  surface  of  the  lead  (previously 
scraped  clean)  just  melts,  but  the  back  part  of  the  lead  does  not 
melt.  At  the  same  time  he  holds  the  above-mentioned  strip  ia 
the  flame,  so  that  drops  fall  from  it  onto  the  just-melted  part 
of  the  sheets,  and  the  whole  is  united  into  a  seam,  b,  all  fusing 
together  into  one  mass.  By  a  slight  motion  of  the  wrist  the 
plumber  removes  the  flame  for  a  moment,  and  the  lead,  which  has 
only  just  been  melted,  at  once  solidifies ;  in  another  second  the 
flame  is  again  directed  upon  the  lead,  and  a  new  drop  flows  partly 
over  the  first  one;  so  that  at  last  the  whole  seam  takes  the  shape 
shown  in  fig.  114. 

Kg.  114. 


AlthoT^h  all  this  is  much  more  easily  described  than  carried  out 
successfully,  still  the  burning  of  horizontal  seams  is  learned  in  a 
comparatively  short  time,  and  can  he  done  very  quickly  by  a  prac- 
tised workman. 
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The  boming  of  perpendicular  (upright)  joints  is  much  more  dif- 
ficulty and,  even  in  the  hands  of  the  most  experienced  workman, 
takes  at  least  three  times  as  much  time  for  the  same  length  of  seam 
as  horizontal  burning,  without  ever  being  as  strong  as  the  latter. 
This  is  easily  understood;  for  the  melted  lead,  which  quietly  remains 
lying  on  a  horizontal  sheet,  in  upright  burning  at  once  runs  down ; 
and  this  can  only  be  prevented  in  one  way :  the  lead  must  be  heated 
exactly  up  to  the  melting-point,  and  the  flame  instantly  removed 
till  the  seam  has  solidified  -,  and  the  burning  must  always  be  done 
from  the  bottom  upwards,  so  that  to  a  certain  extent  the  seam  will 
retain  the  drops  of  lead.  In  this  case  much  use  cannot  be  made 
of  strips  of  lead  for  strengthening  the  seam. 

A  practised  plumber  can  bum  as  much  as  10  feet  upright  or  25 
feet  horizontal  joints  in  an  hour ;  but  such  figures  are  only  reached 
in  piece-work. 

The  way  of  building  a  lead  chamber  in  England  is  usually  as  fol- 
lows : — ^The  commencement  is  made  with  the  sides,  for  which  the 
sheets  are  made  as  wide  as  possible  (most  lead-rolling  mills  supply 
them  up  to  7  feet  9  inches,  some  even  wider),  and  so  long  that  they 
extend  4  inches  beyond  the  height  of  the  chamber,  of  course 
taking  into  account  that  one  side  of  the  chamber  is  a  foot  higher 
than  the  other.  6  inches  are  reckoned  to  turn  over  the  crown-tree ; 
but  2  inches  are  saved  at  the  bottom,  because  the  lead  afterwards 
expands  by  the  heat  of  the  chamber. 

Now,  on  the  wooden  floor  before  mentioned  a  wooden  table  (the 
'^  sheet-board  '^)  is  constructed,  held  together  at  the  back  by  battens, 
but  completely  smooth  on  the  upper  surface.  It  has  the  width  of  two 
or  three  sheets  of  lead  (that  is,  15  feet  6  inches,  or  23  feet  3  inches), 
and  the  height  of  the  chamber — ^which,  of  course,  can  only  be  done 
when  (as  is  generally  the  case)  the  chamber  is  at  least  as  wide  as  it  is 
high.  On  this  table  the  i^heets  of  lead  are  roUed  out  flat,  placed  side 
by  side,  so  that  one  overlaps  the  other  2  inches,  and  burned  togethei" ; 
at  the  same  time  all  the  straps  (of  which  we  shall  speak  directly) 
are  burnt  to  the  lead,  which  can  be  done  because  the  upper  surface 
will  afterwards  be  the  outer  one.  The  upper  edge  is  bent  round 
the  sheet-board,  so  as  to  hold  it  fast ;  and  when  every  thing  is 
finished  this  end  is  wound  up  by  a  set  of  pulleys,  so  that  the  sheet- 
board  is  raised  along  with  the  sheets  of  lead,  and  lies  flat  against 
one  side  of  the  chamber-frame.  Now  the  upper  edge  of  the  lead  is 
at  once  bent  over  the  crown- tree  and  nailed  down,  as  well  as  all  the 
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straps.  For  this  no  cut  or  wire  nails  are  ever  used,  but  wrought 
nails  with  broad  heads  ("  plate-nails ''),  about  1^  inch  long,  whose 
heads  are  all  protected  against  the  acid  by  dipping  a  few  at  a 
time  into  melted  lead.  When  the  lead  has  been  completely  fastened 
to  the  frame,  the  sheet-board  is  lowered  down,  moved  forward  its 
own  width,  and  another  piece  of  the  chamber-side  made  upon  it, 
till  in  this  way  the  chamber-sides  and  ends  have  been  finished  all 
round.  Only  in  the  comers  it  is  preferable  to  use  single  sheets, 
which  form  a  rounded  comer ;  this  is  much  stronger  than  a  sharp 
edge.  The  object  of  the  described  process  is  this,  to  reduce  the 
upright  burning  to  a  minimum.  It  is  much  better  than  the  former 
plan  of  hoisting  up  each  single  sheet,  turning  its  margin  over  the 
crown-tree,  and  unrolling  the  sheet  by  its  own  weight.  In  this 
case  every  single  sheet  had  to  be  joined  to  its  neighbour  by  upright 
burning,  and  the  straps  had  to  be  burnt  on  in  an  equally  incon- 
venient manner.  If  at  all  possible,  the  seams  ought  not  to  be  be- 
hind the  uprights,  so  as  to  be  better  accessible  for  repairs ;  and  for 
this  reason  also  it  is  to  be  recommended  to  make  the  chamber- 
frame  as  shown  in  fig.  107,  where  the  uprights  do  not  touch  the 
lead  at  all. 

The  straps  of  the  sides  must  be  arranged  according  to  the  style 
of  the  frame.  If  this  only  consists  of  uprights  mortised  into  the 
crown-  and  sole-trees,  without  any  cross  rails,  the  straps  consist  of 
perpendicular  pieces  of  lead,  nailed  sideways  to  the  uprights  with 
five  leaded  nails  each.  The  strap  ought  to  be  long  enough  to  turn 
over  the  edge  of  the  upright,  so  that  two  of  the  nails  come  to  the 
front  (fig.  115,  upper  part).  Such  straps  are  placed  alternately  on 
one  and  on  the  other  side  of  the  upright,  one  about  every  4  feet. 
These  straps  do  not  allow  the  chamber-lead  to  follow  the  changes 
of  temperature  by  extension  or  contraction.  This  easily  leads  to 
deformation  of  the  sides  and  tearing  off  of  the  straps ;  and  it  is 
therefore  better  to  avoid  this  style,  which  can  be  done  by  only  nail- 
ing down  the  top  strap  in  this  way.  For  the  lower  straps  longer 
pieces  of  lead  are  burnt  to  each  side  of  the  upright,  which  meet  on 
its  front,  and  are  there  joined  by  rabbeting  (see  fig.  115,  lower  part, 
and  fig.  116) .  There  are  no  nails  used  here ;  so  that  the  lead  walls 
may  move  up  and  down  the  upright,  whilst  at  the  same  time  they  are 
all  the  more  stiffened  by  being  held  fast  in  two  places.  This,  of 
course,  takes  more  lead  and  labour  than  simple  straps.  In  each  case 
the  straps  are  about  8  inches  in  depth.     If  the  frame  is  provided 
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with  horizontal  cross  rails,  there  are  only  a  few  upright  straps  used — 

■ometimea  cooe,  only  horizontal  ones,  turned  p.    ■,.„ 

down  over  the  rail,  and  nailed  to  it  {fig.  117),  . 

two  of  6  inches  length  for  each  rail.    This 

■tyie  of  straps  protects  the   chamber-sides 

much  better  against  deformation  than  the 

apright  straps,  and  carries  the  weight  better 

upon  the  frame ;  it  also  permits  the  lead  to  be  kept  further  apart 

&om  the  wood,  since  the  straps  may  leave  about  ^  inch  (not  more) 

■pace  between  the  lead  and  the  rails.     The  diagram  shows  this 

The  chamber-sides  can  also  (as  at  the  Thann  Works)  be  made  of 
horizontally  disposed  sheets  of  lead.  The  overlap  in  this  case  is 
nailed  to  the  horizontal  cross  rails  in  lieu  of  straps,  as  shown  in 
fig.  1 18 ;  but  first  the  whole  height  of  the  chamber-side  is  finished, 
the  whole  is  rolled  upon  a.  wooden  roller,  and  allowed  to  unwind 
itself  by  its  own  weight  from  the  top.  In  this  way  there  is  not  so 
much  puU  upon  the  seams  as  if  the  chamber  were  made  of  sheets 
hanging  down  by  their  length,  since  each  sheet  is  supported  just 
in  the  place  where  there  would  be  a  pull.     This  plan,  indeed,  seems 

t2 
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Fig.  117. 


to  be  worthy  of  general  recommenda- 
tion ;  for  it  saves  the  lead  and  labour 
of  all  the  straps,  and  supports  the 
chamber  very  well. 

At  least  as  substantial  is  the  plan  used 
at  Aussig.  There  are  no  side-straps  at 
all ;  but  to  each  upright  of  the  frame 
corresponds  a  strip  of  lead  burnt  to  the 
chamber-side  along  its  whole  height, 
probably  the  lap  turned  outside.  This 
is  nailed  sideways  to  the  upright.  Be- 
tween this  and  the  lead  there  is  a  wooden 
lath,  to  increase  the  contact  of  air  with 
the  chamber-lead  as  much  as  possible. 
Fig.  119  shows  this  in  horizontal  sec- 
tion. 

In  the  first-described  case,  now  gene- 
rally used  in  Englandj  at  first  only 
about  a  yard  of  the  seams  is  burned, 
and  that  at  the  top,  bo  that  the  cham- 
ber can  be  covered  in  and  the  remainder 
can  be  done  at  leisure  in  bad  weather 
The  next  thing,  therefore,  is  the  cham- 
ber-top.    For  this  we  need  a  temporary 
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scaffoIdiD^,  movable  on  wooden  rollers,  made  of  high  trestles  joined 
together  at  the  top,  equal  in  height  and  width  to  the  chamber,  and 


in  length  to  at  least  two  (or,  better,  three)  sheets  of  lead.  This 
scaffold  is  put  together  within  the  chamber  itself,  its  separate  parts 
being  got  iu  by  bending  back  one  of  the  side  sheets.  It  is  covered 
on  the  top  with  a  flooring  of  boards ;  and  upon  this  the  sheets 
serWng  for  the  chamber-top  are  flattened  out.  These  are  a  little 
wider  than  the  chamber,  so  that  they  project  3  inches  on  each 
side.  Thus  they  do  not  project  quite  aa  far  as  the  overlap  of 
the  side-sheets  (6  inches),  and  there  remains  a  joint  suitable  for 
burning  {fig.  120,  a),  which  is  burned  very  strongly.     Now  the 

Fig.  120. 


sheets  themselves  are  joined  by  burning,  and  all  the  top-straps  are 
bnmt  on.  The  latter  serve  for  fixing  the  chamber-top  from  above 
to  the  top  joists  carrying  it.  The  latter,  for  a  chamber  20  to 
26  feet  wide,  are  3  to  4^  inches  thick  and  10  to  13  inches  high, 
and  are  placed  at  distances  of  14  to  18  inches  from  centre  to  centre. 
Their  length  is  at  least  sufBcieat  to  reach  to  the  outside  of  the 
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crown-trees ;  it  is  better  if  they  even  project  a  little  beyond,  to  bavc 
a  good  support.  The  straps  themselves  are  made  7  inches  square, 
and  stand  alternately  on  both  sides  of  the  top  joists,  about  3  feet 
apart  on  each  side.  At  other  works  there  are  fewer  but  longer 
straps.  They  are  bent  up  and  nailed  to  the  top  joists  laid  above 
them  on  edge,  with  five  leaded  nails  each.  When  all  this  has  been 
done,  the  top  joists,  by  the  help  of  the  straps,  carry  the  lead  of 
the  chamber-top,  and  the  joists  themselves  rest  upon  the  side 
frames,  but  separated  from  them  by  the  overlap  of  the  chamber- 
sides. 

The  top  joists  are  protected  from  canting  over  by  a  few  boards 
nailed  across  them,  which  at  the  same  time  serve  as  a  passage  on 
the  chamber-top.  Where  the  chambers  are  roofed  in,  mostly 
longitudinal  sleepers  are  laid  on  the  top,  joined  to  the  top  joists 
by  iron  clamps,  and  the  whole  suspended  from  the  timber  of  the 
roof,  which  must  be  made  strong  enough  for  this  purpose ;  but  it 
would  appear  that  even  with  roofed-in  chambers  it  is  safer  to  keep 
the  chamber-top  independent  of  any  movement  of  the  roof. 

Where  the  chamber  is  too  wide  for  any  single  cross  joists,  two 
lengths  of  these  must  be  joined  together  and  trussed,  according  to 
the  rules  of  carpentry ;  in  this  case  trussed  girders  may  run  across 
the  width  of  the  chamber,  and  the  proper  joists,  to  which  the  top 
lead  is  fastened  by  straps,  run  parallel  with  the  long  sides  of  the 
chambers ;  they  are  either  morticed  into  the  girders,  or  (which  is 
the  stronger  plan)  they  rest  in  cast-iron  shoes  bolted  to  the  girders. 
This,  however,  is  only  required  for  chambers  standing  in  the  open 
air;  it  is  not  very  convenient,  as  the  side  frames  have  to  be 
weighted  very  much.  Such  wide  chambers,  as  we  shall  set  below, 
have  not  altogether  turned  out  well. 

Quite  different  from  the  just-described  cfaamber^tops  are  those 
found  in  some  continental  works.  There  are  no  wooden  top  joists, 
but,  in  the  place  of  these,  thin  iron  rods  about  ^  in.  thick,  fastened 
to  the  chamber-top  by  a  lead  covering  burnt  on  each  side  to  the 
chamber-lead.  These  horizontal  rods  themselves  are  suspended  from 
the  roofing  by  means  of  ^-inch  rods  placed  at  short  distances  from 
each  other.  This  system  cannot  be  employed  at  all  for  chambers 
standing  in  the  open  air. 

The  chamber-bottom  is  left  to  the  last ;  and  it  happens  no  doubt 
very  rarely  (in  England  probably  never)  that,  according  to  older 
prescriptions,  the  bottom  is  laid  down  first  and  protected  by  straw 
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and  boards  while  the  remainder  of  the  chamber  is  bemg  made. 
It  ia,  on  the  contrary^  made  last  of  all^  but  not  always  in  the  same 
way.  In  some  works  the  side  sheets  are  burned  to  it  all  rounds 
and  openings  are  left  in  a  few  j^aces  for  drawing  off  the  acid^  for 
taking  samples^  &c.  In  the  great  majority  of  works  the  bottom 
is  independent  of  the  sides^  and  forms  an  enormous  tank  with 
tumed-up  sides^  into  which  the  chamber-sides  hang  down^  dipping 
into  the  bottom-acid,  and  thus  forming  a  hydraulic  joint.  This 
allows  the  chamber-sides  to  expand  and  contract  with  the  tempe- 
rature^ and  also  makes  the  bottom-acid  accessible  from  all  sides, 
80  that  it  is  preferred  in  spite  of  the  larger  expenditure  of  lead. 
Often  the  npstand,  which  ought  not  to  be  less  than  14  inches  high, 
so  as  to  afford  a  good  deal  of  room  for  acid,  is  made  from  a  nar- 
row sheet  of  lead  of  double  width,  by  bending  up  one  half  and 
leaving  the  other  half  to  form  a  portion  of  the  chamber-bottom ; 
the  latter  is  then  finished  by  burning  it  together  with  other  sheets 
of  lead.  This  is  more  conrenient  for  the  plumber  than  taking 
sheets  equal  in  length  to  the  width  of  the  chamber,  along  with 
the  height  of  the  upstand  on  each  side.  The  latter  must  not  be 
left  loose,  because  it  is  easily  bagged  out  by  the  side  pressure  of 
the  acid;  but  a  1-inch  board  is  placed  all  round  the  chamber- 
floor,  over  the  edge  of  which  the  upstand  is  turned  round  and 
nailed  down.     This  is  shown  in  fig.  121. 

In  some  works  the  bottom  is  divided  into  two,  three,  or  four 
parts  by  partitions  of  the  whole  height  of  the  upstand.  The  object 
of  this  is,  not  to  empty  the  whole  chamber  in  the  case  of  repairs  ; 
but  it  is  very  rarely  done,  as  this  arrangement  prevents  a  free 
circulation  of  the  acid,  and  as  the  bottom  mostly  suffers  less 
than  any  other  part  of  the  chamber — excepting  through  gross 
neglect,  by  the  formation  of  nitric  acid,  which  ought  not  to  happen 
ataU. 

In  England,  where  the  winters  are  not  severe,  lead  chambers  are 
hardly  ever  roofed  in,  but  are  only  built  so  that  the  rain-water 
can  run  off  as  described  above.  But  even  then  the  space  between 
each  two  chambers  must  be  covered  by  a  light  roof,  and  the  whole 
set  must  be  surrounded  by  a  wooden  shed,  because  a  gale  might 
tear  the  lead  off  the  frames,  or  even  throw  down  a  chamber 
altogether.  These  wooden  houses  have  windows  or  Venetian 
blinds,  changed  according  to  the  wind.  In  windy  places  they  are 
always  made  first,  as  soon  as  the  foundations  and  the  frame  are 
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finished,  but  before  the  lead  has  been  fastened  to  the  latter,  be- 
cause during  the  building  the  incomplete  chamber  is  even  more 
exposed  to  being  thrown  down  by  a  gale  than  after  completion. 

Thus  the  chamber-tops  are  exposed  in  England  to  the  heat  of 
the  Bun  in  summer  and  to'  the  enow  in  winter;  this  ia  possible 
because  neither  of  them  occurs  to  an  excessive  degree.  In  the 
less  windy  places  even  the  chamber-sides  are  sometimes  left  without 
protection  against  the  weather,  but  never  so  in  well-arranged  works. 
In  the  south  of  France,  on  the  other  band,  the  chamber-tops  are 
always  protected  against  the  sun  and  the  raiii  by  a  roof;  but  the 
sides  are  always  exposed,  which,  on  account  of  the  heat  of  the 
sun  there,  is  certainly  very  wrong.     In  the  north  of  Fraoce,  in 
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Belgium^  and  in  Germany  the  chambers  are  always  completely 
enclosed  in  buildings^  usually  of  a  very  light  construction. 

We  must  now  say  something  of  the  renewal  of  the  chambers. 
In  a  set  of  chambers  the  greatest  wear  and  tear  is  experienced  by 
the  first  chamber;  and  this  is  consequently  sometimes  made  of 
stronger  lead^  say  7-lb.^  to  last  as  long  as  the  others^  made  of 
6-lb.  lead.     A  chamber  will  last  very  much  longer  if  the  frame  be 
made  substantial^  and  the  straps  be  well  burnt  on  and  nailed  down 
and  numerous  enough^  so  that  they  will  not  be  readily  torn  off. 
Should  this  happen^  the  mischief  must  be  repaired  at  once :  nowhere 
does  the  saying  come  more  true  ''  that  a  stitch  in  time  saves  nine.'^ 
If  the  repair  is  put  off  too  long^  the  chamber-lead^  pulled  by  its 
own  weighty  wrinkles  irregularly^  and  the  chamber  becomes  unfit 
for  work  much  too  soon.     EspeciaUy  those  parts  of  the  frame 
most  exposed  to  the  action  of  the  acid  must  be  carefully  looked 
after^  and^  in  case  of  need^  at  once  repaired^  before  the  parts  of 
the  lead  sides  dependent  upon  them  have  lost  their  support  and 
have  collapsed.     This  is  most  necessary  at  the  junctions  of  con- 
necting-pipes^ at  the  places  where  the  acid  is  siphoned  off,  &c. 
The  wind  must  also  be  kept  off,  and  any  loose  pieces  in  the  brat- 
ticing  round  and  between  the  chambers  promptly  put  right;  a 
gale  of  wind  may  tear  off  the  straps  of  a  whole  chamber-side  at 
once^  or  force  the  frame  to  one  side.     The  gangway  round  the 
chambers  ought  to  be  wide  enough  (say  5  feet)  to  admit  of  easy 
control  and  repair. 

In  normal  circumstances  a  chamber  will  generally  last  from 
eight  to  ten  years^  but  with  many  repairs  during  the  latter  years. 
In  the  case  of  chambers  without  a  roof  over  them  the  top  gene- 
rally wears  out  firsts  then  the  parts  dipping  into  the  bottom-acid 
and  the  ends;  the  bottom  remains  good  up  to  the  last^  unless 
nitric  acid  gets  to  it^  which  most  easily  happens  in  the  last  cham- 
ber, if  its  strength  is  allowed  to  run  down  too  much. 

When  a  chamber  requires  so  much  repairing  and  patching  that 
it  does  not  seem  likely  to  pay,  and  when,  after  all,  the  escape  of 
the  gas  from  the  too  numerous  chinks  and  rents  can  no  longer  be 
kept  down,  it  is  very  bad  economy  not  to  pull  it  down  at  once ;  for 
the  yield  of  acid  must  fall  off  very  much.  In  this  case  a  temporary 
connexion  is  made  between  the  two  apparatus  on  either  side  of  it, 
the  acid  contained  in  the  chamber  is  worked  down  as  long  as  it 
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will  run^  a  hole  is  cut  into  its  side^  and  men  provided  with  india- 
rubber  boots  are  sent  in  to  shovel  up  the  mud  Ijing  at  the  bottom 
into  a  heap^  from  which  a  good  deal  of  acid  is  still  obtained  by 
draining.  The  mud  must  now  be  removed ;  if  the  space  under- 
neath is  free^  a  receptacle  is  formed  by  low  banks  of  clay,  a 
hole  is  cut  in  the  chamber-bottom,  and  the  mud  pushed  down. 
If  this  is  not  possible,  it  must  be  removed  in  a  much  more 
troublesome  manner,  by  thickening  it  with  sawdust  and  washing 
with  water.  In  either  case  it  is  dried  in  a  reverberatory  furnace, 
sometimes  with  the  addition  of  a  little  lime  in  order  to  prevent  the 
escape  of  acid  vapours.  For  all  that,  this  operation  usually  causes 
a  very  disagreeable  stench,  probably  owing  to  arsenic,  selenium, 
&c.  The  dried  mud,  principally  consisting  of  lead  sulphate,  is 
either  smelted  for  lead  in  a  small  cupola  heated  by  coke,  or  simply 
sold  to  the  lead- workers. 

After  taking  out  the  lead-mud,  the  chamber-lead  is  detached 
from  the  frame,  and  the  good  whole  pieces  rolled  up  for  use  as 
sheet  lead ;  the  others  are  melted  in  an  iron  boiler,  the  dross  is 
scummed  off,  and  the  lead  cast  in  the  usual  pig-moulds ;  at  the 
lead-rolling  mills  this  lead  is  very  well  liked  for  other  chemical 
purposes  (see  p.  42).  Counting  up  the  pig-lead,  the  dross,  and 
the  lead  sulphate,  nine  tenths  or  upwards  of  the  original  weight  of 
the  chamber  is  recovered ;  the  remainder  has  gone  away  in  one 
shape  or  another  with  the  vitriol  made. 

If  the  frame  has  been  substantially  made,  it  stands  a  second, 
sometimes  a  third  lead  chamber,  with  a  few  repairs,  putting  in  odd 
beams  &c.  Of  course,  in  case  of  any  doubt,  it  would  be  extremely 
bad  economy  to  run  the  risk  of  having  to  stop  a  chamber  because 
its  frame  would  not  hold  out  as  long  as  the  lead. 

The  size  of  the  chambers  varies  very  much.  Apart  from  the 
^' tambours^'  of  the  French  system,  the  proper  chambers  are 
made  with  as  little  as  10,000  and  as  much  as  140,000  cubic  feet 
capacity.  Such  small  chambers  are  no  longer  built  as  main 
chambers;  the  usual  capacity  of  these  may  now  be  taken  as 
ranging  from  25,000  to  70,000  cubic  feet,  more  frequently  nearer 
the  upper  than  the  lower  limit.  Smaller  chambers  cost  much 
more,  comparatively,  than  large  ones,  and  do  not  afford  any  corre- 
sponding advantages. 

About  the  shape  of  the  chambers  there  is  not  much  diversity  of 
opinion  now.     In  some  places  they  were  made  almost  of  a  cubical 
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shape  to  save  lead ;  and  there  are  such  of  60  feet  width  and  almost 
as  high.  But  this  both  causes  some  difficulties  in  constructing 
the  wood  frajne,  and^  what  is  worse^  the  gases  are  mixed  too  in- 
completely in  such  a  large  space,  and,  as  a  matter  of  fact,  the 
yield  of  acid  is  too  small.  Cubical  chambers  are  laid  out  new 
hardly  anywhere  now. 

On  the  other  hand,  many  acid-makers  formerly  started  with  the 
idea  that  the  production  of  vitriol  in  a  chamber  is  a  process  of  con^ 
dentation^  and  that  it  could  be  promoted  by  enlarging  the  surface, 
as  in  other  similar  processes.  This  was  a  totally  wrong  idea.  In  a 
real  condensing-process  the  vapour  of  a  substance  must  be  con- 
densed to  a  liquid  by  contact  with  cooling  surfaces ;  but  in  the 
chamber  process  the  vitriol  cannot  from  the  first  exist  in  the  form 
of  vapour/  the  temperature  being  much  too  low  for  that ;  it  must 
at  once  be  formed  as  a  Uquid,  and  fall  to  the  bottom  in  the  shape 
of  rain ;  and  this  will  be  the  case  all  over  the  chamber,  in  the  centre 
no  less  than  close  to  the  sides  :  this  has  been  confirmed  by  direct 
observation. 

Formerly,  before  this  was  well  understood  by  all  acid-makers, 
they  strove  to  enlai^e  the  surfaces,  and  they  sometimes  reared 
costly  and  complicated  structures,  such  as  glass  partitions,  inside 
the  chambers,  which  mostly  collapsed  very  soon  without  its  being 
known  (see  below) . 

An  arrangement  of  Ward^s  (Richardson  and  Watts,  vol.  v. 
p.  213)  consists  in  a  kind  of  mixing-chamber,  for  the  combustion 
of  7  tons  pyrites  in  twenty-four  hours,  64  feet  long,  16  feet  high, 
and  20  feet  wide,  followed  by  a  second  lead  chamber,  or  flue,  200 
feet  long  by  3  feet  high  and  3  feet  wide,  almost  filled  up  with 
sheets  of  glass  to  a  length  of  25  feet.  The  sheets  lie  in  a  hori- 
zontal position,  and  are  kept  a  little  apart  by  strips  of  glass,  to 
permit  the  passage  of  the  gases.  Ward  believed  that  upon  these 
sheets  (in  lieu  of  which  tubes  might  be  used)  nitrous  vitriol  would 
condense  and  aflbrd  a  large  surface  to  sulphurous  acid.  His  plan 
does  not  appear  to  have  been  very  successful. 

A  similar  principle  underlies  the  proposal  made  by  Gossage  and 
many  others,  and  frequently  carried  out  in  practice,  of  filling  the 
chambers  partially  or  entirely  with  coke,  or  of  erecting  special 
coke-towers  at  the  end  of  the  set,  in  order  to  cause  a  better 
mixture  and  mutual  reaction  of  the  gases.  Of  course,  this  was 
meant  to  save  chamber  space;   otherwise  the  coke  would  have 
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no  object^  and  could  only  cause  the  acid  to  become  impure.  But 
apparently  this  object  has  not  been  attained  ;  no  chamber  space  is 
saved ;  and  at  some  works^  where  the  chambers  had  been  filled  with 
coke,  it  has  been  removed  again.  Certainly,  before  the  general  in- 
troduction of  the  6ay-Lussac  tower,  many  works  had  a  lead  tower 
built  between  the  last  chamber  and  the  chimney,  or  in  lieu  of  the 
latter ;  these  towers  were  3  feet  or  more  in  width,  and  from  10  to 
30  feet  high ;  they  were  filled  with  coke  and  moistened  by  a  small 
jet  of  water  or  of  steam.  The  idea,  however,  was  mostly  only 
that  of  retaining  any  sulphuric  acid  carried  away  mechanically. 

The  same  erroneous  principle  of  surface  condensation  is  at  the 
bottom  of  Hemptinne^s  chamber-system,  which  will  be  described 
afterwards  in  connexion  with  his  system  of  concentrating.  Also 
the  apparatus  of  Verstraet  (Bull.  Soc.  d'encourag.  1865,  p.  531), 
which  was  worked  in  Paris  for  some  time,  but  had  to  be  given  up  as 
impracticable.  It  consisted  of  a  number  of  stoneware  jars  without 
a  bottom,  covered  430  square  feet  of  ground,  cost  only  £280,  and 
was  to  supply  daily  a  ton  of  vitriol  of  106°  Tw.  There  were  twelve 
perpendicular  stacks  of  five  jars  each,  filled  with  coke  and  traversed 
by  the  burner-gas ;  nitric  acid  ran  down  over  one  of  them,  meet- 
ing the  sulphurous-acid  gas ;  and  the  resulting  acid  was  in  regular 
rotation  run  over  the  other  stacks. 

The  apparatus  of  Lardani  and  Susini  (Bull.  Soc.  Chim.  viii. 
p.  295)  is  founded  on  the  same  principle.  Its  peculiarity  is  a 
'^  reaction-apparatus,'^  whose  lower  part  is  filled  with  sulphuric 
acid,  on  the  top  of  which  a  thick  layer  of  nitric  acid  is  floating ; 
the  upper  part,  divided  from  the  lower  by  a  perforated  partition, 
is  filled  with  pumice ;  the  nitre-gas  is  regenerated  to  nitric  acid 
by  an  excess  of  air  and  water  in  a  system  of  pipes  filled  with 
pumice  or  coke. 

Certainly  the  gases  within  the  chamber  must  have  an  oppor- 
tunity of  thoroughly  mixing ;  and  the  usual  shape  of  the  chambers 
answers  for  this.  They  are  usually  made  of  a  moderate  height  and 
width,  say  16  to  21  feet  high  and  19  to  26  feet  wide,  but  very 
long — 100,  200,  or  even  330  feet  long.  Hasenclever  has  cham- 
bers 33  feet  wide  and  high  and  130  feet  long.  The  gas  entering 
at  one  end  and  leaving  at  the  other  must  travel  along  the  whole 
length  of  the  chamber,  and  thus  get  thoroughly  mixed ;  the  reac- 
tions are  to  take  place  so  completely  that  at  the  end  no  more  SO, 
is  left.     Usually,  at  any  rate  in  larger  works,  the  whole  space  is 
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diyided  into  several  chambers ;  but  this  is  not  necessarily  the  case, 
and  good  results  are  also  obtained  with  a  single  chamber,  if  it  be 
made  sufficiently  long. 

An  author  already  quoted  several  times,  H.  A.  Smith,  in  a  pam- 
phlet on  the  chemistry  of  sulphuric  acid-manufacture  (a  German 
translation  of  which,  with  many  valuable   additions,  was    pub- 
lished by  Bode  in  1874),  has  tried  to  prove  that  thus  far  the 
process  going  on  inside  the  acid-chambers  has  been  misinterpreted, 
that  sulphuric  acid  is  essentially  formed  only  at  a  height  of  3  to 
6  or  at  most  8  feet,  and  that  the  whole  space  above  this  only  serves 
as  a  reservoir  for  the  gas,  in  which  no  reactions  take  place.    Smith 
has  inferred  this  partly  from  observations  of  temperatures,  starting 
from  an  assumption  contrary  to  the  ordinary  opinion,  and  not  at 
all  proved  by  himself,  viz.  that  the  most  favourable  temperature 
for  the  formation  of  sulphuric  acid  is  200°  F.  (=94°  C).     He 
made  only  two  experiments,  and  those  of  the  roughest  kind,  on  the 
influence   of  temperature   on   the  formation  of  sulphuric  acid, 
judging  exclusively  from  the  occurrence  and  the  vanishing  of  the 
red  vapours,  which  does  not  prevent  him  from  positively  stating  the 
above  conclusion.     Now  he  made  a  number  of  experiments  with 
thermometers  fixed  at  the  following  heights  over  the  chamber- 
bottom,  viz. : — first,  24  feet;  second,  15  feet ;  third,  8  feet;  fourth, 
3  feet.    The  first  and  second  were  found  pretty  constantly = 130°  F. 
(=54°'4C.) — that  is,  the  temperature  most  favourable  to  the  forma- 
tion of  sulphuric  acid,  according  to  all  other  opinions;  and  yet,  on 
the  strength  of  the  above-mentioned  two  rough  experiments,  un- 
supported by  any  other  evidence,  he  concludes  that  this  portion 
of  the  lead  chambers  does  not  serve  as  a  '^  condensing-space,''  but 
merely  as  a  reservoir  for  the  gases.     At  the  third  height  (8  feet) 
he  finds  such  unequal  and  anomalous  temperatures  that  it  is  in- 
conceivable why  even  this  height  is  considered  a  "  condensing- 
space ;"  and  only  at  a  height  of  3  feet  above  the  bottom  does  the 
temperature,  in  one  half  of  the  chamber,  approach  his  normal  tem- 
perature of  93°'3  C,  but  suddenly  falls  again  ultimately  to  48°*9  C. 
Still  this  does  not  disturb  Smith  in  holding  to  his  idea  (entirely 
evolved  out  of  his  inner  consciousness)  that  93°*3  C.  is  the  normal 
temperature  for  the  process  of  sulphuric-acid-making,  and  that 
this  temperature  only  occurs  at  a  low  elevation  above  the  chamber- 
bottom.     That  Schwarzenberg's  observations  of  temperatures  (to 
be  quoted  below)  directly  contradict  his  own,  probably  remained 
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unknown  to  him^  although  Schwarzenberg's  work  appeared  four 
years  before  Smith's  pamphlet.  The  author's  own  information 
likewise  proves  that  the  temperatures  near  the  top  of  the  chambers 
are  higher  than  those  near  the  bottom^  in  direct  opposition  to 
Smith's  assertions. 

Another  kind  of  argumentation  attempted  by  Smith  is  still 
more  faulty^  viz.  that  founded  on  the  quantity  of  vitriol  formed  at 
different  heights  of  the  chamber.  He  has  fallen  into  a  curious 
error,  first  publicly  pointed  out  by  Hasenclever  in  Hofmann's 
'Bericht,'  i.  p.  179,  but  previously  noticed  by  many  readers  of 
Smithes  pamphlet.  Smith  placed  two  collecting-dishes  for  acid, 
one  4  feet,  the  other  16  feet  above  the  chamber-bottom.  After 
nine  days  he  found  that  the  acid  in  the  upper  dish  had  only  in- 
creased by  1^  inch,  whilst  in  the  lower  dish  a  copious  and  regular 
formation  of  sulphuric  acid  had  taken  place.  But  here  he  over- 
looks that  the  acid  formed  in  the  chamber  falls  to  the  bottom, 
and  that  consequently  a  dish  placed  near  the  bottom  receives  not 
merely  the  vitriol  formed  immediately  above  it,  but  all  that  formed 
in  the  whole  of  the  chamber-space  perpendicularly  over  it;  thus  it 
must  always  show  all  the  more  acid  the  lower  it  is  placed.  But 
even  according  to  Smith  himself,  at  18  feet  above  the  bottom  there 
was  still  a  copious  formation  of  sulphuric  acid. 

The  strongest  refutation  of  Smith's  theory  is  afforded  by  his 
own  estimations  of  sulphurous  acid  in  the  gas.  Here  the  source 
of  error  just  mentioned  could  not  occur ;  and,  in  fact,  we  find  that 
at  40  feet  from  the  entrance  of  the  gases  the  mixture  is  almost 
perfect,  and  that  the  percentages  of  the  chamber-gas  at  3  feet 
and  15  feet  above  the  chamber-bottom  are  almost  exactly  alike, 
whilst,  according  to  Smith's  theory,  near  the  bottom  much  less 
SOj  ought  to  be  found  than  near  the  top.  The  differences  between 
the  two  curves  on  p.  39  (we  always  quote  the  pages  of  the  German 
edition)  are  very  slight.  A  similar  proportion  occurs  in  the  case 
of  nitre-gas ;  but  of  this  there  is  nearly  always  even  more  found  at 
8  feet  than  at  15  feet  above  the  bottom.  None  of  these  glaring 
facts  disturb  Smith's  confidence  in  his  preconceived  ideas ;  he  asserts 
that  the  chambers  must  be  divided  into  a  working-space  and  a  reser- 
voir for  the  gas,  and  that  the  latter  may  be  left  out  as  useless.  As 
the  most  suitable  form  of  a  chamber  he  states  a  length  of  150  feet, 
a  width  of  25-30  feet,  and  a  height  of  10-12  feet,  although  the  logical 
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conclusion  from  his  own^  certainly  most  arbitrary^  premises  would 
be  that  the  chambers  ought  not  to  be  above  4  feet  high.  This, 
however,  he  has  not  ventured  to  propose.  Smith's  assertions  have 
been  directly  refuted  by  Hasenclever  (/.  c,  p.  178),  who  fixed  lead 
dishes  in  several  places  of  the  chamber,  covering  them  over  at  a 
distance  of  a  foot,  and  who  thus  found  that  about  the  same  quan- 
tity of  sulphuric  acid  was  formed  all  over  the  chamber.  Hasen- 
clever concludes  from  this  that  within  certain  limits  that  chamber 
is  the  best  which,  for  a  given  cubic  space,  requires  the  smallest 
surface  of  lead,  and  he  goes  up  to  33  feet  width  and  height  in  his 
chamber.  This,  however,  seems  too  much,  and  is  contradicted 
by  many  years'  experience  at  the  Oker  Works  (Brauning,  Preuss. 
Zeitschr.  1877,  p.  136),  where  16f  feet  width  and  height  have 
been  found  to  be  the  most  suitable  size  for  utilizing  the  chamber- 
space. 

According  to  Bode  (Dingl.  Joum,  ccxvii.  p.  312),  Smith's 
statements  have  been  refuted  in  even  a  more  direct  way.  At  the 
Oker  Works  a  set  of  chambers  was  erected  according  to  his  pro- 
posals ;  but  it  was  found  that  it  produced  vitriol  not  in  the  ratio 
of  its  area,  as  had  been  assumed,  but  in  that  of  its  cubical  con- 
tents,  so  that  the  erection  of  these  low  chambers  meant  a  waste 
of  lead,  carpentry,  ground-space,  and  roofing.  Bode  considers 
that  the  '* surface  theory''  has  accordingly  been  completely 
exploded. 

Thus  far  we  have  spoken  as  if  only  one  chamber  were  working ; 
and,  in  fact^  frequently  this  is  the  case.  Scheurer-Kestner 
(Wurtz,  Diet.  iii.  p.  147)  mentions  a  single  chamber  of  142,000 
cubic  feet  capacity,  and  quotes  the  experience  of  several  works, 
according  to  which  it  is  quite  unnecessary  to  divide  the  set  into 
several  chambers.  Much  more  usually,  however,  several  cham- 
bers are  combined  to  form  a  set,  which  a£Pords  this  advantage 
— that  for  repairs  it  is  not  necessary  to  stop  the  whole  set. 
The  single  chambers  are  connected  by  round  pipes  or  angular 
flues  (tunnels)  •  The  former  are  preferable,  because  they  can  be 
made  without  a  frame,  and  because  they  stand  better.  They 
must,  however,  be  made  of  strong  lead,  say  9  to  12  lb.  per  square 
foot,  and  bound  here  and  there  with  iron  hoops,  between  which 
and  the  lead  wooden  staves  are  placed  in  order  to  keep  the  pipes 
in  shape ;  but  if  the  weight  of  the  lead  amounts  to  15  lb.  per 
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square  foot^   no  staves   are  needed.      Fig.  122  will  make  this 
clearer. 

Fig.  122. 


The  iron  hoops  serve  also  for  suspending  the  pipes  from  beams 
&c.  The  width  of  the  pipe  introducing  the  gas  into  the  first 
chamber^  whether  it  comes  from  the  Glover  tower  or  from  the 
burners^  must  be  adapted  to  the  quantity  of  gas  conveyed.  For  a 
combustion  of  7  tons  pyrites  daily  a  pipe  of  2  feet  diameter^  for 
9  tons  one  of  2^  feet^  upwards  of  that  one  of  3  feet  diameter  will 
do;  more  than  10  tons  are  rarely  consumed  for  a  single  set  in 
twenty-four  hours.  Since  the  volume  of  the  gas  decreases  in  its 
onward  journey,  the  connecting-pipes  between  the  single  chambers 
may  be  successively  a  little  smaller ;  but  it  is  not  well  to  grudge 
any  thing  here,  since  no  harm  is  done  if  the  pipes  are  too  large, 
but  very  much  if  they  are  too  small. 

A  great  diversity  of  opinions  exists  upon  the  point  how  the  single 
chambers  are  to  be  combined  to  form  acts.  Among  the  hundr^s 
of  vitriol-works  very  few  will  be  exactly  alike  in  this  respect ;  and 
frequently  even  in  the  same  works  difierent  combinations  are 
found.  We  may,  however,  consider  it  as  established  that  it  is 
almost  indifferent  in  which  way  the  chambers  are  combined,  if  they 
are,  in  the  first  instance,  properly  built  (that  is,  not  too  high  or 
wide),  and  if,  secondly,  they  possess  a  certain  cubical  capacity  for 
the  quantity  of  sulphur  or  pyrites  to  be  consumed.  Within  these 
limits  those  combinations  are  best  which  require  least  lead,  and 
which  are  laid  out  so  as  to  afford  the  greatest  facility  for  super- 
vision. Of  course  there  is  also  an  ultimate  limit  to  the  capacity  of 
the  whole  set ;  but  opinions  differ  upon  this  point  also.  At  some 
works  a  set  consists  of  nine  or  eleven  chambers  of  35,000  cubic 
feet  each ;  at  others,  equally  large,  it  is  limited  to  three  chambers 
of  42,500  cubic  feet  each,  &c.  Thus  at  Hebburn-on-Tyne  there 
are  several  sets  of  three  chambers  each,  each  of  them  20  feet  wide, 
125  feet  long,  17  feet  high  on  one  side,  18  feet  on  the  other  side; 
each  set  serves  for  18  burners,  burning  7  cwt.  daily.    At  Gates- 
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Fig.  123. 


head  there  are  several  sets  of  three  large  chambers^  each  so 
arranged  that  two  of  them  communicate  separately  with  a  set  of 
kilns  (^'working-chambers^')^  and  both  of  them  are  connected 
with  the  third  chamber;  the  whole  set  has  a  capacity  of  about 
200^000  cubic  feet.  More  usually  the  gas  passes  through  all  three 
chambers  in  succession.  Very  often  four  chambers  are  combined, 
each  of  them  about  20  x  20  x  130  feet, — or  five  chambers,  two  of 

them  working-chambers,  thus,   g     ^/5,— or  even  six  chambers, 

thus,  g~4/5 — 6. 

On  the  whole  it  is  not  advisa- 
ble to  combine  too  many  cham- 
bers and  to  make  the  sets  too 
large,  certainly  not  above  200,000 
cubic  feet ;  otherwise  all  the  con- 
nexions &c.  must  be  too  large, 
the  first  chamber  becomes  too 
hot,  and  any  disturbances  of  the 
process  are  felt  over  too  large  an 
area.  On  the  other  hand,  a  set 
of  less  than,  say,  130,000  cubic 
feet  takes  as  much  labour  and 
auxiliary  apparatus  as  a  larger 
one,  and  will  thus  be  more  ex- 
pensive. In  a  larger  set  any 
disturbances  in  the  nitre,  steam, 
draught,  &c.  are  found  out  before 
the  gas  has  got  to  the  outlet,  and 
thus  can  be  more  easily  put 
right. 

At  Uetikon,  near  Zurich,  there 
is  a  peculiar  kind  of  chambers. 
Each  set  only  consists  of  one 
large  chamber,  330  feet  long; 
within  this,  however,  there  are 
two  partitions,  dividing  it  really 
into  three  chambers.  The  parti- 
tions are  made  as  shown  in  fig. 
123.     A    row   of   perpendicular 
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iron  gas-tubes  of  1-inch  bore^  covered  with  lead^  a,  is  placed 
across  the  chamber,  carried  through  its  top,  A,  and  hung  from  one 
of  the  joists  c.  At  vertical  distances  of  2  feet  there  are  lead 
hooks,  d  dy  attached  to  the  tubes,  on  the  other  side  other  hooks, 
d^  d',  a  little  lower.  On  these  sheets  of  glass  2  feet  x  2  feet  6  in, 
are  placed  loosely,  leaving  chinks  of  about  1  inch  width  for  the  pas- 
sage of  the  gases,  in  order  to  mix  them  better.  These  partitions  do 
not  seem  to  offer  any  guarantee  of  durability ;  and  it  is  a  fact  that 
at  other  works,  formerly  possessing  similar  glass  partitions,  they 
have  been  removed  again ;  sometimes  they  are  said  to  have  sud- 
denly collapsed  and  cut  through  the  chamber-bottom. 

The  simplest  kind  of  internal  partition,  a  lead  one,  is  not  prac- 
ticable, because  the  lead,  exposed  to  the  heat  and  the  gas  on  both 
sides,  is  very  quickly  worn  away. 

The  different  chambers  of  a  set  are  either  placed  on  the  same 
level,  or,  more  suitably,  each  following  chamber  is  placed  1  or  2  or, 
better,  3  inches  higher  than  the  preceding  one,  so  that  the  acid  of 
the  back  chambers  can  be  run  more  easily  into  the  working- 
chamber.  In  this  first  chamber  the  acid  is  both  strongest  and 
most  free  from  nitre ;  and  it  is  therefore  preferable  to  draw  off  any 
acid  from  this,  whether  it  be  for  sale,  for  use,  or  for  concentration. 
The  acid  drawn  off  is  replaced  partly  by  that  newly  formed  in  the 
same  chamber,  partly  by  the  weaker  acid  run  over  from  the  other 
chamber.  If  there  is  only  one  loDg  chamber,  the  acid  is  always 
found  strongest  near  the  entrance  of  the  gas. 

In  England,  mostly,  all  the  chambers  of  a  set  are  of  equal  size, 
apart  from  local  circumstances;  and  this  plan  is  now  more  frequently 
found  on  the  Continent  as  well  than  formerly,  when  the  French 
system,  even  now  the  more  usual  one,  was  the  only  one  to  be  met 
with.  In  this  system  there  is  a  "large  chamber,''  G,  fig.  124, 
placed  at  the  lowest  level,  combined  with  a  few  small  chambers 
at  a  higher  level,  both  before  and  behind  the  large  one.  Thus 
the  first  small  chamber  or  '^  tambour/'  A,  serves  for  denitrating 
the  nitrous  vitriol  by  hot  water ;  the  second  one,  B,  for  introducing 
fresh  nitric  acid;  the  third  and  fourth  tambours^  E  and  P,  for 
finishing  the  reaction. 

In  the  south  of  France  (Favre,  '  Monit.  Scient.'  1876,  p.  272) 
there  is  mostly  a  large  chamber  of  135x26x20  feet,  or  of 
100  X  16  X  22  feet,  combined  with  two  small  chambers,  together 
about  140,000  cubic  feet.     At  Aussig   each  large   chamber  is 
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200  feet  long  and  24  feet  wide^  and  is  combined  with  a  small  tam- 
bour for  catching  the  fine  dust,  and  two  small  end  chambers^  not 
receiving  any  steam^  but  only  serving  for  cooling  the  gas  previously 

Kg.  134, 


to  its  entering  the  Gay-Lussac  tower.  The  system  considered  the 
best  at  Oker  (Brauning,  p.  136)  is  the  following : — ^two  tambours 
of  127  and  106  cub.  metres^  one  main  chamber  of  1459  cub.  metres, 
one  back  chamber  (not  fed  with  steam)  of  162  cub*  metres ;  total 
1854  cub.  metres.  All  the  chambers  are  17  feet  wide  and  high ;  the 
main-chamber  bottom  is  divided  by  partitions  of  3  feet  3  inches 
height  into  5  compartments.  The  connecting  pipes  are  18  inches 
wide ;  they  introduce  the  gas  at  §  of  the  height,  and  take  it  away 
at  ^  of  the  height. 

Some  manufacturers  reject  all  preliminary  chambers,  because 
the  chamber  process  is  carried  on  best  if  a  large  space  is  afforded 
at  once  for  the  mutual  reaction  of  the  gases.  Thus  in  a  large 
French  works  two  thirds  of  the  whole  chamber-space  are  occupied 

u2 
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by  the  first  chamber,  two  ninths  by  the  second,  and  one  ninth  by 
the  third. 

On  the  whole,  small  chambers  seem  objectionable,  because  they 
require  more  lead  and  space  than  large  ones  of  equal  capacity.  A 
preliminary  chamber,  however,  is  serviceable,  where  no  Glover 
tower  is  present,  for  catching  the  dust  and  cooling  the  gas,  so  as 
to  save  the  large  chamber.  For  the  same  reason  the  nitric  acid 
is  usually  introduced  into  a  special  tambour;  but  it  is  best,  as 
we  shall  see,  to  run  it  down  the  Glover  tower. 

The  waste  of  lead  in  small  chambers  is  more  easily  seen  in  a 
definite  example.  A  chamber  of  100  x  20  x  20  feet  has  a  cubical 
capacity  of  40,000  cubic  feet  and  a  surface  of  8800  square  feet.  A 
tambour  of  16  x  10  x  10  feet  has  a  capacity  of  1600  cubic  feet  and 
a  surface  of  840  square  feet.  Its  contents  are  therefore  ^^,  but 
its  surface  almost  ^  of  that  of  the  large  chamber;  and  conse- 
quently its  surface  is  nearly  2^  times  as  large,  in  comparison  with 
its  capacity,  as  that  of  the  large  chamber. 

On  the  other  hand  the  saving  of  lead  may  be  carried  too  far  :  if 
chambers  are  too  high  and  wide,  the  gas  is  not  properly  mixed ; 
and  if  they  are  excessively  long,  they  cannot  be  supplied  by  a 
single  jet  of  steam.  The  most  suitable  proportion  is  about  4*7 
to  5  cubic  feet  per  square  foot  of  lead. 

The  question  now  is,  in  which  way  the  single  chambers  are  to 
be  combined — ^in  particular.  Where  must  the  connecting  tubes 
enter  ?  In  any  case,  at  the  small  ends,  so  that  the  gas  shall  trayel 
right  through  the  length  of  the  chambers.  But  some  prefer  to 
introduce  the  gas  near  the  bottom,  and  take  it  away  near  the  top, 
others  the  reverse  way ;  the  latter  is  more  usual.  If  H.  A.  Smith's 
theory  were  correct,  the  gas  ought  both  to  enter  and  to  pass  out 
close  to  the  top,  as  there  must  always  be  a  draught  towards  the 
bottom ;  but  Schwarzenberg  found,  in  a  special  case,  that  the  yield 
of  vitriol  with  the  just-described  arrangement  was  only  150  per  cent, 
on  the  sulphur,  whilst  after  altering  the  path  of  the  gas,  so  that  it 
entered  near  the  top  and  passed  out  near  the  bottom,  it  at  once  rose 
to  285.  Schwarzenberg  points  out  that  the  temperature  of  the 
gas  permits  us  to  infer  the  time  which  has  elapsed  since  it  left 
the  burners,  and  consequently  its  path  through  the  chambers. 
[The  heat  generated  by  the  reactions  themselves  must  modify  this 
to  a  certain  extent.]  In  the  first  chamber  he  found  immediately 
below  the  top,  where  the  gas  from  the  sulphur-bximer  entered. 
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53^  C. ;  at  the  opposite  end,  where  it  left  for  the  second  chamber, 
49°  C.  6  feet  6  inches  above  the  bottom  the  temperature  was 
47°  C.  all  over  the  chamber,  and  5  feet  3  inches  above  the  bottom^ 
all  over,  45^°  C.  Prom  this  he  inferred  that  the  gas  first  spreads 
all  over  the  chamber  near  the  top,  and  then  sinks  down  in  uniform 
horizontal  strata  right  across  the  section  of  the  chamber,  fresh  gas 
taking  its  place.  He  then  divided  the  chamber,  as  shown  in 
fig.  125,  into  two  compartments  by  a  perpendicular  partition  a  b 

Fig.  126. 


reaching  down  to  18  inches  above  the  bottom ;  and  now  he  found 
the  following  temperatures  : — ^near  the  top  of  the  first  chamber, 
above  the  inlet  for  the  gas,  at  c,  60°  C. ;  at  i,  18  inches  above  the 
bottom,  close  to  the  partition,  52^°;  at  the  same  height  in  the  second 
compartment,  at  rf,  only  50°,  but  near  the  top,  close  to  the  partition, 
at  e,  still  51^° ;  at  the  opposite  end,  at/,  only  48° ;  in  the  horizontal 
stratum  shown  by  the  dotted  line  ^  A,  5  feet  3  inches  above  the 
bottom,  at  all  points  distant  more  than  5  feet  from  the  partition, 
46^°  was  found.  Prom  this  follows  that  the  gas  travels  from  c  to  b, 
and  into  the  second  compartment,  in  which  it  rises  at  once  close  to 
the  partition ;  it  again  spreads  along  the  top  and  gradually  sinks 
down ;  so  that  near  the  partition  two  currents,  an  upward  and  a 
downward  one,  must  pass  each  other,  of  course  not  divided  by  any 
sharp  line,  but  mixed  to  a  certain  extent  near  their  limit,  so  that 
at  rf,  only  18  inches  from  the  partition,  the  medium  temperature  of 
50°  was  found.  Schwarzenberg  from  all  this  draws  the  conclusion 
that  the  gas  ought  to  be  introduced  into  the  chamber  near  its  top 
and  taken  away  near  the  bottom;  if  it  is  introduced  near  the 
bottom,  there  is  a  loss  of  draught  both  by  the  loss  in  height  and 
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by  the  mutual  checking  of  the  two  currents  of  gas  generated  within 
the  chamber.  This  must  influence  the  process^  but  need  not  neces- 
sarily disturb  it.  If,  however,  the  gas  be  not  taken  away  near  the 
bottom,  but  near  the  top,  a  considerable  loss  is  the  consequence; 
for  the  gas  is  drawn  away  too  quickly,  the  space  underneath 
becoming  stagnant  and  only  acting  gradually  as  gas  slowly  enters 
it  by  the  law  of  diffusion.  This  was  strongly  illustrated  by  the 
aboye-mentioned  raising  of  the  yield  from  150  to  285  when  the 
pipe,  formerly  connectiog  both  chambers  just  below  the  top,  was  so 
altered  as  to  take  away  the  gas  from  just  above  the  bottom  of  the 
first  chamber  and  introduce  it  near  the  top  of  the  second  chamber. 

It  has  been  found,  in  the  practical  experience  of  many  large 
works,  that  it  is  not  necessary  to  arrange  the  connecting  pipes 
diagonally,  as  prescribed  by  Schwarzenberg ;  they  are  often  found 
about  midway,  but  best  about  the  height  of  a  man's  head,  leading 
straight  from  one  chamber  to  the  next.  This  does  not  at  all  con- 
tradict the  argumentation  of  Schwarzenberg. 

The  total  cubical  contents  of  a  set  of  chambers  must  bear  a  certain 
proportion  to  the  quantity  of  acid  to  be  produced,  several  special 
circumstances  modifying  that  proportion.  Thus  it  is  certain  that 
for  pyrites  more  chamber-space  is  needed  than  for  sulphur;  we 
have  seen  above  (p.  256)  that  the  relative  proportion  maybe  stated 
as  1 : 1'314.  But  now  the  question  is.  What  is  the  absolute  amount 
of  space  needed  ?  Properly  speaking,  the  connecting  pipes,  if  they 
are  of  great  length,  and  the  Glover  and  Gay-Lussac  tower  ought 
also  to  be  included  in  the  calculation,  possibly  to  a  larger  extent 
than  corresponds  to  their  cubical  contents. 

The  consumption  of  nitre  also  influences  the  chamber-space ; 
within  certain  limits  a  larger  consumption  of  nitre  may  compensate 
for  a  smaller  space. 

Partly  from  this  the  widely  divergent  views  on  this  point  may  be 
explained,  but  not  entirely ;  for  on  the  Tyne  some  manufacturers 
obtain  about  the  same  yield  as  their  neighbours  possessing  half 
as  much  chamber-space  again,  although  the  pyrites,  the  general 
construction  of  the  plant,  and  their  consumption  of  nitre  are  as 
nearly  as  possible  the  same.  In  the  following  we  shall  reduce  all 
statements  to  cubic  feet  of  chamber-space  required  for  burning 
I  lb.  of  sulphur  daily,  taking,  in  the  case  of  pyrites,  the  sulphur 
bought,  not  that  actually  burnt. 
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Schwarzenberg  states  the  proportion  for  a  small  set  of  chambers 
and  for  brimstone,  without  a  Gay-Lussac  tower,  to  be  32  cubic  feet 
for  1  lb.  brimstone,  with  a  consumption  of  6  per  cent,  nitre ;  as  the 
lower  limit  he  states  29  cubic  feet — even  less  in  larger  works,  of 
which  he  gives  some  actual  figures,  viz.  22*8,  24*6,  24,  down  to 
even  16  cubic  feet ;  but  in  the  latter  case  much  more  nitre  was  used, 
or  acid  was  lost.  Knapp  (Chem.  Technologic,  i.  part  2,  p.  337) 
states  1 7*2  to  23  cubic  feet.  Foumet,  at  Bordeaux  ('  Bapport  du 
Jury  international,'  1867,  vii.  p.  18),  states  that  in  chambers  of 
400  cubic  metres  capacity  he  daily  burned  500  kilograms  of  brim- 
stone (=12'8  cubic  feet  per  lb.)  with  the  assistance  of  several  pipes 
filled  with  coke,  and  that  his  yield  was  300  o.  v.  on  100  brim- 
stone (?). 

VoT  pyrites  Schwarzenberg  states  that  the  theoretical  proportion 
for  small  chambers =42  cubic  feet,  for  large  ones =36*8,  on  each  lb. 
of  sulphur  actually  burnt,  or,  say,  34*4  per  lb.  of  sulphur  bought. 
Bode  states  as  the  figure  found  in  several  German  works  29*6 
cubic  feet  per  lb.  of  sulphur  bought,  with  a  consumption  of  4*75  per 
cent,  of  nitre  (which  is  now  much  smaller) .  From  sundry  English 
alkali- works  the  author  can  state  the  following  proportions : — 

I.         II.        ni.       IV.        V. 
28        25        20        18         16  cubic  feet. 

I.  and  II.  are  considered  too  high  by  the  chemists  of  the  respective 
works  themselves ;  but  it  should  be  stated  that  the  same  space  was 
employed  in  1864,  when  30-per-cent.  Irish  pyrites  was  used,  for 
which  it  was  more  suitable.  III.  (viz.  20  lb.)  is  a  proportion  em- 
ployed at  many  large  works ;  but  IV.  and  V.  are  found  in  works 
having  as  good  a  yield  of  acid  (270  to  288  o.  v.)  and  no  larger 
consumption  of  nitre  (3^  to  4  per  cent.) .  In  all  cases  rich  Spanish 
or  Norwegian  ore  was  burnt,  and  both  Gay-Lussac  and  Glover 
towers  were  used.  From  this  it  follows  that  under  the  same  con- 
ditions 20  cubic  feet  per  lb.  of  sulphur  charged  is  amply  suflScient, 
and  18,  or  even  16,  will  do ;  but  the  latter  certainly  is  the  lowest 
allowable  limit.  This  agrees  with  a  statement  of  Wright's  (Chem, 
News,  xvi.  p.  94),  who  demands  16  to  19*2  cubic  feet. 

The  usual  proportions  in  the  south  of  France  are  stated  by  Favre 
(Monit.  Scient.  1876,  p.  271)  as  follows.  Each  square  metre  of 
grate-surface  in  the  pyrites-burners  daily  receives  270  kilograms  of 
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40-per-cent.  pyrites,  and  corresponds  to  180  cubic  metres  of  cham- 
ber-space. This  means  1*66  cubic  metre  for  each  kilogram  of 
sulphur  charged,  or  26*5  cubic  feet  per  lb. 

In  the  north  of  France  the  author  has  generally  found  about  8 
cubic  feet  per  lb.  of  pyrites,  or  about  17  cubic  feet  per  lb.  of  sulphur 
charged,  with  good  yields  and  low  consumption  of  nitre,  but  only 
for  low  or  medium  temperatures ;  in  summer  J  to  J  more  chamber- 
space  is  required. 

It  should  not  be  overlooked  that  the  best  proportion  of  chamber- 
space  to  the  sulphur  burnt  cannot  be  fixed  absolutely,  but  that 
several  conditions  have  to  be  taken  into  account.  First  of  all,  it  is 
not  indifferent  whether  rich  or  poor  pyrites  is  used.  The  latter 
requires  proportionally  more  air  and  furnishes  poorer  gas,  and 
thus  needs  more  chamber-space.  At  Oker  each  cubic  metre  of 
chamber-space  yields  2"85  kilograms  chamber-acid  of  106°  Tw.  in 
the  case  of  rich  ores,  but  only  2*0  kilograms  with  poor  ores.  The 
first  corresponds  to  35*5,  the  latter  to  48  cubic  feet  of  chamber- 
space  for  each  lb.  of  sulphur  actually  recovered  in  the  vitriol. 
Furthermore  it  is  very  important  with  what  temperature  the  gas 
enters  the  chambers.  The  better  it  is  cooled,  the  less  volume  it 
occupies  for  equal  weighty  and  the  less  chamber-space  is  used. 
For  this  reason  a  Glover  tower,  which  cools  the  gas  very  com- 
pletely, causes  a  saving  in  chamber-space.  It  has  also  been 
noticed  at  many  works  (compare  above)  that  in  winter  for  the  same 
chamber-space  either  a  good  deal  more  pyrites  can  be  burnt  or 
less  nitre  is  consumed  than  in  summer. 

The  chamber-space  might  be  extremely  restricted  if  in  lieu  of 
air  pure  oxygen  were  used  in  the  process.  This  was  patented  in 
1871  by  Terrell,  Hogg,  and  Tomlinson,  and  again  proposed  by 
Bode  (Ding,  Joum.  ccxvi.  p.  453),  who  justly  calk  it  a  considera- 
tion of  ihe  future,  which  in  the  present  does  not  concern  us. 

Each  set  of  chambers  must  contain  a  number  of  auxiliary  appa- 
ratus, which  in  part  are  absolutely  necessary  for  the  process,  in  part 
serve  to  check  it  chemically  and  technically :  the  former  are  essen- 
tially those  for  introducing  the  nitre,  the  steam^  and  the  air;  the 
latter,  smaller,  apparatus  shall  be  described  first. 

Drawinff'off  the  acid  is  never  done  by  cocks  attached  to  the 
chambers,  which  might  be  made  of  hard  lead  (4  to  5  Pb  to  1  Sb), 
but  that  they  would  readily  get  stopped  up  with  sulphate  of  lead, 
and  could  not  very  easily  be  repaired  when  leaking.     It  is  best 
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to  put  beside  a  chaiober  a  round  or  square  lead  box,  open  at  the 
top,  of  the  same  height  as  the  upstand  of  the  chlmber-bottom,  and 
connected  at  or  near  the  bottom  by  a  wide  pipe  vith  the  chamber  j 
or  a  snitable  piece  may  be  burnt  on  to  the  chamber,  as  shown  in 
fig.  126,  aDd  the  coanexion  made  by  a  slit.      The  box  may  be 


provided  with  a  stopcock ;  but  more  usually,  as  shown  in  the  figure, 

it  carries  in  its  bottom  a  valve-seat  a  of  regulus  metal,  into  which 

fits  a  conical  plug  i  of  the  same  metal  provided  with  an  iron  handle 

covered  with  lead.     The  running-off  pipe  d  _ 

is  either  burnt  to  the  valve-seat  or  joined  to 

it  by  an  open  funnel ;  the  latter  permits  the 

nmning-off  to  be  more  easily  observed,  but 

is  apt  to  occasion  running  over,  by  getting 

stopped  up.     Or,  as  shown  in  fig.  127,  a 

lead  siphon  may  be  employed,  to  which  at 

the  bottom  two  cups,  a  a,  are  joined,  which 

always  keep  it  filled,  so  that  it  begins  to  act 

as  soon  as  one  of  its  limbs  has  been  put  into  the  acid.     The  second 

limb  then  enters  into  a  large  funnel  of  the  running-off  pipe  b. 
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The  arraiigemeut  showD  in  fig.  128  is  a  very  good  one.     The 
Fig.  128. 


siphon  b  is  firmly  attached  to  the  box  c,  or  within  the  upstand  of 
the  chamber.  A  cylinder  d,  Burrounding  the  outer  limb  of  the 
siphon,  is  80  suspended  that  it  can  be  drawn  up  or  down  by  means 
of  the  ehain  e  and  the  pulley  /,  and  fixed  in  any  position  by  the 
hook  ff.  The  cylinder  i/ forms  a  continuation  ofthe  outer  limb  of  d; 
when  it  is  quite  drawn  up,  so  that  its  overflow  A  is  at  a  higher  level 
than  the  acid  in  c,  it  will  cease  to  run;  but  when  h  gets  below  this 
level,  the  siphon  will  at  once  begin  to  act,  and  the  more  quickly  the 
more  d  is  lowered.  Thus  the  acid  can  be  run  oflF  with  more  or  less 
speed  and  with  the  utmost  cleanliness, 
•  Fig,  129  represents  a  siphon  suitable  for  hot  acids  in  any  part 
o£  the  works.  To  the  top  of  the  siphon  a  a  there  is  joined  by  a  bent 
tube  a  closed  lead  vessel  b,  which  by  an  elastic  tube  is  connected 
with  the  open  vessel  c.  The  latter  is  filled  with  acid  and  lifted 
into  the  dotted  position,  whereupon  d  and  then  the  siphon  a  are 
filled;  c  is  then  lowered,  whereupon  the  siphon  begins  to  act, 
some  acid  runniDg  back  from  £  to  c  and  thus  producing  a  partial 
vacuum. 

Another  contrivance  for  filling  and  putting  in  siphons^  which  is 
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especially  adapted  for  acid-carboys^  is  shoi/vn  in  fig.  130.     An  ordi- 
nary glass  or  lead  siphon  is  inverted  and  filled  with  water  or  acid ; 


Fig.129. 


Fig.  190. 


r"^ 


J 


it  is  then  closed  by  the  long,  very  pointedly 

conical,  flexible   india-rubber  plugs,  a  a, 

which  are  fixed  on  bent  wires.     The  man 

holds  these  wires  fast  against  the  limbs  of 

the  siphon,  whilst  he  lowers  one  limb  into 

the  vessel  to   be   emptied,  and  then,  by 

pushing  down  both  wires,  loosens  the  india-rubber  plugs,  whereupon 

the  siphon  begins  to  run.     Thus  one  man  may  manipulate  the 

siphon  without  any  assistance. 

Acid-dishes  {drips)  are  placed  inside  the  chambers,  in  order  to 
examine  the  process  by  ascertaining  the  quantity,  strength,  and 
nitrosity  of  the  condensing  acid.  They  are  made  in  very  different 
ways — for  instance,  that  shown  in  fig.  131.  A  is  a  lead  vessel, 
burnt  against  the  chamber-side  about  3  feet  above  the  bottom. 
The  acid  caught  here  runs  by  the  tube  a  through  the  chamber- 
side  into  the  lead  cylinder  B,  containing  a  hydrometer.  B  is  pro- 
vided near  its  bottom  with  a  side-branch,  d,  reaching  above  its  top, 
and  ending  in  a  funnel  for  receiving  the  acid,  which  thus  constantly 
runs  in  at  the  bottom  and  out  of  the  top  of  B  into  a  vessel  C,  from 
which  it  is  carried  back  by  a  smaU  pipe  into  the  chamber. 
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Maoy  manufacturers  iiave  S-ehapcd  drip-tubes  ia  tlie  coDncxions 
between  the  chambers,  for  a  similar  purpose.  Many  others  do  not 
trust  to  the  collectors  burnt  to  the  chamber- sides,  but  place  dishes 
at  some  distance  from  the  aide  within  the  chamber.  These  rest  on 
feet  made  of  lead  tubes,  or  upon  a  stand  of  stoneware,  so  as  to  be 
elevated  above  the  level  of  the  acid  ;  and  they  have  an  outlet  leading 
outside  the  chamber.  In  some  works,  for  instance  at  Aussig,  both 
kinds  of  drips  are  fixed  side  by  side ;  and  it  is  noticed  that  those 
fixed  to  the  sides  always  yield  acid  of  6°  to  10°  Twaddle  less  than 
the  inner  drips,  evidently  because  on  the  sides  more  aqueous  vapour 
is  condensed  along  with  the  sulphuric  acid.  This  certainly  is 
"condensation"  in  the  proper  sense — not  condensation  of  acid, 
but  of  water,  or  just  the  contrary  of  the  thing  intended  by  several 
"  inventors." 

For  taking  samples  of  the  bottom-acid  itself  there  is  usually  a 
recess  made  in  some  part  of  the  chamber  by  dressing  back  the  lower 
part  of  the  side.  Some,  in  order  to  be  quite  sure,  always  take  the 
sample  out  of  the  chamber  itself  through  a  special  small  mau-hole 
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luted  with  moist  clay ;  in  this  case  there  is  a  small  loss  of  gas,  but 

no  danger  of  getting  stagnant  acid.     Such  a  maa-hole  is  shown  in 

fig.  132'  in  section.     The  large  man-holes 

may  be  made  in  exactly  the  same  way;  or       ^^'  ^^'     ^'  ^^*- 

else  their  lids  may  tit  into  a  groove  luted 

with  damp  clay,  as  shown  io  fig.  132 ''.  Large 

chambers  are  fitted  with  several  acid-drips, 

man-holes  J  &C. 

For  taking  the  samples  themselves  a  dipper 
of  lead  or  glass  is  employed,  which  is  lowered 
slowly,  BO  as  to  get  all  layers  of  the  acid  into 
it.  There  is  often  a  great  difiereuce  between 
the  top-  and  bottom-acid. 

In  German  works  there  are  regularly  ihermometerg  fixed  about 
every  30  to  50  feet  of  the  length  of  a  chamber,  whose  mercury- 
vessel  b  inside,  and  whose  scale  is  outside  the  chamber.  This 
means  of  observing  the  temperature  is  undoubtedly  infinitely 
better  than  the  rough  one  commonly  used  in  England,  by  touch  of 
hand. 

Sometimes  also  clay  plugs  are  put  into  holes  made  in  the  chamber- 
sides,  in  order  to  indicate  the  pressure  inside  the  chamber ;  this  is 
better  done  by  simple  glass  pressure-gauges.  The  tension  of  the 
gas  is  also  seen  by  lifting  the  lids  of  the  small  man-holes  (fig.  133) 
which  are  always  made  on  the  top 
of  the  chambers,  with  hydraulic  lutes.  Fig- 133. 

and  which  generally  consist  of  glass 
jars,  so  as  to  give  light  for  observation 
through  the  side-windows  (see  below) , 

A  very  sensitive  pressure-gauge  has 
been  described  by  Vogt  (Journ.  f. 
prakt.  Chem.  siv.  p.  284) .  The  pressure 
is  observed  by  the  movement  of  a  small . 
air-bubble  playing  in  ahorizontal  glass 

tube  of  4  or  5  millimetres  diameter.  The  glass  tube,  apart  from 
this  bubble,  is  filled  with  water  or  another  liquid,  and  is  connected 
on  each  side  with  a  bottle  tubulated  near  the  bottom.  One  of  these 
bottles  is  16  to  16  centims.,  the  other  6  to  8  centims.  wide;  the 
liquid  stands  at  the  same  level  in  both.  The  pressure  within  the 
lead  chamber  is  made  to  act  upon  the  surface  of  the  liquid  in  one  of 
the  bottles,  and  its  amount  measured  by  the  place  of  the  air-bubble. 
The  apparatus  is  all  the  more  sensitive  the  greater  the  difference 
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Fig.  134. 


between  the  diameter  of  the  tube  and  those  of  the  bottles.  There 
is  a  contrivance  for  admitting  a  bubble  of  air  previously  to  using 
the  apparatus^  and  for  again  equalizing  the  levels  after  use. 

For  gauging  the  height  of  the  acid  there  are  either  stationary  lead 
gauges  (which,  however,  are  difficult  to  read-off  exactly),  or  ac- 
curately divided  copper  rods,  which  are  dipped  in  every  time,  but 
always  in  the  same  place,  since  the  chambers  are  never  absolutely 
level,  or  glass  floats  like  that  shown  in  fig.  134,  a,  the  stem  of 
which  slides  in  a  small  lead  frame,  b, 
whose  upper  edge  serves  as  an  index 
for  reading-off.  The  float  will  sink 
more  or  less  in  the  acid,  according 
to  any  alterations  in  its  specific 
gravity.  To  make  this  cause  of  inac- 
curacy less  sensible,  the  ball  of  the 
float  is  made  pretty  large.  The  floats 
are  the  most  convenient  for  reading-off. 

A  very  important  assistance  in  judg- 
ing of  the  chamber-process  is  afforded  by 
glass  toindows  or  sights,  which  permit 
the  colour  inside  the  chambers  to  be 
observed.  Whoever  has  once  got  used 
to  them  will  never  do  without  them 
again.  These  windows  are  8  or  9  inches 
square,  and  are  placed,  at  a  convenient 
height  for  looking,  in  those  places  in  the 
chamber-side  which  lie  in  a  line  with  the 

glass  man-hole  lids  in  the  chamber-tops ;  thus  they  are  sufficiently 
lighted.  Where  the  chambers  are  roofed  in,  light  must  be  procured 
in  some  other  way  (for  instance,  by  two  opposite  windows  corre- 
sponding with  a  window  in  the  chamber-shed,  &c.) .  The  chamber- 
glasses  are  put  into  small  lead  rebates,  and  luted  with  white  lead 
and  boiled  oil.  Sometimes  the  assertion  is  made  that  the  colour  of 
the  gaseous  mixture,  looked  at  across  the  width  of  the  chamber,  or 
in  the  diagonal  line  from  the  side  to  the  man-hole  lid  in  the  top,  is 
too  deep,  and  that  "  sights  ^^  in  the  connecting-tubes  are  pre- 
ferable ;  but  just  the  opposite  is  the  case,  since  the  observations 
are  evidently  far  more  accurate,  and  any  alterations  of  colour 
much  more  easily  perceived,  in  the  former  than  in  the  latter  case. 
Only  in  the  first  part  is  the  gaseous  mixture,  through  copious 


THE  LEAD  CHAMBERS.  803 

condensation  of  acid,  too  opaque  for  observing  its  colour ;  but 
just  there  it  is  quite  unnecessary,  for  only  in  the  back  parts  of 
the  set  is  it  important  to  haye  always  an  excess  of  red  vapours. 

Apparatus  for  introducing  Nitric  Acid  into  the  Chambers, 

These  are  divided  into  two  classes,  according  to  whether  nitric 
acid  enters  the  chambers  in  2i  gaseous  form,  mixed  with  the  burner- 
gas,  whose  heat  evolves  it  from  a  mixture  of  sodium  nitrate  and 
sulphuric  acid,  or  whether  it  is  made  in  a  liquid  form  in  special 
apparatus,  and  introduced  as  such  into  the  chambers.  Opinions 
still  differ  on  the  point,  which  of  the  two  plans  is  best.  The  plan 
of  introducing  gaseous  acid,  which  formerly  was  quite  general,  and 
is  still  so  in  England,  but  only  partially  used  on  the  Continent,  has 
the  advantage  of  greater  simplicity  and  of  saving  labour  and 
fuel.  The  advantage  sometimes  claimed  for  it  of  smaller  loss  than 
by  making  in  the  first  instance  liquid  nitric  acid,  is  not  very  great ; 
for  some  nitric  acid  is  easily  condensed  during  the  conveyance  of 
the  gas  to  the  chambers,  and  may  corrode  brickwork,  iron,  &c., 
whilst  liquid  nitric  acid  is  always  introduced  exactly  in  the  place 
where  it  is  needed.  The  presence  of  nitric  acid  in  the  burner-gas 
wiJl  also  induce  a  premature  formation  of  sulphuric  acid  in  the  same, 
especially  if  it  be  much  cooled ;  but  the  Glover  tower  obviates 
any  inconvenience  arising  from  this.  On  the  other  hand,  some  are 
afraid  that  the  nitre-ovens  may  get  so  hot  that  a  portion  of  the 
nitric  acid  will  be  decomposed  down  to  NO  or  even  to  N ;  but 
mostly  the  men  employ  so  much  sulphuric  acid  for  decomposing  the 
nitre,  that  this  cannot  easily  happen,  nor  are  NO  and  N  formed 
so  very  readily  as  was  formerly  apprehended  (see  below). 

The  advantages  of  introducing  nitric  acid  in  the  liquid  form  are 
the  following  : — avoidiug  the  entrance  of  false  air  into  the  chambers 
and  the  escape  of  burner-gas  into  the  atmosphere,  both  of  which 
occur  in  many  (not  all)  systems  of  employment  of  gaseous  acid ; 
the  possibility  of  employing  as  much  nitric  acid  and  as  quickly 
as  desired,  whilst  in  the  other  case  this  depends  on  the  heat 
of  the  burner-gas,  which  during  a  bad  process,  just  when  most 
nitric  acid  is  needed,  proves  insufficient ;  lastly,  and  most  of  all, 
the  exact  regulation  possible  with  liquid  nitric  acid,  and  its  con- 
tinuous supply,  whilst  gaseous  acid  is  always  given  off  from  the 
nitre-mixture  very  unequally.  These  advantages  have  induced 
many  continental  manufacturers  to  adopt  liquid  nitric  acid.    But  it 


304  SULPHURIC  ACID. 

is  not  true  that  a  saving  of  nitre  can  be  effected  in  this  way; 
Muspratt  ('  Dictionary  of  Chemistry/  ii.  p.  1029)  reports  that,  on 
the  contrary,  a  continental  manufacturer,  who  previously  worked 
with  liquid  nitric  acid,  after  having  seen  the  use  of  solid  nitre  in 
England,  had  saved  one  third  of  his  nitre  by  introducing  the 
English  plan.  This  simply  proves  that  that  manufacturer  had  not 
been  very  careful  before,  and  is  no  male  of  action  whatever.  The 
opposite  transition  has  been  much  more  frequent.  Liquid  nitric 
acid,  however,  will  do  harm  if  the  apparatus  for  introducing  it 
is  not  constructed  in  such  a  way  as  to  completely  volatilize  it  or 
convert  it  into  gaseous  products  before  it  reaches  the  chamber- 
bottom,  since  it  will  act  upon  this.  Accordingly,  sulphurous  and 
aqueous  vapour,  which  decompose  the  nitric  acid,  must  be  brought 
into  as  complete  contact  with  it  as  possible. 

In  very  large  works  the  employment  of  solid  nitre  has  this  ad- 
vantage, that  the  chambers  are  not  exposed  to  the  damage  possible 
with  incautious  handling  of  nitric  acid,  whilst,  on  the  other  hand, 
the  irregular  evolution  of  gas  from  the  nitre-mixture  is  equalized 
by  employing  several  decomposing  apparatus,  and  charging  them 
by  turns,  say,  once  every  hour,  just  after  a  fresh  pyrites-burner  has 
been  charged ;  thus  the  stronger  evolution  of  nitre-gas  runs  parallel 
with  that  of  sulphurous  acid.  Still  better  is  a  contrivance  for 
supplying  gradually,  and  not  all  at  once,  the  sulphuric  acid  serving 
for  decomposing  the  nitre.  In  fact  the  best  English  works,  all 
of  which  employ  solid  nitre,  work  with  as  small  a  consumption  of 
it  and  as  good  a  yield  of  vitriol  as  the  best  of  the  continental  works 
employing  liquid  nitric  acid ;  and  on  the  Continent  as  weU,  many 
manufacturers  work  quite  as  well  with  solid  nitre  as  their  neigh- 
bours with  nitric  acid. 

After  very  careful  investigations,  the  author  would  sum  up  his 
own  opinion  as  follows  : — ^With  careful  work,  and  when  dividing 
the  nitre  among  several  apparatus  charged  in  turn,  there  is  no 
more  consumption  of  nitre  when  it  is  employed  in  the  solid  state. 
Liquid  nitric  acid  has  the  advantage  of  easy  regulation  and  of 
avoiding  any  loss  of  gas ;  but  the  latter  is  equally  attained  by  good 
apparatus  for  solid  nitre.  The  advantages  of  nitric  acid  are  more 
than  outweighed  by  the  undeniable  extra  cost  and  trouble  of  making 
it,  and  by  the  danger  to  the  men  in  handling  the  carboys.  The 
author  in  no  case  would  think  of  employing  nitric  acid,  except 
when  this  acid  is  made  at  the   works   for  sale;   but   there  are 
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even  works  where  this  is  done  and  yet  the  acid-chambers  are  worked 
with  solid  nitre.  Unfortunately,  attempts  to  feed  with  solution  of 
nitrate,  which  would  comhine  every  advantage,  have  not  been  very 
SQCcessfdlj  as  we  shall  see  below. 

We  shall  now  describe  both  ways  of  introducing  nitric  acid,  and 
be^  with  the 

Introduction  of  Solid  Nitre. 
The  apparatus  serving  for  this  has  been  partially  described  in  a 
former  chapter,  along  with  the  sulphur- and  pyrites-burners.  The 
drawbacks  have  been  pointed  out  which  attend  placing  the  nitre- 
pots  within  the  burners,  or,  generally,  in  such  a  way  that  the  acid 
sulphate  boiling  over  can  run  into  the  bumers.  Accordingly,  re- 
cently there  has  always  been  a  special  nitre-oven  conBtmcted  by 
enlai^ng  a  suitable  place  in  the  gas-flue.  It  is  situated  either  above 
or,  preferably,  just  behind  the  burners,  and  provided  with  the 
necessary  working-doors  and  n  cast-iron  saucer  for  collecting  what 
boils  over.  The  nitre-pots  themselves  have  various  shapes — for 
infltance,  that  shown  in  fig.  135  j  at  a  a  ledges  are  cast  on  the  bottom^ 

riff.  135. 


which  facilitate  pushing  the  pots  buckwards  and  forwards.     They 
hold  from  8  to  12  lb.  of  nitre. 

The  "potting"  with  these  pots,  which,  strange  to  say,  are  met 
with  in  some  works  otherwise  abreast  of  the  times,  is  very  trouble- 
some and  imperfect.'  During  the  emptying  and  refilling  of  the 
pots  the  doors  of  the  nitre-oven  are  wide  open,  which  does  even 
more  harm  than  in  the  case  of  the  burners.  The  heavy  pots,  along 
with  their  melted  contents,  have  to  be  taken  up  with  long  fork- 
ahaped  tools  and  emptied,  which  requires  great  strength  and  skill. 
The  pots,  freshly  charged  with  nitre,  are  placed  just  within  the 
door  of  the  oven  j  the  necessary  acid  is  poured  in  from  a  jug  by 
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superficial  estimation,  and  the  pot  pushed  into  its  place ;  not  til) 
then  can  the  door  be  closed.  If  the  draught  is  good,  a  great  deal 
of  air  miist  enter,  meeting  not  even  the  same  resistance  as  in  the 
burners ;  if  it  is  not  very  strong,  which  will  more  usually  be  the 
case,  so  much  gas  escapes  that  it  can  be  smelled  for  some  distance. 
Special  dampers  would  partly  obviate  this,  but  are  rarely  met  with, 
(Such  dampers  are  mentioned  in  the  official  Belgian  Report  of 
1 855,  p.  23.)  The  pots  are  quickly  worn  out,  and  must  be  replaced, 
especially  if  chamber-acid  is  employed  in  them.  They  last  much 
longer  if  acid  of  140°  Tw.  is  used  in  them. 

A  much  more  perfect  plan  is  that  of  decomposing  the  nitre  in  a 
fixed  apparatva,  and  running  off  the  acid  sulphate  (nitre-cake)  in 
a  liquid  form.  This  consists  of  a  semicylinder  of  cast  iron,  a 
(figs.  136  &  137),  with  a  cast-on  tube  b,  bored  somewhat  conically. 

Fig.  isa 


The  latter  projects  out  of  the  nitre-oven,  and  during  the  working  is 
closed  by  a  ground-in  iron  plug  with  a  long  handle.  Outside  there 
is  a  cast-iron  saucer  for  holding  the  nitre-cake,  which  at  once  soli- 
difies.   The  internal  saucer,  c,  catches  the  boilings-over.    The  nitre 
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is  introduced  by  the  hopper,  d,  which  is  provided  with  a  damper; 
and  after  patting  in  the  damper  again,  it  ia  made  gas-tight  by  filling 


Scaled 


np  with  the  nest  charge  of  nitre.  An  S-shaped  tube  (not  shown 
in  the  diagram]  serves  for  running  in  the  vitriol,  for  which  it  is 
best  to  provide  a  small  tank  with  a  siphon  or  stopcock.  The  vitriol 
ought  to  be  run  out  of  this  tank  by  a  pipe  with  a  very  fine  point 
into  the  S-shaped  pipe,  so  that  the  running  shall  take  a  long  time, 
and  the  nitre  be  only  gradually  decomposed.  Sometimes  an  iron 
scraper  with  a  long  handle  (passing  through  one  of  the  ends  of 
the  oven)  serves  for  stirriug  up  the  mixture  in  the  pan.  The 
hole  for  this  must  be  kept  air-tight  with  clay.  An  apparatus  of  the 
sise  drawn  here  holds  56  lb.  of  nitre,  which  can  be  easily  decom- 
posed in  two  hours.  In  any  case  there  should  be  two  or  more  of 
these  apparatus,  so  as  to  make  the  current  of  nitre-gas  more  regular 
by  charging  them  in  turns. 
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Even  preferable  to  the  arrangemeat  here  drawn  is  that  of  placing 
the  nitre-trough  on  iron  raib^  so  that  the  burner-gas  can  play 
round  the  bottom  as  well.  The  saucer  for  the  boiling-over 
stuflT,  which  forms  the  bottom  of  the  nitre-oven,  must  then  be 
placed  somewhat  lower. 

Introduction  of  Liquid  Nitric  Add. 

The  nitric  acid  is  employed  of  such  strength  as  is  obtained 
without  difficulty  from  the  above-described  retorts.  Acid  of  38°  B. 
(=72°Tw.)  just  contains  50  per  cent,  of  NHO3;  and  100  parts  of 
it  correspond  to  67*46  of  pure,  or  71*01  parts  of  95-per-cent. 
nitrate  of  soda. 

It  is  of  the  greatest  importance  for  the  process  to  supply  the 
acid  in  an  even,  continuous  way,  and  to  regulate  the  supply  to  a 
nicety.  This  can  be  done  most  simply  by  a  Mariotte's  vessel,  as 
shown  in  fig.  138  on  a  scale  of  1  :  10.  The  stoneware  vessel.  A, 
containing  the  nitric  acid,  is  closed  by  a  caoutchouc  cork,  a,  holding 
a  glass  tube,  b.  The  latter  is  the  only  channel  for  the  air  which 
must  take  the  place  of  any  acid  running  out  through  the  cock,  c. 
As  the  liquid  above  the  level  h  M,  down  to  which  the  tube  b  reaches, 
is  supported  by  atmospheric  pressure,  only  the  height  of  acid  below 
this  can  influence  the  speed  of  outflow ;  and  this  remains  constant 
till  the  level  of  the  acid  has  sunk  below  this  point.  The  glass 
water-gauge,  d,  and  the  lead  scale,  e,  admit  of  observing  the  height 
of  liquid  within  the  vessel.  The  latter  is  filled  up  through  the  tube 
b,  which  ends  in  a  funnel  at  the  top.  During  this  either  the  cork 
must  be  raised,  or  it  must  be  provided  with  a  separate  open  glass  tube 
which  at  other  times  is  kept  closed.  The  funnel  /  carries  the  acid 
into  the  glass  or  stoneware  pipes  conveying  it  into  the  chambers. 

At  some  works  there  are  two  tanks,  E  E,  fig.  139,  which  are  filled 
up  in  turns,  one  of  them  every  12  hours,  or  both  of  them  every  24 
hours.  The  acid  is  running  continually  out  of  both.  When  one 
of  them  is  half  empty,  the  other  one  is  just  full;  and  thus  the 
variation  of  pressure  is  compensated  to  a  certain  extent ;  but  this 
plan  cannot  at  all  vie  in  regularity  with  a  Mariotte's  bottle. 

The  nitric  acid  must  be  spread  over  a  large  surface  within  the 
chamber,  so  as  to  expose  it  sufficiently  to  the  action  of  sulphurous 
acid.  This  is  done  by  "  cascades  '^  of  stoneware,  such  as  are  shown 
in  fig.  139  on  a  scale  of  1 :  50.  At  A  the  vertical  section  through 
the  centre  of  a  set  is  seen ;  B  shows  the  lower  part  in  section,  the 
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Fig.  138; 
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upper  part  in  elevation ;  C  gives  an  outside  elevation  of  the  whole. 
Each  set  consists  of  four  stoneware  cylinders  placed  one  within 
another.  The  lowest^  b,  is  2  feet  7\  inches  wide^  and  stands  in 
the  lead  dish  a  on  brimstone  powder^  to  make  it  steady.  Each  of 
the  upper  vessels  is  8  inches  narrower  than  the  next  lower  one,  so 
that  the  whole  forms  a  cascade  for  the  nitric  acid  supplied  at  the 
top.  The  lowest  vessel,  b,  is  dish-shaped.  Each  of  the  upper  ones  is 
divided  into  two  compartments  by  a  bottom  about  1  inch  below 
the  upper  edge ;  thus  the  nitric  acid  must  always  run  over  these 
edges  to  get  into  the  vessels  below. 

The  lower  compartments  all  have  round  holes,  g,  through  which 
the  gases  as  well  as  the  nitric  acid  can  get  inside  as  well,  and  thus 
act  on  a  larger  surface. 

The  nitric  acid  is  supplied  through  the  stoneware  pipes  /,  pass- 
ing through  the  side  of  the  chamber,  from  the  jars  D.  These  are 
fed  through  i  from  the  tanks  EE  or  from  a  Mariotte^s  bottle ;  they 
communicate  by  wide  siphons,  A,  and  are  thus  always  at  the  same 
level.  Each  jar  supplies  one  of  the  cascades,  the  cock  k  regulating 
the  feed ;  these  cocks  are  fixed  at  such  a  height  that  the  siphons 
can  never  run  dry.  This  is  much  better  than  the  method  figured 
in  Payen's  '  Precis,^  in  which  only  one  of  the  cascades  is  fed 
directly,  and  the  other  cascades  only  by  branch  tubes  from  the 
first,  since  this  can  never  be  done  in  such  a  way  that  all  the  cas- 
cades receive  the  same  quantity  of  nitric  acid  :  one  of  them  (the 
first)  will  get  most  of  it ;  and  a  portion  of  it  will  probably  arrive  at 
the  bottom  undecomposed  and  damage  the  lead. 

Sometimes  the  acid  is  spread  by  an  oscillating  trough  made  of 
stoneware,  as  shown  in  fig.  140. 
The  tube  a  and  cock  b  convey  the  ^i?'  ^^^' 

acid  from  a  reservoir  into  the 
compartment  c,  at  present  the 
top  one.  When  this  is  full,  the 
trough  turns  round  its  axis  /,  its 
centre  of  gravity  being  changed, 
till  it  is  stopped  by  the  rod  rf,  and 
hereby  empties  itself.  Thus  the 
second  compartment,  e,  is  raised 
up  ;  it  arrives  below  the  opening 
of  ft,  and  is  filled  in  its  turn ;  then 
it  tilts  over  to  the  other  side,  where  it  is  stopped  by  ^,  and  the  play 
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beguis  again.  The  acid  intennitteDtly  poured  out  is  caught  in  a 
vessel  conducting  it  to  the  individual  cascades  in  such  narrow  tubes 
that  each  tilting  of  the  troughs  fills  them  all  at  the  same  time.  This 
saves  the  jars  and  cocks  shown  in  iig.  139  ;  but  some  of  the  narrow 
tubes  are  easily  stopped  up  without  this  being  noticed ;  and  the 
oscillating  trough  itself  is  very  liable  to  get  fixed  from  one  cause 
or  another. 

In  lieu  of  the  small  cascades,  at  many  works  a  simpler  apparatus 

has  recently  come  into  use,  where  the  whole  supply  of  nitric  acid 

enters  at  a  single  place.     Such  is  the  apparatus  shown  in  fig.  14lj 

Fig.  141. 
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on  a  scale  of  1 :  25.  It  ia  a  column  composed  of  cylinders,  a,  and 
shallow  saucers,  b,  all  made  of  stoneware,  dimiDishiDg  in  size. from 
the  bottom  upwards  to  the  top,  so  that  the  nitric  acid  runs  over  from 
one  into  another.  The  lowest  saucer  is  2  feet  6  inches  wide  and 
2^  inches  deep,  the  uppermost  6  inches  wide  and  1|  inch  deep ;  the 
cylinders  have  openings  for  the  circulation  of  the  acid  and  the  gas. 
This  apparatus  has  the  following  faults : — When  the  glass  or  stone- 
ware tuhe  conveying  the  nitric  acid  has  to  be  replaced  by  a  new  one, 
it  is  difficult  to  just  hit  the  top  dish  of  the  cascade ;  there  is  even  a 
danger  of  upsetting  the  whole  column,  owing  to  its  slight  stability; 
and  the  upper  dishes  are  so  small  that  they  are  soon  filled  with  mud 
and  flue- dust. 

Consequently,  most  works  now  employ  stoneware  dishes  of  equal 
size,  about  S  feet  wide  and  2^  inches  deep.  Twelve  of  these  are 
placed  terrace-wise,  one  behind  the  other,  in  one  of  the  chambers, 
BO  that  the  spout  of  each  projects  over  the  next  lower  dish,  and 
empties  the  overflow  into  the  latter.  The  dishes  are  placed  on 
loosely-put-together  firebricks,  as  shown  in  fig.  142  on  a  scale  of 
a  :20. 

Ilg.l4S. 
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Whilst  the  nitric  acid  slowly  runs  through  the  above  apparatus^ 
it  is  reduced  by  the  sulphurous  acid  surrounding  it  to  hyponitric 
and  nitrous  acids^  which  get  mixed  with  the  other  gases ;  the  sul- 
phuric acid  formed  in  this  process,  if  the  spreading  is  properly 
done,  arrives  at  the  bottom  free  from  nitric  acid. 

Formerly  the  nitric  acid  used  to  be  decomposed  in  two  ''  tam- 
bours'^ (that  is,  small  lead  chambers)  about  22x  lOx  12  feet,  or 
cylinders  of  10  to  13  feet  diameter  and  1 2  feet  height,  placed  between 
the  burners  and  the  main  chamber.  The  second  of  these  contained 
the  above-described  spreading-apparatus ;  it  stood  at  a  higher  level 
than  the  first  tambour,  into  which  it  emptied  its  acid,  and  which 
only  served  for  further  exposing  it  to  sulphurous  acid,  and  com- 
pletely driving  ofi^  the  nitrogen  oxides.  This  first  chamber  received 
enough  steam  to  prevent  the  formation  of  chamber-crystals,  or  to 
decompose  them  if  they  arrived  in  solution  from  the  second 
chamber ;  the  acid  collecting  in  the  first  small  chamber  ran  away 
into  the  main  chamber.  The  first  tambour  is  unnecessary;  with 
proper  regulation  the  nitric  acid  can  be  completely  decomposed  in 
the  first  apparatus  by  means  of  SO^  and  steam ;  but  the  latter 
ought  to  be  supplied  to  such  an  extent  that  the  sulphuric  acid 
formed  contains  rather  more  than  four  molecules  of  water  to  each 
molecule  of  acid.  At  some  French  works  the  above-described 
faulty  arrangement  of  the  cascades  caused  the  acid  in  the  second 
tambour  to  contain  a  good  deal  of  nitric  acid. 

Recently  at  many  works  the  tambours  have  been  abolished,  and 
the  process  carried  on  in  the  main  chamber. 

The  descriptions  of  cascades  hitherto  given,  mainly  according  to 
Schwarzenberg,  should  be  supplemented  by  some  of  the  most 
recent  improvements.  To  these  belongs  Bode*s  construction 
(Dingl.  Journ.  ccxxiii.  p.  400),  shown  in  figs.  14'3-145.  The 
dishes  have  an  upper  diameter  of  2  feet  3  inches,  and  3  inches 
height.  The  spout  is  cut  in  so  low  that  the  acid  hardly  stands 
1^  inch  deep.  They  are  supported  by  stoneware  cylinders  of  three 
different  diameters  and  varying  heights.  The  nitric  acid  passes 
into  the  chamber  through  a  glass  tube,  forming  an  hydraulic  joint 
and  fitting  into  a  lead  tube  soldered  into  the  chamber-side.  From 
the  bottom  dish  the  acid  runs  into  a  pot,  d,  of  thick  lead,  joined  by 
a  pipe  to  another  pot,  e,  outside  the  chamber.  Thus  samples  can 
be  taken  and  the  degree  of  decomposition  ascertained.  To  allow 
the  air-bubbles  to  escape,  the  counecting-pipe  of  the  pots  is  bent 
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upwards  and  furnished  with  an  air- tube,/.  From  e  the  acid  goes 
back  into  the  chamber  by  another  tube,  forming  an  hydraulic  joint 
and  carrying  an  air-tube,  ff.  The  bumer-gaB  enters  the  chamber 
through  h ;  the  cascade  is  bo  placed  that  the  gas  comes  into  com- 
plete contact  with  itj  first  of  all  vitli  the  last  dishes.  Such  a  cas- 
cade suffices  for  a  lead  chamber  turning  out  5  to  7^  tons  of  vitriol 
of  144°  Tw.  in  twenty-four  hours.  Fig.  145  shows  the  dishes  on 
a  larger  scale. 

A  very  good  shape  of  cascade  is,  lastly,  that  made  by  Filcentscfaer, 

Rg.  146. 


of  Zwickau,  and  figured  in  fig.  146  ;  this  is  recommendable  from 
its  large  surface  and  the  frequent  movement  imparted  to  the  acid. 
Bode  (Dingl.  Joum.  ccxx.  p.  538)  has  also  improved  the  ordi- 
nary Mariotte's  bottle,  which  easily  gets  stopped  up  by  grains  of 
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aaiid  &c,  getting  into  the  slightly -opened  stopcock.     Bode  avoids 
this  by  opeaiog  the  cock  full  bore,  stopping  the  neck  of  the  bottle 
tightly  by  a  caoutchouc  cork  (as 
shown  iu  fig.  147),  through  which  *^K- 147. 

a  tube,  a,  goes  down  to  the  desired 
depth,  the  latter  being  connected 
by  the  elastic  tube  6  with  a  metal 
or  glass  cock,  c,  of  i  inch  bore. 
Further  improvements  in  this  ap- 
paratus have  been  made  byLiebig 
(Posfs  Zeitschr.  f.  d.  chem. 
Grossgew.  1878,  part  2). 

In  lieu  of  stoneware  dishes,  in 
France  glass  spouts  of  3  ft.  length 
and  I  in.  width  are  often  em- 
ployed ;  these  afford  more  sur- 
face and  are  much  lighter  than 
the  dishes.  As  seen  from  fig. 
148,  they  are  of  unequal  height, 
so  that  the  liquid  runs  from  A  to 
Bj  runs  over  in  B  to  a  second 
spout,  in  order  to  flow  in  a  backward  direction,  and  so  forth. 


IV.14a 


According  to  the  size  of  the  chamber  and  the  quantity  of  nitric 
acid,  from  twenty  to  eighty  spouts  are  placed  on  pieces  of  glazed 
stoneware,  shown  in  the  diagram. 

In  order  to  be  quite  sure  that  the  liquid  arriving  is  entirely 
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deprived  of  its  nitric  acid,  some  matiufacturers  allow  tbe  last  spout 
to  project  outside,  so  that  samples  can  be  taken  at  any  moment. 

Some  manufacturers  prefer  to 
run  the  acid  not  continuously  in  a  *^'8-  ^*8- 

verysmalljetibut  intermittently  in 
larger  quantities.  For  this,  nearly 
always,  a  siphon  arrangement  is 
employed  (fig.  149).  a  conveys 
nitric  acid  into  the  stoneware 
vessel^;  through  its  bottom  passes 
a  tube  reaching  about  three 
fourths  up  its  height,  and  open  at 
both  ends.  This  is  covered  by  the 
wider  tube  d,  which  is  closed  at 
the  top  and  open  at  the  bottom, 
so  that  the  acid  fills  up  the  space 

between  the  inner  tube  and  d.  As  soon  as  it  has  got  to  the  top  of 
the  former,  this,  along  with  d,  forms  a  siphon  which  almost  di- 
rectly empties  the  contents  of  d,  whereupon  this  is  slowly  filled  till 
the  acid  has  again  risen  to  the  top  of  the  inner  tube,  and  so  forth. 

By  far  the  simplest  method  of  feeding,  which  dispenses  with  all 
cascades,  tambours,  &c.,  is  that  of  running  the  nitric  acid  along  with 
the  nitrous  vitriol  through  the  Glover  tower.  Up  to  the  very  latest 
time  few  ventured  to  do  this,  because  a  loss  of  nitre  was  appre- 
hended with  this  plan ;  but  at  some  of  the  best-managed  works  it 
has  now  been  done  for  years  without  involving  any  extra  consump- 
tion of  nitre. 

There  is  yet  a  third  way  of  introducing  the  nitre.  Many  years 
ago  several  works  ran  their  nitre  as  a  solution  in  water  into  the 
chambers.  This  has  been  given  up  long  since,  both  because 
sodium  sulphate  gets  iuto  the  acid,  which  is  not  allowable  for 
many  purposes,  and  because  the  lead  always  wears  away  very 
quickly  at  the  point  where  the  solution  enters.  The  same  method 
has  been  recently  patented  by  Burnard  (14th  Aug.,  1875).  The 
Bolutiou  of  nitre  was  to  be  injected  into  the  chamber  in  a  thin 
jet,  or,  best  of  all,  at  once  mixed  with  sulphuric  acid  by  means 
of  a  steam-jet,  quite  similar  to  Sprengel's  water-spray  (compare 
this).  The  principal  advantage  sought  for  in  this  process  was  an 
imaginary  saving  of  nitric  acid,  which  in  the  decomposition  of 
nitre   by  the  burner-gas  waa  supposed  to   he   reduced   to   N,0 
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and  N.    We  shall  see  later  on  that  no  sensible  decomposition 
of  this  kind  takes  place   at   all;   and   any   advantage  accruing 
therefrom  is  far  more  than  counterbalanced  by  the  difficulty  of 
keeping  the  nitre  solution  long  enough  in  suspension  to  com- 
pletely decompose   it    and  to   prevent    liquid    nitric   acid   from 
getting  at  the  chamber-bottom.    The  process  also  takes  so  much 
steam  that  the  acid  in  the  first  chamber  gets  too  weak.     This^  to 
be  sure,  is  contradicted  by  the  patentees   (Chem.  News,  xxxvii. 
p.  203) ;  but  no  independent  favourable  testimony  has  yet  been 
published,  and  a  saving  of  nitre  seems  out  of  the  question.     It 
would,  however,  seem  feasible  to  run  a  solution  of  nitre  through 
the  Glover  tower  along  with  chamber-acid  and  nitrous  vitriol,  so 
that  the  nitre  would  be  decomposed  in  the  tower  itself,  sodium 
sulphate  and  nitrous  acid  being  formed.     Of  course,  this  plan,  as 
well  as  that  mentioned  before,  is  entirely  restricted  to  the  case  of 
all  the  sulphuric  acid  being  intended  for  decomposing  the  salt.     The 
last  plan  is  undoubtedly  the  simplest  imaginable  one  for  introducing 
the  nitre,  nniting  the  advantages  of  both  solid  uftre  and  nitric 
acid — easy  regulation,  introduction  of  any  quantity  at  a  time, 
dispensing  with  all  apparatus  for  introducing  the  nitre  or  manu- 
facturing nitric  acid,  saving  of  labour  and  coals  (in  the  case  of 
nitric  acid),  avoiding  the  handling  of  nitric-acid  carboys  or  of 
fluxed  nitre  cake,  the  latter  forming  an  article  difficult  to  utilize 
to  advantage. 

Unfortunately,  all  these  advantages  are  counterbalanced  by  a  great 
drawback,  which  has  compelled  most  manufacturers  who  have  tried 
this  process  to  give  it  up  again  :  it  is  found  that  sodium  sulphate 
crystallizes  in  the  towers,  tanks,  and  connecting-pipes,  and  causes 
obstructions.  It  would  be  necessary  to  have  two  Glover  towers 
for  each  set,  and  to  run  the  nitre  solution  down  only  one  of  these, 
whose  acid  would  not  be  used  for  the  Gay-Lussac  tower,  but  for 
the  decomposing-pans  only.  This  would  be  very  inconvenient,  and 
for  smaller  works  not  at  all  feasible. 

Several  other  proposals  partly  carried  out  in  practice  have  had 
no  lasting  success^  Thus,  for  instance,  the  attempt  has  been  made 
in  Prance  to  obtain  oxalic  acid  as  a  by-product  in  evolving  the 
nitre-gas  by  heating  molasses  with  nitric  acid  and  conducting  the 
vapours  into  the  chambers.  The  yield  of  oxalic  acid,  however,  was 
not  large  enough  to  compete  with  its  manufacture  from  sawdust 
by  fusing  caustic.     Not  more  successful  was  a  proposal  of  Laing 
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and  Cossins^  to  heat  sodium  nitrate  with  arsenious  acid  or  chro- 
mium oxide^  in  order  to  obtain  arseniates  or  chromates  aloDg 
with  nitrous  acid  for  the  chamber  process  (Wagner's  Jahresb. 
1862,  p.  207).  On  the  other  hand,  it  is  certainly  advisable  to 
convey  any  nitrous  gas  generated  in  making  arsenic,  antimonic, 
phthalic  acid,  &c.  by  means  of  nitric  acid,  which  formerly  used  to 
be  lost,  into  the  lead  chambers ;  but  this  proposal  has  very  little  pro- 
spect of  being  followed  out,  since  the  respective  works  now  regu- 
larly regenerate  nearly  the  whole  of  the  nitric  acid  by  mere  contact 
of  the  vapours  with  an  excess  of  air  and  water. 

A  peculiar  process  has  been  invented  by  Dunlop,  and  is  still 
carried  out  at  St.  Rollox,  but  seems  to  be  confined  to  that  place, 
being  not  in  use  even  at  the  new  works  at  Hebbum  belonging  to 
the  same  firm.  A  mixture  of  common  salt,  nitrate  of  soda,  and 
sulphuric  acid  is  heated  in  large  iron  cylinders;  the  principal 
reaction  setting  in  is  as  follows  : — 

SSO^Hg + 2NaN08  4-  4NaCl  =  SNa^SO^  +  N^Os  +  4C1 + SH^O ; 

but  the  further  deoxidation  of  nitric  acid  will  only  be  prevented 
by  keeping  within  certain  limits  of  temperature.  Thus  there  re- 
mains a  soluble  residue  of  sodium  sulphate,  whilst  chloriae  and 
nitrous  acid  are  given  ofi^  in  a  gaseous  form.  The  two  gases  are 
separated  by  passing  them  through  a  series  of  leaden  Woulfe's 
bottles  filled  with  sulphuric  acid  of  1*75  spec.  grav. — which  retains 
the  nitre-gas,  being  converted  into  ^^  nitrous  vitriol "  and  used  as 
such  (see  below) ;  the  chlorine  passes  through  without  absorption, 
and  is  utilized  for  bleaching-powder.  The  advantage  of  this 
process  is,  that  chlorine  is  obtained  direct  from  salt  without 
making  any  muriatic  acid  and  without  wasting  manganese.  The 
drawbacks  are  : — that  the  nitre-gas  has  to  be  evolved  again  from 
the  nitrous  vitriol,  which  formerly  could  only  be  done  by  diluting 
with  hot  water,  necessitating  a  reconcentration  of  the  vitriol ;  that 
there  is  a  danger  of  losing  nitrogen  compounds;  and  that  the 
apparatus  is  somewhat  complicated.  ^ 

The  Steam 

is  always  generated  in  an  ordinary  steam-boiler  since  boilers 
placed  above  the  burners  have  been  given  up  everywhere.    The 
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boilers  are  constructed  in  the  usual  manner^  but  are  mostly  made 
for  low  pressure,  rarely  working  above  two  atmospheres,  more  fre- 
quently only  at  one  or  one  and  a  half  atmosphere ;  in  the  south 
of  France  they  work  at  three  or  three  and  a  half  atmospheres.  A 
high  pressure  has  no  object  so  long  as  the  liquid  is  spread  over 
the  whole  chamber-space ;  for  even  low  pressure  fulfils  this  require- 
ment and  sufficiently  assists  the  draught.  Low-pressure  steam  is 
more  easily  kept  at  the  same  tension  than  high-pressure ;  with- 
out this  no  r^ulation  of  the  supply  of  steam  to  the  chambers  by 
the  attendant  is  of  any  avail.  To  be  sure,  high-pressure  con- 
denses less  readily  than  low-pressure  steam ;  but  this  is  a  doubt- 
ful advantage,  so  long  as  the  steam  possesses  enough  "  carrying- 
power  ''  to  convey  the  minute  globules  of  water  right  to  the  other 
end  of  the  chamber.  Experience  has  shown  that  this  is  the  case 
even  with  low-pressure  steam ;  at  most  English  works  they  only 
employ  a  single  jet  at  one  end  of  each  chamber,  and  find  this  quite 
sufficient  to  supply  the  whole  chamber  with  moisture. 

At  some  large  works,  in  order  to  control  the  regularity  of  ten- 
sion of  the  steam,  so  important  for  a  regular  chamber  process, 
registering  steam-gauges  are  employed,  which  show  the  tension 
during  the  whole  day  on  a  sheet  of  paper  wrapped  round  a  drum 
making  one  revolution  in  twenty-four  hours.  Such  a  gauge, 
made  by  Schaeffer  and  Budenberg,  of  Magdeburg,  is  described  in 
'Dingler's  JoumaV  ccxxvii.  p.  519. 

The  conveyance  of  the  steam  to  the  chambers  usually  takes  place 
in  cast-iron  pipes,  with  one  or  more  branches  for  each  chamber. 
The  main  pipes  in  any  case,  and,  if  possible,  also  the  branch-pipes, 
looking  at  their  great  length,  ought  to  be  surrounded  by  bad  con- 
ductors of  heat  to  restrict  radiation  as  much  as  possible,  and  avoid 
a  considerable  loss  by  condensation  of  water. 

The  pipes  must  always  be  laid  with  a  slight  fall  towards  the 
boiler,  so  that  the  condensed  water  may  run  back.  Where,  from 
local  circumstances,  this  cannot  be  done,  automatic  apparatus  for 
removing  the  water  should  be  fixed  at  the  lowest  points. 

Of  course  the  size  of  the  main  pipes  must  correspond  to  the 
number  and  size  of  the  chambers.  When  more  than  one  steam- 
boiler  is  required,  they  are  placed  together,  and  their  main  pipes 
connected  so  as  to  equalize  the  pressure.  The  branches  for  each 
chamber  need  not  be  above  1  inch  wide,  even  for  large  chambers 
(up  to  70,000  cubic  feet)  supplied  by  one  jet.     They  are  made  of 
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wrought-iron  tubes,  a  (fig.  150),  sometimes  of  copper,  up  to  a  short 
distance  from  the  chamber,  where  they  end  in  a  cock  or  valve,  b, 
to  which  a  lead  pipe,  c,  equal  in  width  to  a,  is  attached  and  pro- 
jects into  the  chamber  itself.     It  is  not,  however,  burnt  to  the 

Fig.  160. 


chamber-side  e  itself;  but  a  short  wider  tube,  d,  is  burnt  to  this, 
and  c  is  loosely  put  into  it,  the  joint  being  made  tight  with  tar, 
cement,  &c.  In  this  case,  if  the  outlet  is  stopped  up  by  lead  sul- 
phate, the  pipe  c  can  be  easily  drawn  out  and  cleaned,  and  no  pla- 
tinum nozzles  are  required  (as  proposed  by  Scheurer-Kestner). 

The  same  figure  shows  another  commendable  contrivance,  viz.  a 
simple  mercurial  pressure-gauge y  consisting  of  a  bent  glass  tube,  /, 
with  a  scale,  ^,  put  by  means  of  a  caoutchouc  bung  into  a  branch, 
A,  of  the  lead  pipe  c.  Thus  the  pressure  behind  the  regulating  cock 
can  be  observed  at  any  time ;  and  the  chamber-manager  has  thus  a 
means  of  very  exactly  regulating  the  supply  of  steam.  Any  water 
condensed  in  the  gauge  can  be  easily  allowed  for. 

A  good  steam-cocX:  is  preferable  to  a  wheel- valve,  because  the 
wheel  does  not  show  how  far  the  valve  is  opened,  whilst  the  handle 
of  the  cock  can  be  fitted  with  a  graduated  arc  so  that  its  position 
can  be  fixed  with  precision. 
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In  continental  works  there  are  mostly  several  jets  in  a  chamber, 
distributed  over  its  length,  and  turned  at  a  right  angle  to  it  or  to 
the  direction  of  the  current  of  gas.  This,  no  doubt,  interferes 
with  the  draught,  and  in  any  case  necessitates  another,  stronger 
steam-jet  in  the  same  direction  as  the  draught.  In  England  it 
is  quite  usual  to  employ  only  the  latter,  mostly  beside,  above, 
below,  or  even  within  the  pipe  conveying  the  gas  from  the  burners, 
the  Glover  tower,  or  the  preceding  chamber.  Some  introduce  the 
steam  quite  near  the  top,  others  in  the  centre  of  the  chamber- 
end.  A  single  steam-jet  suffices,  if  the  length  of  the  chamber 
does  not  exceed  about  130  feet ;  in  longer  chambers  it  would  not 
carry  right  through. 

Perfectly  absurd  is  the  arrangement  given  in  every  edition  of 
Payen's  'Precis,'  even  up  to  the  last  one  (1877),  and  copied  from 
it  into  many  other  treatises.  Here  the  steam-jets  are  shown  partly 
in  the  chamber-bottom,  coming  through  the  chamber-acid.  No 
practical  man  can  imagine  that  this  plan,  if  it  has  been  actually 
carried  out  anywhere,  has  not  been  abolished  at  the  first  opportu- 
nity ;  for  the  shaking  by  the  steam  must  gradually  cause  a  leakage 
at  the  joint,  which  cannot  be  got  at,  owing  to  the  chamber-floor ; 
nor  can  it  be  repaired  till  the  chamber  has  been  entirely  emptied. 
Experience  has  shown  that  a  single  steam-jet  from  a  1-inch  pipe 
is  quite  sufficient  for  feeding  chambers  up  to  130  feet  length,  and 
also  that  the  distribution  of  moisture  through  the  chamber  is  pro- 
perly effected.  By  arranging  a  single  steam-jet,  the  cost  of  cocks, 
branches,  &c.  is  saved,  and  the  regulation  of  the  supply  of  steam 
is  much  simpler  and  easier  than  if,  for  instance,  four  cocks  were 
to  be  opened  one  quarter  as  much  as  the  cock  of  the  single  jet. 

In  spite  of  this,  many  manufacturers,  probably  from  unnecessary 
apprehensions,  prefer  introducing  the  steam  in  several  places — ^for 
instance,  through  the  chamber-top.  An  apparatus  by  which  steam 
can  be  introduced  at  many  places  and  yet  regidated  at  a  single 
place  has  been  described  by  Scheurer-Kestner  (Wurtz,  Diet,  de 
Chimie,  iii.  p.  149) ;  it  is  shown  in  fig.  151 :  o  is  the  copper  main 
pipe  running  in  the  centre  of  the  chamber-top,  and  held  fast  by 
the  joist  b  6],  as  well  as  the  branches  c.  The  latter  are  arranged 
alternately  on  the  left  and  right  hand  at  distances  of  16^  feet; 
they  are  made  of  lead,  pass  through  the  chamber^top,  and  are  burnt 
into  it.  The  arm  rf,  covered  with  straw  rope,  serves  for  making 
the  communication  between  a  and  e.     Both  pipes  have  hydraulic 

y2 


324 


SULPHURIC  ACID. 


lutes,  80  that  only  a  very  low  pressure  can  be  employed.     The 
main  pipe,  a,  is  provided  with  a  cock,  and  the  supply  of  steam 


regulated  by  this.  The  steam,  entering  the  pipe  at  the  front  end 
of  the  chamber,  will  principally  escape  through  the  first  branches, 
where  it  is  most  needed,  because  in  the  beginning  most  unchanged 
sulphurous  acid  is  present.  The  pipe  a  has  sufficient  fall  for 
emptying  the  condensed  water.  (This  arrangement  seems  to  oflFer 
no  advantage  over  simple  branches  on  a  main  pipe,  and  has  the 
great  disadvantage  that  only  a  very  low  pressure  can  be  employed, 
as  the  water  is  easily  thrown  out  of  the  hydraulic  joints  of  a  and  c). 

At  the  Oker  Works  there  is  also  a  steam-pipe  extending  above 
the  chambers,  from  which,  at  intervals  of  17  feet,  branches  of 
|-inch  bore  enter  the  latter;  from  these  the  steam  issues,  by 
several  small  openings  immediately  below  the  top,  in  several  direc- 
tions. The  tension  there  is  2  atmospheres  (Brauning,  Lc.  p.  137). 
A  similar  arrangement  exists  at  Aussig  and  elsewhere.  In  all 
these  cases  each  branch-cock  must  be  regulated  separately. 

The  total  quantity  of  steam  required  for  a  set  of  chambers,  which 
should  be  known  approximately  in  order  to  fix  upon  the  boiler- 
space  and  the  size  of  the  main  pipes,  of  course  depends,  first, 
upon  the  quantity  of  sulphur  to  be  burnt,  secondly  upon  the 
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existence  of  a  Glover  tower,  and  thirdly  upon  the  strength  to 
which  the  acid  is  brought  in  the  chambers.  A  general  rule, 
therefore,  cannot  be  laid  down.  The  two  latter  conditions  are 
partly  reciprocal ;  the  stronger  the  acid  is  made  in  the  chambers, 
the  less  water  is  evaporated  in  the  Glover  tower,  and  vice  versd.  If 
we  assume,  adopting  a  very  usual  proportion,  that  all  the  chamber- 
acid  is  brought  up  to  124°  TV.,  and  that  it  is  concentrated  in  the 
Glover  tower  up  to  148°  Tw.,  the  amount  of  ^team  required  will  be 
as  follows : — 

Each  pound  of  sulphur  burnt  requires, 

1st,   for  forming  —  SO4H2,  -=-:  water =0-5625  lb. 


2nd,  for  diluting  it  down  to   124°  Tw. 

30x98 
70x32 ---—  » 


(=70percent.  S04H2),|^f =13125 


1-8750  „ 


Of  this  nothing  is  lost  with  the  escaping  gas, 
as  this  passes  in  the  Gay-Lussac  tower  through 
strong  vitriol ;  on  the  contrary,  the  Glover 
tower  saves  the  steam  corresponding  to  a  con- 
centration from 

124°  (=70  per  cent.)  to  148°  Tw.  (=80  per 

cent.),  viz.  ^^J^ =0-4375  lb. 


Leaving 14375  lb. 

which  must  be  supplied  to  the  chambers.  To  this  must  be  added 
a  certain  quantity  for  water  condensing  in  the  steam-pipes ;  but 
this  cannot  be  estimated  generally,  since  here  every  thing  depends 
upon  the  length  of  the  pipes,  their  thickness,  surroundings,  &c. 
It  is  safe  to  say  that  the  steam  to  be  generated  in  the  boiler, 
without  a  Glover  tower,  amounts  to  about  2\ — with  it,  to  about 
2  times  the  weight  of  sulphur  burnt. 

In  lieu  of  feeding  the  chambers  with  steam,  Sprengel  (patent 
of  October  1st,  1873)  proposed  liquid  water  in  the  form  of  a 
fine  spray.  His  reasons  are  these  : — that  the  steam  increases 
the  volume  of  the   gases   by  its  heat,   and   consequently   more 
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chamber-space  and  nitre  are  used,  which  can  be  avoided  by  intro- 
ducing the  water  in  a  liquid  form,  suflBciently  divided ;  and  that 
the  cost  of  evaporation  can  be  saved  in  this  way.  The  water  is  itself 
made  into  a  spray  by  the  employment  of  steam,  since  a  steam-jet 
of  30  lb.  tension  escapes  through  a  platinum  nozzle  in  the  centre 
of  a  water-jet,  as  shown  in  fig.  152  (where  a  is  the  steam-pipe,  b 

Fig.  152. 


the  water-pipe) ;  but  20  lb.  of  steam  is  sufficient  for  converting 
80  lb.  of  water  into  a  mist.  Such  jets  are  arranged  in  the  chamber- 
sides,  at  distances  of  40  feet  from  each  other,  and  supplied  with 
water  from  a  tank  fixed  at  some  height  above.  Sprengel  assumes 
that  two  thirds  of  the  coals  can  be  saved  in  this  way,  instancing 
the  works  at  Barking  Creek,  where  at  the  same  time  a  saving  of 
6^  per  cent,  pyrites  and  of  14|  per  cent,  nitre  is  said  to  have  been 
efiected.  At  those  works  there  was  no  Gay-Lussac  or  Glover 
tower.  Accordingly  they  had  not  the  latest  improvements;  and 
the  savings  mentioned  can  hardly  be  explained  in  any  other  way 
than  that  the  chambers  were  worked  too  hard,  and  so  were  some- 
what relieved  by  the  spray -jet.  In  the  case  of  factories  working 
with  a  Glover  tower,  Sprengel  estimates  the  saving  in  coal  at  a  third 
less  (Chem.  News,  xxxii.  p.  150) .  Of  course  the  water-  and  steam- 
cocks  must  be  exactly  regulated,  and  the  two  nozzles  must  have  a 
particular  shape,  so  that  only  a  fine  mist  and  no  coarser  drops  shall 
be  formed,  which  would  at  once  fall  to  the  bottom  and  only  dilute 
the  chamber-acid, 

Sprengers  process  labours  under  the  following  objections : — The 
spray-jet  contributes  next  to  nothing  to  the  draught,  and  very 
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little  to  the  mixing  of  the  gases  as  the  steam-jets  mix  them ;  and 
the  cooling  of  the  chamber  is  easily  carried  too  far,  below  the  tem- 
perature of  54°  C.  or  even  40^  C.  {the  minimum),  usually  assumed  as 
the  most  favourable  for  the  process.    Nor  can  it  be  assumed  that  a 
lai^e  chamber  can  in  this  way  be  so  uniformly  supplied  with  mois- 
ture as  by  a  steam-jet;  and  only  in  the  first  and  hottest  part  of 
the  set  might  the  spray-jet  be  employed  with  some  advantage.     In 
order  to  feed  a  chamber  by  spray-jets  it  would  have  to  receive  a 
number  of  apparatus;  and  the  complication  of  work  caused  thereby, 
as  well  as  the  other  drawbacks  mentioned  above,  will  not  be  coun- 
terbalanced by  the  saving  of  coals,  which  will  hardly  be  very  con- 
siderable.    In  fact  it  does  not  appear  that  SprengeFs  apparatus  has 
made  much  way  among  alkali-works. 

Arrangements  for  producing  the  Dratight  in  the 

Acid'Chambers. 

Already,  when  treating  of  the  burner-gas,  we  have  had  to  notice 
the  draught  which  is  necessary  in  the  whole  set  in  order  to  keep 
the  process  of  combustion  and  acid-formation  going;  and  we  have 
seen  that  the  hot  gaseous  mixture  in  itself  contains  the  conditions 
for  causing  a  draught,  since  it  is  much  lighter  than  the  air,  and 
thus  will  always  have  a  tendency  to  rise  from  the  burners  to  the 
chambers.  We  have  also  pointed  to  another  potent  source  of 
draught,  viz.  the  formation  of  liquid  sulphuric  acid  within  the 
chambers  from  mixture  of  the  gases,  which  must  necessarily  have 
an  aspirating  action,  although  not  only  from  the  burners,  but  from 
all  sides. 

Along  with  these  two  sources  of  draught  furnished  by  the  essence 
of  the  acid-making  process  itself,  there  must  always  be  another 
arrangement  for  causing  fuither  draught,  especially  because  other- 
vrise  the  current  of  gas  could  not  be  turned  into  the  required  direc- 
tion.    In  the  simplest  case  a  plain  outlet-pipe  behind  or  above  the 
last  chamber  will  su£Sce.     The  Belgian  Commission  of  1854  even 
preferred  this  arrangement  to  a  chimney ;  and  many  factories  work 
quite  well  in  this  way.     But  it  cannot  be  said  that  the  excessive 
draught  of  a  chimney  leads  to  a  loss  of  uncondensed  gas  and  too 
quick  a  passage  through  the  chambers ;  for  it  is  always  very  easy  to 
cut  off  an  excess  of  draught  by  a  damper  &c.  in  the  outlet ;  but  it  is 
nothing  like  so  easy  to  increase  the  draught  if  insufficient.   For  the 
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latter  object  a  special  steam-pipe  can  be  arranged  which  ends  in  a 
nozzle  turned  upwards  in  the  current  of  gas^  and  thus  causes  a  strong 
draught  in  the  way  well  known  and  practised  in  locomotive  engines. 
But  then  regulation  is  all  the  more  called  for^  lest  the  draught 
should  be  too  strong ;  and  in  the  end  a  cheap  source  of  draught,  viz. 
the  chimney,  has  been  replaced  by  a  dear  one,  without  any  gain  as 
to  constant  supervision  and  regulation.  We  should  accordingly 
always  prefer  a  chimney  to  a  steam-jet,  all  the  more  as  the  former 
will  always  be  necessary  in  any  case  for  the  steam-boilers.  Of 
course  the  chimney,  to  do  its  work,  must  be  higher  than  the 
chambers. 

It  comes  to  the  same  thing  as  a  chimney  if  the  outlet-pipe  fixed 
to  the  last  chamber  has  a  considerable  height — for  instance,  50  feet 
(in  the  south  of  France).  Where  several  sets  of  chambers  exist  in 
the  same  works,  it  is  preferable  to  carry  them  all  into  a  common 
chimney,  providing  the  connecting-pipe  of  each  set  with  a  contri- 
vance for  regulating  the  draught. 

The  employment  of  a  chimney  is  even  more  advisable  if,  as  is 
now  the  case  in  all  well-appointed  works,  a  Gay-Lussac  tower  is 
fixed  at  the  end  of  the  set.  In  this  case  the  draught  must  be  regu- 
lated with  even  greater  care  than  otherwise;  but  there  must  be  an 
excess  of  draught  at  disposal  to  begin  with.  It  is  also  a  great  con- 
venience if  the  ^^  sight  ^'  necessary  for  checking  the  work  of  the 
tower  (comp.  Chapt,  X.)  can  be  arranged  in  the  down-draught  near 
the  ground-level,  or  at  least  the  gangway  round  the  chambers.  If 
there  is  no  down-draught,  but  a  direct  top  draught  out  of  the  tower, 
it  is  always  necessary  to  mount  to  the  top  to  observe  the  ^'  sight." 
It  is,  however,  quite  possible  to  employ  the  tower  itself  as  a 
chimney,  if  it  is  built  with  its  top  a  good  deal  higher  than  the 
chambers ;  and  this  is  actually  done  at  several  works. 

The  more  recent  sets  of  chambers  at  Oker,  utilizing  the  configura- 
tion of  the  ground,  are  arranged  in  such  a  way  that  the  burners. 
Glover  towers,  chambers,  and  Gay-Lussac  towers  rise  one  above  the 
other,  terrace- wise.  The  outlet  of  the  whole  is  at  a  height  of  62  feet 
above  the  level  of  the  burner-grates.  Drawings  of  this  arrangement 
are  given  by  Brauning  (Preuss.  Zeitschr.  f.  Berg-,  Hiitten-  u.  Sali- 
nenwesen,  1877,  table  ii.).  It  is  stated  there  that  formerly  the 
draught  could  not  be  made  sufficient,  even  by  connecting  the  Gay- 
Lussac  towers  with  the  boiler-chimneys ;  but  this  only  proves  that 
the  latter  had  not  the  necessary  excess  of  drawing-power.     With 
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this  expensive  plan,  followed  at  Oker,  there  is  the  convenience  con- 
nected of  running  both  the  chamber-acid  and  the  Gay-Lusaac  acid 
into  the  Glover  tower  by  natural  fall ;  but  the  latter  could  only 
be  made  17  feet  high. 

It  has  been  noticed  at  Oker  that  a  veiy  long  draught-pipe,  con- 
necting the  last  chamber  with  the  tower,  affords  the  advantage  of 
neutralizing  to  some  extent  the  oscillations  of  the  outer  atmospheric 
pressure,  and  thus  facilitating  the  regulation.  Be  this  as  it  may, 
such  a  long  pipe,  although  it  causes  some  loss  of  draught  by  fric- 
tion, will  always  be  very  useful,  by  cooling  the  gas  previously  to 
entering  the  absorbing-tower. 

We  have  already  said  something  about  the  principles  according 
to  which  the  supply  of  air  ipust  be  regulated ;  and  we  shall  have  to 
come  back  to  this  in  the  next  Chapter.  Here  we  must  only  remark 
that  there  must  be  in  any  case  enough  total  draught  behind  the 
chambers,  but  not  too  much ;  otherwise,  even  if  the  burners  them- 
selves are  protected  against  excess  of  draught  by  diminishing  the 
air-holes  below  the  grates,  there  is  all  the  more  tendency  for  air 
to  enter  the  chambers  from  all  other  sides  through  the  finest 
chinks  and  thus  disturb  the  process.  If  the  draught  is  excessive, 
the  incubus  of  the  vitriol-maker,  pale  chambers,  at  once  makes  its 
appearance. 

Whether,  therefore,  the  draught  is  produced  by  a  chimney  or  by 
an  open  pipe,  there  must  always  be  some  contrivance  for  regulating 


Fig.  153, 


Fig.  154 
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it.  At  many  works  thia  is  done  by  a  simple  damper,  introduced 
into  the  respective  lead  pipe  by  a  slit,  luted  wiih  clay  or  not  at  all. 
The  arrangenient  ehown  in  fig.  153,  partly  in  elevation,  partly  in 
section,  and  In  fig.  154,  in  cross  section,  is  far  more  perfect.  The 
draught-pipe,  a  a,  is  widened  oat  into  a  rectangular  vessel  sur- 
rounded by  a  jacket,  bb,  forming  an  hydraulic  joint;  and  the  damper, 
c,  is  surrounded  on  all  sides  by  the  jacket  d  d,  dipping  into  the 
water  lute  at  b.  The  damper  is  raised  and  lowered  by  the  help  of 
the  chain,  pulley,  and  balance-weight,  e,f,g. 

In  continental  works  the  arrangement  shown  in  fig.  165  is  fre- 
quently met  with.      The  draught-pipe,  a  a,  is  interrupted  by  a 

fV.  155. 


wider  drum,  h,  divided  into  two  parts  by  a  horizontal  diaphragm,  c. 
The  latter  is  perforated  by  a  number  of  holes  whose  total  area  is 
somewhat  larger  than  that  of  the  pipe,  a  a.  "When,  therefore,  all  the 
holes  are  open,  there  is  no  obstacle  whatever  for  the  draught ;  but 
this  can  be  produced  at  will  by  closing  a  certain  number  of  the 
holes  with  clay  or  lead  plugs.  For  this  purpose  the  space  above 
the  diaphragm  is  accessible  by  a  small  door,  which  may  consist  of 
a  pane  of  glass,  d  (fig.  155),  to  which  another  on  the  other  side 
corresponds,  so  that  the  whole  at  the  same  time  serves  as  a  "Bight." 
C.  L.  Vogt  haa  patented  (on  July  29th,  1875)  a  peculiar  con- 
trivance for  producing  draught  in  acid-ehambers,  which  introduces 
the  air  along  with  the  necessary  steam  through  a  pipe  with  an 
opening  of  ^  inch.     The  steam  is  under  a  pressure  of  3  to  4  atmo- 
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spheres.  This  invention  seems  to  have  very  little  object.  As  a 
rule^  quite  enough  air  enters  through  the  burners ;  and  in  practice 
an  excess  of  it  is  much  oftener  to  be  feared  than  a  deficiency ;  only 
in  very  special  cases  can  such  an  arranG^ement  be  preferable  to  a 
chim^y. 

Although  we  have  in  a  previous  Chapter  excluded  the  use  of  a 
Combe's  anemometer  for  regulating  the  access  of  air  to  the  burners, 
because  it  is  too  delicate  an  instrument,  and  because  it  only  shows 
the  draught  in  the  place  which  it  occupies,  we  have  here  to  speak 
of  an  anemometer  adapted  for  controlling  the  draught  in  another 
place,  viz.  on  leaving  the  chambers.  This  is  Peclet's  differen- 
tial anemometer^  as  modified  by  Fletcher  and  Swan.  Fletcher's 
modification  is  described  in  the  Third  Annual  Report  on  the  Alkali 
Act,  1863,  by  the  Inspector,  for  1866,  p.  54  et  seq. ;  Swan's  (inde- 
pendently proposed  by  P.  Hart,  Chem.  News,  xxi.  p.  200)  in  the 
'Transactions  of  the  Newcastle  Chemical  Society,'  Jan.  26,  1871. 
Since  this  instrument  can  also  be  employed  usefully  for  other  pur- 
poses (as  for  the  muriatic-acid  condensers,  the  sulphur-recovery 
by  Mond's  process,  and  the  chimney -draught  generally),  we  shall 
here  give  a  description  of  it.  It  is  founded  upon  the  physical  prin- 
ciple that  a  current  of  air  passing  the  open  end  of  a  tube  causes  a 
partial  vacuum  in  the  tube.  If,  therefore,  a  straight  tube  is  intro- 
duced through  a  hole  into  a  chimney,  or  into  the  draught-pipe 
taking  away  the  chamber-gas,  so  that  the  gaseous  current  passes 
the  open  end  of  the  tube  at  a  right  angle,  a  partial  vacuum  will  be 
formed  in  the  latter,  proportionally  to  the  velocity  of  the  current. 
But  the  aspirating  action  of  the  chimney  will  be  equally  communi- 
cated to  this  tube ;  and  we  must  here  distinguish  between  these  two 
actions.  To  do  this,  we  must  introduce  two  tubes  into  the  chimney, 
one  of  which  ends  straight,  whilst  the  other  one  is  bent  to  a  right 
angle,  so  that  the  current  of  air  blows  into  it.  Both  tubes  will  now 
be  affected  by  the  aspirating  action  of  the  chimney ;  but  in  the 
straight  tube  this  is  increased  by  the  aspirating  action  of  the  cur- 
rent crossing  its  open  end,  whilst  in  the  bent  tube  it  is  diminished 
by  the  air  blowing  into  it.  The  difference  between  the  aspirating 
action  of  the  two  tubes  is  thus  reducible  to  the  action  of  the  current 
of  air ;  and  by  measuring  it  the  speed  of  that  current  can  be  ascer- 
tained. For  this  purpose  the  two  tubes  are  connected  with  a  U- 
sfaaped  glass  tube  containing  water  or  another  liquid ;  this  will  rise 
in  one  of  the  limbs  to  an  extent  corresponding  to  the  difference  of 
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suction.  Since  the  Bucking-action  of  tlie  chimiiey  acta  upon  both 
limbs,  it  is  eliminated,  and  the  difference  of  level  corresponds 
merely  to  the  different  action  exerted  by  the  current  of  air  upon 
the  straight  tube,  which  it  crosses,  and  the  bent  one,  into  whici  it 
blows.  This  action  rises  and  falls  vith  the  speed  of  the  current ; 
and  the  latter  accordingly  can  be  deduced  from  it.  Water  (used 
by  Peclet),  on  account  of  the  friction  exercised  in  the  U-tube,  ia 
only  adapted  for  currents  of  a  greater  speed  than  5  feet  per  second. 
Fletcher  overcame  this  difficulty  thus : — In  order  to  leasen  the 
friction,  he  employed  two  cylinders,  ad,  fig.  156,  of  4  inches 
diameter,  connected  at  the  bottom  by  a  narrow  tube,  b.  This 
arrangement  is  ten  times  as  sensitive  as  a  U-tube  of  0'4  inch 
width  would  be,  since  tbe  area  upon  which  the  pressure  acts  is 
increased  100-fold,  but  the  circumference  upon  which  friction  acta 

Yig.  166. 


only  10-fold.  The  rising  and  falling  of  the  liquid  is  observed  by 
means  of  metal  floats,  c  c,  upon  which  a  very  flue  horizontal  line  is 
marked  by  a  lathe  j  and  the  scale,  d,  provided  with  a  vernier  and  a 
yety  fine  adjusting-screw,  permits  the  difference  of  level,  down  to 
one  thousandth  part  of  an  inch,  to  be  read  off.  This  is  possible,  not 
with  water,  whose  mobility,  owing  to  its  adhesion  to  the  glass,  is 
too  slight,  but  with  eMer,  whose  adhesion  is  only  one  two-thousandth 
of  that  of  water.  The  two  glass  tubes,  e  and  f,  are  put  into  the 
draught-pipe,  k,  by  means  of  a  cork,  g,  at  right  angles  to  tbe  cur- 
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rent  of  gas  (so  that  it  blows  into  the  bent  tube^  /),  and  are  connected 
by  elastic  tubes^  h  i,  with  a  a'. 

It  remains  to  ascertain  the  relation  of  the  readings  to  the  speed 
of  the  currents.  In  any  case  the  pressures  indicated  by  the  ane- 
mometer must  correspond  to  the  square  of  the  speeds,  and  the 
formula  will  have  this  shape^ 

where  v  is  the  speed  of  the  gas  in  feet  per  second,  p  the  pressure  in 
inches  as  shown  by  the  anemometer,  and  c  a  constant.  In  order  to 
ascertain  the  value  of  c,  Fletcher  made  about  100  experiments  in 
an  iron  flue  of  14  inches  diameter  and  100  feet  length,  one  of  whose 
ends  was  open,  the  other  one  connected  with  a  high  factory-chimney, 
the  draught  being  exactly  regulated  by  a  damper.  In  the  open  end, 
by  dropping  sulphuric  acid  on  a  red-hot  brick  at  certain  intervals, 
white  clouds  were  generated,  whose  arrival  at  the  other  end  could  be 
observed  through  two  opposite  holes ;  the  time  elapsed  in  the  interval 
indicated  the  speed  of  the  current,  the  anemometer  being  read  off 
at  the  same  time.  Such  experiments  were  made,  by  altering  the 
damper,  at  speeds  varying  from  1  to  20  feet  per  second.  The  values 
of  c  were  computed  by  the  formula 

P 

and,  when  corrected  for  temperature  and  barometrical  pressure,  were 
found  to  agree  exactly — viz.,  on  the  average,  25*31  for  a  temperature 
of  60°  F.  (=  15°-5  C.)  and  a  pressure  of  30  inches  (=762  millims.) ; 
therefore  _ 

But,  later  on,  Fletcher  found  (Fifth  Annual  Report  on  the  Alkali 
Act,  p.  63  seq.),  by  a  number  of  experiments  in  three  flues  of  diffe- 
rent lengths,  the  mean  value  of  c= 28*50  at  60°  F.  and  29*92  inches 
pressure  (the  values  varied  from  27*38  to  29*21),  at  the  same  time 
deducing  a  mathematical  formula  for  it  by  assuming  that  the  suck- 
ing or  drawing-up  force  in  the  tube  was  equal  to  the  direct  force 
of  impact  of  the  current  of  air  on  the  surface  of  the  other  limb. 
Thus  we  have 

where  v  is  the  velocity  of  the  air  in  feet  per  second. 
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^= gravity =32*  18  feet  per  second^ 

w= weight  of  a  cubic  foot  of  air  at  60°  F.  and  29*92  inches  baro- 
metric pressure =0*076107  lb., 

P= pressure  in  pounds  per  square  foot  on  a  flat  surface  held  at 
right  angles  to  the  direction  of  the  current  of  air. 

Let  p  be  the  height  of  the  column  of  liquid  driven  up  the  tube, 
measured  in  inches,  W  the  weight  in  pounds  of  ^j  cubic  foot  of  this 
liquid.     Then 

P=j»W;  v^w=ffpW i  v=\/p^ — 

V  tff 

Where  the  liquid  used  is  water,  W  =  5*20833  and  «=  v^joT 46*92, 

If  ether  of  the  specific  gravity  0*740  be  employed,  and  the 
instrument  be  so  used  that  the  reading  is  double  the  actual  column 
of  ether  supported,  then 


t^=\/f^-J=  Vp.28-5^. 


2    w 

This,  as  will  be  seen,  closely  agrees  with  the  result  deduced  from 
the  experimental  observations. 

Fletcher  further  deduces  the  following  formula  for  corrections 
for  any  temperatures  diflferent  from  60°  F.  (/= degrees  Fahrenheit), 


''-\/^Sf/^2«-^^' 


and  for  any  variations  in  barometric  pressure  (A=inches), 

t^'=\/i'^  28-55, 

or,  if  the  velocity  is  to  be  reduced  to  feet  of  air  at  29*92  iQches=s760 
millims.  barometric  pressure. 


»=\/j 


PW^z""^-^^- 


The  complete  formula,  embodying  the  correction  for  variation  of 
temperature,  and  for  that  of  barometric  pressure,  is  therefore 


^  /      h         519       „o  __ 
''=VP2£F92-459+7^^'^^' 
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Usually,  however,  it  is  required  to  know  the  speed  of  the  current 
at  the  barometric  pressure  prevailing  at  the  time ;  and  then  the 
formula  is 


^  /  29-92       519        ^Q  ^^ 
^=Vi^-X->^459T-/^  28-55. 


459  +  / 

The  Table  given  on  p.  337,  for  the  speeds  corresponding  to  dif- 
ferent readings  of  the  anemometer,  is  computed  from  the  formula 

t;=  x/px  28-55; 

and  another  Table  is  added  for  correcting  the  variations  in  the 
temperature  of  the  current  of  gas.  The  corrections  for  small 
variations  in  the  barometrical  pressure  are  usually  not  consi- 
derable; but  they  can  be  made  by  means  of  the  above  formulae — 


^??^x  28-55, 


or 

X  28-55. 


29-92 

If  the  pressure  is  read  off  in  millimetres,  the  number  760  is  every- 
where substituted  for  29*92 ;  or  if  the  readings  are  in  millimetres 
and  the  speed  in  metres  per  second  is  required  to  be  known,  the 
constant  28-55  is  converted  into  another,  according  to  the  formula 

^|2^x  28-55  =  1-727; 
>/25-4 

so  that  the  formula  for  t/  and  //  in  metrical  measures  will  read 

i/= 1-727  i/y; 

A  correction  for  the  expansion  and  contraction  of  the  ether  in 
the  instrument  itself  is  mostly  unnecessary,  since  it  is  only  exposed 
to  the  ordinary  temperature ;  it  amounts  to  about  1  per  cent,  of 
the  speeds  shown  in  the  Table  for  each  10°  P.  (=5-55°  C.)  deviation 
from  60°  F., — more  for  temperatures  below,  less  for  temperatures 
above  60°  F. 

In  order  to  make  the  readings  more  exact,  first  the  height  of 
ether  in  one  of  the  limbs  is  noticed,  then  the  current  is  reversed 
by  connecting  the  tube  e  with  a  and  /with  a!  (fig.  157) ;  another 
reading  is  made ;  and  thus  twice  the  difference  of  pressure  caused 
by  the  suction  at/  is  found.     The  figure  thus  found  is  read  off  in 
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Table  I.  and  corrected  for  temperature  by  Table  II,     To  take  an 

instance,  let  the  first  reading  be  l-039j  and  the  second  reading, 

Rg.  157. 


after  reversing  the  current,  0*861,  the  difference  will  be  0*178. 
On  referring  to  Table  I.,  the  speed  1205  feet  per  second  will  be 
found.  This,  however,  is  only  true  if  the  temperature  of  the  air 
is  60°  F.  Should  it  in  the  case  in  question  be  520°  F.,  Table  11. 
gives  the  correcting  multiplier,  07280.  This,  multiplied  by  1205, 
is  8"772,  the  true  speed  of  the  current  if  measured  at  the  tempera- 
ture of  60°  F. 

This  instrument  is  not  influenced  by  soot,  heat,  or  corrosive 
vapours;  it  can  be  placed  at  some  distance  from  the  flue  to  be 
tested,  if  longer  elastic  tubing  be  used ;  and  it  can,  of  course,  be 
employed  both  for  aspirating  and  for  pressure  currenta  (fan-blasts 
&c.),  and  as  a  measure  for  the  speed  of  atmospheric  currents. 

To  be  sure,  like  every  other  anemometer,  Fletcher's  only  indi- 
cates the  pressure  at  the  place  occupied  by  its  receiving  portion ; 
and  accordingly  the  tubes  e  and /must  be  introduced  so  far  as  to 
reach  into  the  air-current  to  the  extent  of  about  one  sixth  of  the 
diameter  of  the  flue.  The  velocity  at  this  place  is  assumed  to  be 
nearly  equal  to  the  average;  but  this  is  very  doubtful,  and  there 
are  no  means  at  present  known  of  measuring  the  absolute  quan- 
tities of  air  passing  through  a  flue  of  any  considerable  sectional 
area  with  any  degree  of  certainty. 
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^*"  ^'—Shotoing  the  Speed  of  Ourrents  of  Air  as  indicat 

Ether  Anemometer, 

v=v>x  28-55. 
Temperature  60°  Fahr.     Barometer  2992  inches. 


o-ooi 

0-002 
0<XJS 


O'OOB 

0-007 


€HM0 

ooio 

0012 

0013 

0-014: 

0-015 

0-016 

0-017 

0018 

0-019 

0-020 

0021 

0H)22 

0-023 

0-024 

0-025 

0-026 

0-027 

0-028 


ft.  per  aec. 
0-903 
1277 
1564 
1-806 
2-019 
2-212 
2-SS9 
2'3S4 
2'709 

2S^^ 
2-994: 


3-1*27 

3-378 
3-497 
3-012 

3-830 

3-93^ 
^-038 
4-1  ST 

4:-3SO 
4-4:23 

4-<5l^ 

^eo4. 

4-091 

4-777 

4-saf 
4-9^^ 

3'i^Z 


Manometer 

Speed  of  air. 

1 
Manometer 

reading. 

reading. 

in. 

ft  per  seo. 

in. 

0047 

6-189 

0093 

0-048 

6-255 

0-094 

0-049 

6-320 

0095 

0-050 

6-384 

0-096 

0051 

6-448 

0-097 

0O52 

6-510 

0-098 

0-053 

6-572 

0-099 

0054 

6-634 

0100 

0055 

6-695 

0-102 

0056 

6-756 

0-104 

0057 

6-816 

0106 

0-058 

6-876 

0-108 

0-059 

6-935 

0110 

0-060 

6-993 

0-112 

0-061 

7-051 

0-114 

0-062 

7109 

0-116 

0-063 

7-166 

0-118 

0064 

7-223 

0-120 

0065 

7-279 

0-122 

0066 

7-335 

0-124 

0-0(57 

7-390 

0126 

0-068 

7-445 

0128 

0-069 

7-500 

0130 

0-070 

7-554 

0132 

0-071 

7-608 

0134 

0-072 

7-661 

0-136 

0-073 

7-713 

0-138 

0-074 

7-766 

0-140 

0075 

7-819 

0-142 

0-076 

7-871 

0-144 

0-077 

7-922 

0-146 

0078 

7-974 

0148 

0-079 

8025 

0-150 

0-080 

8-075 

0-152 

0081 

8-126 

0-154 

0-082 

8-175 

0-156 

0-083 

8-225 

'      0-158 

0084 

8-276 

0-160 

0-085 

8-324 

0-162 

0-086 

8-373 

0-164 

0-087 

8-421 

0166 

O-088 

8-469 

0-168 

O089 

8-517 

0-170 

O-090 

8-566 

0-172 

0091 

8-613 

0-174 

0-092 

8-660 

0176 

838 
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Table  I.  (continued)  • 


Manometer 
reading. 

Speed  of  air. 

Manometer 
reading. 

Speed  of  air. 

Manometer 
reading. 

Speed  of  air. 

in. 

ft.  per  sec. 
12-05 

in. 

ft.  per  sec. 
15-23 

in. 

ft  per  sea 
17-83 

0178 

0-284 

0-390 

0180 

12-11 

0-286 

15-28 

0392 

17-88 

0182 

12-18 

0-288 

16-33 

0-394 

17^3 

0-184 

12-26 

0-290 

15-38 

0-396 

17-98 

0-186 

1231 

0-292 

15-44 

0-398 

18-02 

0-188 

12-38 

0-294 

1549 

0-400 

18-06 

0-190 

12-46 

0-296 

15-54 

0-402 

18-11 

0-192 

1251 

0-298 

15-59 

0-404 

18-16 

0-194 

12-57 

0-300 

15-64 

0406 

18-20 

0-196 

12-64 

0-302 

15-70 

0-408 

18-24 

0198 

12-71 

0-304 

15-75 

0-410 

18-28 

0200 

12-77 

0-306 

15-80 

0-412 

1833 

0-202 

12-83 

0-308 

15-85    . 

0-414 

18-38 

0-204 

12-90 

0-310 

15-90 

0-416 

18-42 

0-206 

12-96 

0-312 

16-96 

0-418 

18-46 

0-208 

13-02 

0-314 

16-00 

0-420 

18-50 

0-210 

1308 

0-316 

16-06 

0-422 

18-55 

0-212 

1315 

0-318 

16-10 

0-424 

18-60 

0-214 

1321 

0-320 

1616 

0-426 

18^ 

0-216 

13-27 

0-322 

16-20 

0-428 

18^ 

0-218 

13-33 

0-324 

16-25 

0-430 

18-72 

0-220 

13-39 

0-326 

16-30 

0-432 

1877 

0-222 

13-45 

0-328 

16-35 

0-434 

18-82 

0-224 

13-51 

0-330 

16-40 

0-436 

18-86 

0-226 

13-57 

0-332 

16-46 

0-438 

1890 

0-228 

13  63 

0-334 

16-50 

0-440 

18-94 

0-230 

13-70 

0-336 

1655 

0-442 

18^ 

0-232 

13-76 

0-338 

16-60 

0-444 

19-03 

0-234 

13-82 

0340 

16-66 

0446 

19-07 

0-236 

13-88 

0-342 

1670 

0-448 

1911 

0-238 

13-94 

0-344 

16-76 

0-460 

1915 

0-240 

1399 

0-346 

16-80 

0-452 

19-20 

0-242 

14-05 

0-348 

16-85 

0-464 

19^4 

0-244 

1411 

0-350 

1689 

0-456 

19-28 

0-246 

14-17 

0-352 

16-94 

0-458 

19-32 

0-248 

14-23 

0-354 

16-99 

0-460 

1936 

0-250 

14-28 

0-356 

17-04 

0-462 

19-41 

0-252 

14-34 

0-358 

17-09 

0-464 

19-45 

0-254 

14-40 

0-360 

1713 

0-466 

19-49 

0-256 

14-46 

0-362 

17-18 

0-468 

19-63 

0-258 

14-50 

0364 

17-23 

0-470 

19-57 

0-260 

14-56 

0-366 

17-28 

0-472 

19^2 

0-262 

14-62 

0-368 

1733 

0-474 

19^ 

0-264 

14-68 

0-370 

17-37 

0-476 

19-70 

0266 

14-74 

0-372 

17-42 

0-478 

19-74 

0-268 

14-79 

•  0-374 

17-47 

0-480 

19-78 

0-270 

14-84 

0-376 

17-52 

0-482 

19-82 

0-272 

14-90 

0-378 

17-56 

0-484 

19-86 

0-274 

14-96 

0-380 

17-60 

0-486 

19^ 

0-276 

1501 

0-382 

17-65 

0-488 

19-94 

0-278 

15-06 

0-384 

17-70 

0-490 

19-98 

0-280 

15-11 

0-386 

17-75 

0-492 

20O2 

0-282 

1517 

0-388 

17-79 

0-494 

20-06 
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Table  I.  (continued) 
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Manometer 
reading. 

Speed  of  air. 

Manometer 
reading. 

Speed  of  air. 

Manometer 
reading. 

Speed  of  air. 

in. 

ft.  per  860. 
2d'10 

1 

in. 

ft  per  see 
21-94 

in. 

ft.  per  sec. 
&-89 

0-496 

0-590 

0-700 

0-498 

20-14 

0-600 

2212 

0-750 

24-73 

0-500 

20-18 

0-610 

2230 

0-ax) 

25-54 

0-510 

20-38 

0620 

22-48 

0-850 

26-32 

0-520 

20-58 

0-630 

22-66 

0-900 

27-08 

0-530 

20-78 

0-640 

22-84 

0-950 

27-83 

0-540 

20-98 

0-650 

2302 

1000 

28-55 

0-560 

2117 

0-660 

23-20 

1-250 

31-93 

0-560 

21-37 

0-670 

23-38 

1-500 

34-97 

0-570 

21-66 

0-680 

23-55 

1-750 

37-77 

0-580 

21-75 

0-690 

2372 

2-000 

40-37 

/   519 
Table  II. — Showing  the  Values  of  \/  j^^r — r  for  Valties  of 

tfrom  0  to  1000;  or  Corrections  for  Temperature. 


t. 

t. 

/  519 

t. 

/  519 

/  519 

degrees 
Fahrenheit 

^  459-f  J{" 

degrees 
Fahrenheit 

\/  459+j;' ; 

degrees 
Fahrenheit. 

\/  459+jf 

0 

10634 

130 

0-9388 

200 

0-8497 

6 

1-0577 

135 

0-9348 

265 

0-8467 

10 

10520 

140 

0-9309 

270 

0-8438 

15 

1-0464 

145 

0-9270 

275 

0-8409 

20 

1-0109 

160 

0-9232 

280 

0-8380 

25 

1-0355 

155 

0-9194 

285 

0-8362 

30 

1-0302 

160 

09166 

290 

0-83-24 

35 

1-0250 

165 

0-9119 

295 

0-8296 

40 

10198 

170 

09083 

300 

0-8269 

45 

10148 

175 

09047 

305 

0-8242 

50 

1-0098 

180 

0-9012 

310 

0-8215 

55 

1-0049 

185 

08977 

315 

0-8189 

60 

1-0000 

190 

0-8943 

320 

0-8163 

65 

0-9952 

195 

0-8909 

325 

0-8137 

70 

0-9905 

200 

0-8875 

330 

0-8111 

75 

0-9868 

205 

0-8841 

335 

0-8085 

60 

0-9812 

210 

0-8808 

340 

0-8060 

85 

0-9767 

216 

0-8775 

345 

0-8035 

90 

0-9723 

220 

0-8743 

350 

0-8010 

95 

0-9679 

225 

0-8711 

355 

0-7985 

100 

0-9636 

230 

0-8680 

360 

0-7960 

105 

0-9593 

235 

0-8649 

365 

0-7936 

110 

0-9551 

240 

0-8618 

370 

0-7912 

116 

0-9509 

245 

0-8687 

375 

0-7888 

120 

0-9468 

260 

0-8657 

380 

0-7866 

125 

0-9428 

255 

0-8627 

385 

0-7842 

z3 
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Table  II.  (continued). 


t. 

t. 

1 

/  519 

/  519 

/  519 

degrees 
Fahrenheit 

\/  459+<" 

degrees 
Fahrenheit, 

\/  459+^' 

1     degrees 
i  FeJirenheit. 

\/  459-f  ^' 

390 

0-7819 

695 

07017 

800 

0-6420 

395 

0-7786 

600 

07000 

805 

0^07 

400 

0-7763 

605 

0^983 

810 

06395 

406 

0-7741 

610 

0-6967 

815 

0-6382 

410 

07729 

615 

0-6951 

820 

0-6369 

415 

07707 

620 

0-6935 

825 

0-6357 

420 

0-7685 

625 

0-6919 

830 

06345 

425 

0-7663 

630 

0-6903 

835 

0-6333 

480 

0-7641 

635 

0-6887 

840 

0-6321 

435 

0-7619 

640 

06871 

846 

0-6309 

440 

0-7598 

645 

0-6856 

8.W 

0-6297 

445 

07577 

650 

0-6841 

855 

0-6285 

450 

07656 

655 

0-6826 

860 

06*273 

465 

0-7535 

6(K) 

0-6811 

865 

06261 

460 

07514 

665 

0-6796 

870 

06249 

465 

07494 

670 

0-6781 

875 

06237 

470 

0-7474 

675 

0-6766 

880 

06225 

475 

0-7464 

680 

0-6751 

885 

06214 

480 

07434 

685 

06736 

890 

0-6203 

485 

07414 

690 

0-6721 

895 

0-6192 

490 

07394 

695 

0-6706 

900 

0-6181 

495 

07375 

700 

0-6691 

905 

0-6169 

500 

07356 

705 

0-6676 

910 

0-6158 

505 

07337 

710 

0-6662 

915 

06147 

510 

0-7318 

715 

0-6648 

920 

06136 

515 

07299 

720 

0-6634 

925 

06125 

520 

07280 

725 

0-6620 

930 

0-6114 

626 

07261 

730 

0-6606 

935 

0-6103 

630 

07243 

735 

0-6592 

940 

06092 

635 

07225 

740 

0-6578 

&45 

0-6081 

640 

0-7207 

745 

0-6565 

950 

06070 

545 

07189 

750 

0-6552 

955 

oea'io 

650 

07171 

755 

0-6538 

960 

0-6048 

W>5 

07153 

760 

06524 

965 

0-6037 

560 

07137 

765 

0-6511 

970 

0-6026 

565 

07119 

770 

0-6498 

976 

06015 

670 

07102 

775 

0-6485 

980 

0-6004 

575 

07085 

780 

0-0472 

985 

0-5994 

580 

0-7068 

785 

0-6459 

990 

0-5984 

585 

0-7051 

790 

0-6446 

995 

0-6974 

590 

07034 

795 

0-6433 

1 

1000 

0-6964 

Fletcher's  anemometer  has  been  improved  by  Swan  in  the  fol- 
lowing way.  In  lieu  of  the  4-inch  cylinders  he  takes  a  U-tube 
of  \  inch  diameter,  narrowed  in  the  bend  to  diminish  the  oscilla- 
tions. The  tube  is  10  inches  long,  and  placed  with  an  inclination 
of  1  in  10 ;  each  limb  has  a  scale  and  vernier,  the  latter  partly 
made  of  glass  and  covering  at  the  same  time  the  scale  and  the 
tube,  so  that  it  is  easy  to  read  ofE  to  yf^^  inch.     The  ends  of  the 
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tabe  are  connected  with  a  two-way  cock,  so  that  the  current  can 
be  reversed  without  opening  any  joint.     Pig.  158  shows  the  instru- 


ment  as  seen  from  above,  so  that  its  incUnation  to  the  vertical  line 
does  not  appear.  It  is  fixed  on  a  stand  provided  with  a  spirit-level 
and  adjusting-screws.  It  is  employed  just  like  Fletcher's  anemo- 
meter ;  but,  owing  to  the  inclination  of  1  in  10,  the  column  of  ether 
in  the  tube  occupies  ten  times  the  space  corresponding  to  its  height, 
and  the  reading  to  jj^  inch  gives  thus  the  same  result  as  the  very 
difficult  one  to  -j-^gg  inch  in  Fletcher's  instrument.  The  narrow- 
ness of  the  tubes  docs  not  matter  in  the  case  of  ether,  as  the  friction 
may  be  entirely  neglected  with  this  substance  (recently  Fletcher 
himself  has  come  back  to  ordinary  U-tubes,  giving  up  the  cylinders 
and  floats).  Swan's  anemometer  must  always  be  placed  exactly 
level  in  the  direction  of  its  length ;  hut  it  need  not  be  levelled 
across,  if  a  reading  be  made  in  one  limb,  the  two-way  cock  turned, 
and  the  new  reading  in  the  same  limb  subtracted  from  the  first ; 
tbus  it  is  unnecessary  to  read  off  at  both  limbs,  which  would  involve 
levelling  across  as  well.  The  speeds  are  found  from  Fletcher's 
table,  dividing  the  readings  by  10. 

Other  instruments  for  measuring  the  draught  are,  for  instance, 
tbose  of  Kretz  (Dingl.  Journ,  cxc.  p.  16),  of  Ramsbottom  {ib. 
clxxx.  p.  334),  of  Scheurer-Kestncr  {ib.  ccvi.  p.  448  and  ccxxi. 
p.  427),  none  of  which  can  vie  with  Fletcher's  in  sensitiveness. 
The  very  ingenious  anemometer  of  Hurler  (Dingl.  Journ.  ccixix. 
p.  160}  is  only  adapted  for  laboratory  use. 


842  SULPHURIC  ACID. 


CHAPTER  IX. 

THE  CHAMBER-PROCESS. 

In  order  to  start  a  set  of  chambers,  first  of  all  its  bottom  must  be 
covered  with  acid.  This  is  absolutely  necessary  when  the  sides  are 
not  burnt  to  the  bottom,  but  hang  loosely  down  into  its  upstand, 
as  here  an  hydraulic  lute  is  required  to  keep  the  gas  within  the 
chamber.  Enough  liquid  for  the  sides  just  to  to  dip  into  it  is 
sufficient ;  for  as  the  lead  expands  on  the  chamber  getting  warm, 
and  as  the  liquid  constantly  increases  by  condensation,  the  hydraulic 
lute  is  constantly  improving.  However,  for  reasons  to  be  stated 
hereafter,  it  will  be  preferred  to  make  the  depth  of  acid  as  great  as 
possible  from  the  outset.  Only  in  an  extreme  case  ought  water  to 
be  taken  for  luting  the  chamber ;  acid  should  rather  be  bought 
elsewhere  at  some  expense  to  avoid  this.  If  it  can  be  done,  the 
proper  thing  is  to  take  the  bottom-acid  at  once  about  90°  Tw. 
strong.  If  this  cannot  be  done,  this  strength  ought  at  least  to  be 
approached  as  nearly  as  possible.  The  reason  why  starting  a 
chamber  with  water  or  very  weak  acid  should  be  avoided  is,  that 
otherwise  the  vapour  of  nitric  acid  dissolves  in  the  bottom-liquid 
and  acts  upon  the  lead.  Even  if  all  the  nitric  acid  were  decomposed 
by  sulphurous  acid,  from  the  hyponitric  acid  in  contact  with  water 
nitric  acid  (along  with  nitrous  acid)  would  be  regenerated  and  the 
lead  acted  upon ;  and  nitrous  acid  itself  in  contact  with  water  de- 
composes with  formation  of  nitric  acid. 

Quite  apart  from  this  action  on  the  lead,  starting  the  cham- 
bers with  water  causes  great  loss  in  the  beginning,  because  the 
chamber-process  only  goes  on  properly  when  there  is  an  abundant 
quantity  of  pretty  strong  acid  at  the  bottom  of  the  chambers.  If 
the  sides  are  burnt  to  the  bottom,  it  is  even  preferable  to  start  a 
chamber  dry  to  starting  it  with  water ;  but  otherwise  a  layer  of 
about  4  inches  of  acid  on  the  bottom  of  such  chambers  is  preferred. 
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Supposing  the  chambers  to  be  luted  with  add^  and  the  burners 
to  be  heated  up  so  that  they  can  be  charged^  the  connexion  between 
them  and  the  chambers  is  made  and  the  burner-gas  allowed  to 
enter.  Of  course  sufficient  draught  is  given^  and  nitric  acid  ad- 
mitted at  once^  but  at  first  no  steam^  in  order  not  to  dilute  the 
bottom-acid  too  much.  The  nitric  acid  is  introduced  precisely  in 
the  same  way  as  later  on^  either  in  the  gaseous  or  liquid  form.  At 
first  about  three  or  four  times  as  much  is  put  in  as  is  necessary 
afterwards^  because  there  must  be  a  stock  of  nitre-gas  collected  in 
the  chambers^  which  afterwards  needs  only  to  be  renewed  so  far  as 
any  loss  is  suffered.  Liquid  nitric  acid  can  be  introduced  much 
more  quickly  than  gaseous^  since  the  latter  depends  upon  the  heat 
of  the  burner-gas  working  the  nitre-oven ;  but  with  liquid  acid  the 
thing  must  not  be  oyerdone^  since  it  might  not  be  decomposed  on 
the  cascades  &c.^  and  arrive  as  such  at  the  bottom.  At  the  begin- 
ning from  12  to  15  parts  of  nitrate  of  soda^  or  a  corresponding 
quantity  of  nitric  acid,  will  be  employed  to  100  parts  of  sulphur ; 
and  this  will  be  continued  till  the  last  chamber  turns  yellow; 
then  the  quantity  is  gradually  diminished  till  the  proper  point  is 
reached. 

MacCulloch  (Chem.  News,  xxvii.  p.  136)  prescribes  starting 
chambers  by  admitting  steam  and  nitre-gas  from  the  steam  column 
(comp.  the  next  Chapter)  for  five  or  six  hours  before  the  burner- 
gas  is  admitted.  In  that  case^  he  says,  the  chamber  works  well 
from  the  first,  and  in  one  instance  showed  acid  of  1'65  at  the  drips 
already  in  12  hours.  This  may  be  so ;  but  that  process,  wliile  saving 
a  little  time  and  possibly  a  little  nitre,  from  the  outset  detracts 
much  firom  the  durability  of  the  chambers,  since  during  the 
five  or  six  hours  when  they  receive  only  steam  and  nitre-gas 
very  much  nitric  acid  must  condense,  and  whatever  is  gained 
by  the  drips  is  again  lost  by  the  previous  dilution  of  the  bottom- 
acid. 

As  soon  as  the  drips  and  test-plugs  prove  that  sulphuric  acid  is 
already  forming  in  the  chamber,  steam  is  admitted,  usually  on  the 
second  day,  but  at  first  with  much  caution.  Then  all  the  factors 
of  vitriol-making  are  at  work,  and  the  same  rules  are  now  valid  as 
for  the  ordinary  process.  If  every  thing  is  in  proper  order,  and  if 
plenty  of  nitre  is  used  (none  of  which,  with  a  Gay-Lussac  tower, 
is  lost),  a  chamber  may  be  in  regular  working  order  on  the  foxurth^ 
sometimes  even  on  the  third  day  after  starting. 
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The  object  of  a  regular  chamber-process  is  of  course  this : — to 
make  from  a  given  quantity  of  brimstone  or  pyrites  the  greatest 
possible  quantity  of  sulphuric  acid  with  the  smallest  possible  con- 
sumption of  nitre.  We  may  add  at  once,  as  less  decisive,  but  still 
of  importance,  to  make  the  chamber-acid  as  strong  as  is  compatible 
with  the  two  conditions  just  stated  and  with  a  saving  of  the  chamber- 
lead.  In  order  to  attain  that  object,  the  attention  of  the  chamber- 
manager  must  be  directed  to  many  points,  some  of  which  have 
already  been  treated  of  in  detail,  whilst  others  must  be  enlarged 
upon  here. 

1st.  Complete  Combustion  of  the  Sulphur-ore. — ^This,  with  brim- 
stone, follows  as  a  matter  of  course ;  with  pyrites  it  is  much  more 
diflBcult  (compare  about  this  p.  172  et  seq.), 

2nd.  Proper  Composition  of  the  Burner-gas. — ^This  also  has  been 
treated  of  in  the  7th  Chapter ;  and  we  will  here  merely  repeat  that 
the  proper  composition  of  the  burner-gas  almost  entirely  depends 
upon  the  proper  regulation  of  the  draught.  We  have  already  seen 
(p.  179)  that,  apart  from  chemical  analysis,  there  are  practical  tests 
to  show  at  the  burners  whether  the  draught  is  right  or  not.  But 
at  the  chambers  themselves  this  must  equally  be  looked  to,  by 
i^eans  of  the  man-lids  in  the  top,  or  the  test-plugs  (p,  301),  or  by 
manometers  or  anemometers  (pp.  301  and  322) .  Generally,  the 
following  rules  can  be  laid  down  : — 

In  a  set  of  three  chambers  the  first  chamber  should  show  an  out- 
ward pressure,  and,  accordingly,  the  gas  should  issue  in  force  when- 
ever a  plug  is  opened.  In  the  middle  chamber  the  gas  should  be 
pretty  nearly  in  equilibrium  with  the  outer  air ;  in  any  case  there 
should  be  rather  a  little  outward  pressure  than  any  inward  suction. 
In  the  last  chamber  there  should  be  some,  but  very  little,  inward 
suction ;  and  behind  it,  but  before  the  damper,  the  suction  should 
be  very  perceptible.  Knapp  compares  the  chambers  to  a  lake 
traversed  by  a  river:  the  speed  of  current  at  its  inlet  is  dimi- 
nished in  the  interior  of  the  wide  basin  to  an  insensible  point; 
but  at  the  outlet  in  the  narrow  draught-pipe  it  again  comes  out 
with  the  same  strength  as  at  first.  Payen's  'Precis'  (i.  p.  318) 
states  the  speed  of  the  gas  within  the  chambers  to  be  8  to  10  inches 
per  minute. 

Generally,  it  may  be  said  that  the  draught  must  be  sufficient  to 
obtain  a  proper  working  of  the  burners  and  proper  composition  of 
the  gas,  but  no  more  than  this.    In  England  this  has  nearly  always 
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(down  to  the  most  recent  period  at  least)  been  observed  merely  by 
practical  indications^  in  Germany  quite  as  generally  by  gas-analysis ; 
and  the  rule  given  can  here  be  stated  more  precisely  in  this  form : — 
There  is  so  much  draught  given  that  the  burner-gas  from  brimstone 
approaches  a  percentage  of  11  percent.,  that  from  pyrites  8*5 
per  cent.  SO^i  as  far  as  circumstances  permit,  and  that  the  gas 
issuing  at  the  end  still  contains  5  or,  better,  6  per  cent,  of 
oxygen. 

Too  much  draught  causes,  with  brimstone,  a  sublimation  of  the 
same ;  with  pyrites  also  too  rapid  a  combustion,  and  consequently 
a  formation  of  scars.  If  very  high,  it  produces  cooling  by  the  inert 
excess  of  air,  also  poor  gas,  defective  utilization  of  the  chamber- 
space,  aspiration  of  air  through  all  chinks  of  the  chambers^ 
carrying  away  of  sulphurous  acid  and  of  nitrogen  oxides. 

Insufficient  draught  causes  the  burners  to  become  too  hot,  the 
formation  of  scars,  incomplete  burning  of  the  ore  (and  consequently 
again  poor  gas),  blowing  out  of  the  burners,  connecting- pipes,  and 
chambers  from  all  crevices  (especially  when  any  working-doors  are 
opened),  insufficient  oxidation  of  sulphurous  acid  within  the  cham- 
bers, and  escape  of  nitre-gas  because  the  oxygen  for  forming  absorb- 
able nitrogen  oxides  is  not  present. 

Either  causes  (as  a  consequence  of  the  above)  a  bad  yield  of  vitriol, 
large  consumption  of  nitre,  escape  of  sulphurous  acid  into  the  air. 
Further  proof  is  not  required  to  show  the  importance  of  regulating 
the  draught  as  accurately  as  possible. 

In  the  case  of  poor  ores,  and  those  the  sulphur  of  which  is  not 
readily  given  off,  also  in  the  case  of  burners  admitting  too  much 
false  air,  such  as  the  old  Belgian  burners,  too  much  air  gets  into 
the  chambers,  and  the  yield  is  consequently  always  very  bad.  At 
Oker,  for  instance,  in  1859,  from  a  50-per-cent.  pyrites  only  100 
instead  of  300  per  cent,  of  strong  vitriol  was  obtained,  with  a 
consumption  of  14*4  parts  of  nitre  to  100  sulphur  (Knocke,  in 
Wagner's  Jahresb.  1859,  p.  148);  and  the  Belgian  Commission 
states,  for  the  four  works  examined,  the  yield  ==242,  237,  259,  and 
238  parts,  instead  of  306  as  required  by  theory.  They  were  able 
to  detect  in  the  escaping  gas  0*38  to  1*26  per  cent,  of  sulphurous 
acid,  and  11*7  to  17*4  per  cent,  of  free  oxygen. 

The  regulation  of  the  steam  is  one  of  the  most  important  parts  of 
chamber-management,  and  should  always  be  taken  in  hand  by  the 
superintendent  himself,  especially  if  the  tension  in  the  steam-boiler 
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is  kept  nearly  equal :  of  course  a  registering  steam-gauge  (p.  821) 
affords  much  greater  security.  The  round  of  the  chambers  should 
be  made  two  or  three  times  a  day ;  at  some  works  it  is  made  once 
every  other  hour.  The  indicator  for  the  admission  of  steam  is  the 
strength  of  acid  from  the  drips  (p.  299) ,  and  that  of  the  bottom-acid, 
taken  from  the  place  where  it  is  strongest  (that  is^  just  opposite 
to  the  inlet  from  the  next  chamber).  The  two  are  neyer  identical ; 
the  drip-acid  is  always  several  degrees  stronger  than  the  bottom- 
acid^  but  mostly  in  about  the  same  proportion.  The  steam  ought 
to  be  regulated  so  that  the  bottom-acid  in  the  first  chamber  does 
not  exceed  124°  Tw.  in  strength ;  128°  is  too  much.  Below  120° 
it  is  not  necessary  to  go,  although  it  was  formerly  quite  general 
in  continental  works,  and  is  still  a  very  common  rule,  especially  in 
German  works,  not  to  make  the  acid  in  the  'Harge  chamber 
stronger  than  106°,  or  at  most  113°  Tw.  The  ''large  chamber 
corresponds  to  the  first  chamber  of  the  English  system,  which 
likewise  receives  all  the  acid  made  by  all  the  other  chambers,  and  in 
which  also  by  far  the  largest  portion  of  the  acid-making  process  is 
going  on,  even  when  it  is  followed  by  several  other  chsonbers.  It 
therefore  requires  much  more  steam  than  the  others.  If  a  Glover 
tower  is  present,  it  also  receives  all  the  steam  generated  in  this ;  but 
it  requires  in  every  case  a  separate  steam-jet,  about  whose  introduc- 
tion p.  322  should  be  compared.  It  has  been  proved  by  manifold 
and  long  experience  that  the  process  goes  on  quite  normally,  and 
a  maximum  of  acid  is  made,  and  that  also  the  chamber-acid  retains 
no  nitrogen  compounds,  if  the  strength  in  the  first  chamber  does 
not  exceed  124°  Tw.  It  may  be  said  that  the  continental  usage  of 
making  the  acid  only  106°  to  113°  Tw.  means  simply  a  waste  of 
steam  and  a  greater  tax  upon  the  concentratiQg-apparatus,  without 
any  advantage  to  make  up  for  this. 

The  drips  in  the  first  chamber  ought  generally  not  to  exceed  132^ 
to  136°;  but  even  144°  is  sometimes  reached  without  any  harm  to 
the  yield  or  to  the  chambers. 

P.  W.  Hofmann  has  proposed  a  very  different  procedure  from 
the  usual  one  (Deutsch.  chem.  Ges.  Ber.  iii.  p.  5),  based  upon  the 
fact  that  sulphurous  acid  conducted  into  sulphuric  acid  of  1'70  con- 
taining much  nitric  acid  forms  ''chamber-crystals^'  (SOjOH  .  NOj), 
but  no  nitrous  oxide  (N^^O) ;  but  in  the  case  of  more  dilute  acid^ 
say  of  1*50,  much  N^O  is  formed.  Hofmann  explains  this  (some- 
what doubtful)  fact  thus,  that  in  the  latter  case  no  concentrated 
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vitriol  is  present  which  could  form  chamber-crystals.  He  conse- 
quently in  his  first  chamber  (which  was  only  a  tambour  of  3500 
cub.  feet  capacity)  diminished  the  steam  to  such  an  extent  that  only 
vitriol  of  1*7  was  produced ;  and  he  found  that  now  much  less  nitre 
was  required  for  the  same  weight  of  vitriol.  By  always  bringing 
up  the  strength  of  the  chamber-acid  to  1*7  when  it  had  fallen  below 
this,  by  means  of  acid  of  170°  Tw.,  he  obtained  a  saving  of  1  lb.  of 
nitric  acid  to  100  lb.  of  sulphur. 

Of  course  in  this  case  the  strong  nitrous  vitriol  was  not  drawn  off 
for  use^  but  run  into  the  next  weaker  chamber,  where  it  gave  up 
its  nitre  on  dilution  (Spence,  Chem.  News,  xxi.p.  132;  Hofmann^ 
ibid.  p.  164).  Spence  proposed  as  an  improvement  (ibid.  p.  189) 
rather  to  keep  the  second  and  third  chamber  at  a  strength  of  1*715^ 
in  order  to  condense  the  nitre-gas  by  Hofmann^s  plan,  and  to  run 
the  vitriol  charged  with  nitre  to  the  first  chamber,  which  is  amply 
supplied  with  steam,  and  where  the  nitre  would  again  be  given  off 
for  further  utilization.  This,  no  doubt,  is  the  most  rational  way  of 
carrying  out  Hofmann^s  proposal ;  but  it  never  seems  to  have  struck 
Spence  that  in  this  way  his  second  and  third  chambers  were  simply 
used  in  lieu  of  a  Gay-Lussac  tower,  his  first  in  lieu  of  a  denitra- 
ting  apparatus,  thus  losing  active  chamber-space  without  attaining 
any  thing  like  the  saving  of  nitre  possible  with  proper  apparatus. 
Spence  mentions  that  by  his  plan  he  only  used  60  cwt.  of  nitre  per 
week  in  lieu  of  82  cwt. ;  but  from  his  own  figures  Hewett  proves 
(Chem.  News,  xxi.  p.  200)  that  he  formerly  had  used  the  enormous 
quantity  of  12  per  cent,  of  nitre  to  the  sulphur,  and  that  thus  even 
the  crude  system  of  nitre-recovery  inherent  in  his  plan  could  not 
but  effect  a  certain  saving.  Spence  himself,  later  on  (ibid.  p.  224), 
expresses  himself  very  doubtfully  about  the  value  of  Hofmann's 
plan ;  and  nothing  further  has  been  heard  of  it. 

The  injurious  action  upon  the  lead  apprehended  by  Gibbins  (ibid, 
p.  132)  is  contradicted  by  Hofmann  (ibid.  p.  164) .  So  long  as  it 
is  not  known  with  what  positive  consumption  of  nitre  and  what 
yield  of  vitriol  Hofmann  has  been  working,  nothing  can  be  made 
of  the  alleged  saving  of  1  per  cent,  of  nitre.  Since  the  general 
introduction  of  Gay-Lussac  and  Glover  towers  his  plan,  anyhow, 
has  lost  any  importance  it  may  have  possessed. 

The  acid  in  the  second  chamber  of  a  set,  or  the  middle  portion  of  a 
large  single  chamber,  ought  not  to  be  much  weaker  than  that  in  the 
first  chamber,  if  a  Gay*Lussac  tower  is  present.    In  a  set  of  three 
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chambers  the  second  should^  on  an  average^  show  116^  Tw. ;  with 
four  chambers  120°  may  be  assumed  for  the  second,  and  113^  Tw. 
for  the  third.  If,  however,  no  nitre-recovery  is  practised,  the 
middle  chambers  of  a  set  average  only  77^  to  90^  Tw.  The  steam 
is  regulated  accordingly.  The  drips  will  show  from  10°  to  15®  Tw. 
more  than  the  bottom-acid. 

The  strength  of  the  acid  in  the  last  chamber ^  or  the  last  portion 
of  a  single  chamber,  differs  even  to  a  greater  extent,  according  to 
whether  the  work  is  done  with  or  without  a  Gay-Lussac  tower.  In 
the  former  case  the  rule  can  be  laid  down  that  this  chamber  ought 
not  to  fall  below  106°  Tw.  A  few  degrees  less  do  not  do  any  great 
harm ;  but  it  is  always  best  to  go  up  to  that  strength,  since  the  gas 
ought  to  enter  the  tower  as  cool  and  dry  as  possible.  If  the  strength 
falls  below  78°,  or  at  most  to  70°,  the  chamber-acid  begins  to  contain 
much  nitric  acid  instead  of  nitrous  acid ;  and  there  is  then  danger 
for  the  lead.  Sometimes,  for  fear  of  this,  acid  is  pumped  into  the 
last  chamber  from  the  first.  In  the  absence  of  a  Gay-Lussac  tower, 
where  there  is  little  nitre  in  the  last  chamber,  the  strength  of  the  acid 
is  allowed  to  fall  to  52°,  in  some  works  even  to  42°  or  even  32°  Tw. 
This  is  done  in  order  to  keep  the  nitrogen  oxides  back  as  nitric 
acid,  but  with  evident  danger  to  the  chamber-lead.  For  this  reason 
some  manufacturers,  even  without  a  Gay-Lussac  tower,  keep  the 
last  chamber  stronger,  from  77^  to  106°  Tw.  In  the  south  of 
Prance  the  usual  strength  is  72°  to  77^  Tw.  (Pavre,  Monit.  Scientif. 
1876,  p.  273) . 

We  have  already  calculated  the  absolute  quantity  of  steam  which 
has  to  be  generated  for  chamber- work  (p.  324).  We  have  seen 
that,  in  order  to  form  chamber-acid,  we  must  introduce  steam  to 
the  amount  of  about  two  and  a  half  times  the  weight  of  sulphur  in 
the  pyrites.  The  question  is  now,  how  much  of  this  in  the  atmo- 
sphere of  the  chamber  can  exist  as  vapour,  and  how  much  must  be 
condensed  to  liquid  water,  since  it  is  of  great  importance  that  no 
real  precipitation  of  water,  as  such,  should  take  place,  which  would 
condense  nitric  acid  and  dilute  the  vitriol.    In  the  formula  (p.  236), 

^,_(273  +  /)Vx76Q, 

273  (*-c) 

e  signifies  the  tension  of  vapour  at  the  temperature  f  C.  Now  we 
have  seen  before  (p.  236)  that  for  each  kilog.  of  sulphur  burnt 
6199  litres  of  air,  at  0^  and  760  millims.  tension,  whose  volume  is 
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not  changed  by  the  formation  of  sulphurous  acid,  has  to  be  intro- 
duced into  the  chambers.  At  a  temperature  of  50^  C.  the  tension 
of  watery  vapour  is  equal  to  92  millims.  mercury ;  and  by  intro- 
ducing these  values  into  the  above  formula  we  get 

(273-h50)6199.760_^^,,  ... 
273 (760-92)       ""^^^  ^^^®®' 

which  are  filled  with  aqueous  vapour  of  92  millims.  and  gas  of 
668  millims.  tension.  Now  1  litre  of  aqueous  vapour  at  0°  and 
760  millims.  tension  weighs  0'804343  gram,  and  at  50^  and 
92  millims.  tension  it  must  be 

From  the  proportion  9*7739 : 0'804343  ::  8345  :  x  we  have 

^=: 686*8  grams. 

Accordingly  the  steam  which  the  gas  introduced  for  each  kilog. 
of  sulphur,  occupying  at  60°  and  760  millims.  tension  a  volume  of 
8345  litres,  can  hold  as  such,  only  amounts  to  0*6868  kilog.,  whilst 
the  total  amount  of  water  needed  is  2*5  kilog.,  or  nearly  four  times 
as  much.  The  three  fourths  of  the  total  amount  of  steam  intro- 
duced into  the  chambers  must  accordingly  be  condensed  to  water 
in  the  atmosphere  of  the  chamber ;  but  this  is  not  done  at  once  in  the 
form  of  drops,  but  in  that  of  a  fine  mist  spreading  all  over  the 
chamber,  and  probably  assisting  in  this  state  the  process  of  forma- 
tion of  sulphuric  acid.  It  is  not  known  what  quantity  of  water 
can  exist  in  such  a  state  of  mist  suspended  in  the  gas. 

If  the  chambers  receive  too  much  steam,  the  acid  in  them  is  di- 
luted too  much  to  begin  with.  But  in  the  first  and  second  chamber 
a  more  serious  drawback  follows :  the  nitrogen  acids  are  mostly 
withdrawn  from  the  atmosphere  of  the  chamber,  and  are  precipitated 
in  a  liquid  form  upon  the  chamber-io//om,  where  they  can  very  little 
assist  the  acid-forming  process,  and,  moreover,  act  upon  the  lead. 
So  long  as  the  bottom-acid  is  pretty  strong  (say,  up  to  90°),  it  will 
not  long  keep  the  nitric  acid,  but  again  give  it  oflf  as  lower  nitrogen 
oxides  by  the  action  of  sulphurous  acid ;  but  if  the  excessive  supply 
of  steam  continues,  it  will  soon  keep  the  nitric  acid  back ;  and  as 
the  process  is  thereby  disturbed,  even  the  steam  which  should  have 
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been  used  up  in  the  formation  of  sulphuric  acid  is  condensed  to 
water^  and  the  dilution  of  the  bottom-acid  thus  again  increased. 
If  this  state  has  once  set  in^  it  is  not  always  easily  remedied.  Cut- 
ting off  the  steam  is  not  sufficient;  much  more  nitre  must  be 
put  in  as  well ;  and  yet  the  bottom-acid  only  gradually  gets  up  to 
its  normal  strength.  In  the  mean  time  the  yield  falls  off^  the  con* 
sumption  of  nitre  increases  very  much^  and  the  action  on  the 
chamber-lead  does  permaaent^damage.  Thus  it  is  apparent  that 
an  excess  of  steam  does  very  ibiuch  harm ;  and  great  care  must 
be  taken  lest  the  strength  of  the  acid  should  go  down  below  the 
proper  amount.  The  chambers  soon  show  when  they  have  too 
much  steam  by  getting  pale.  A  pale  chamber  often  gets  red  again 
in  an  hour  after  the  supply  of  steam  has  been  partially  cut  off. 

An  excess  of  steam  has  another  injurious  consequence^  which  can 
only  be  explained  in  detail  when  treating  of  the  theory  of  the 
chamber-process^  viz.  the  formation  of  nitrous  oxide^  or  even  of 
nitrogen^  whilst  the  reduction  of  the  nitrogen-acids  ought  not  to 
go  beyond  nitric  oxide.  Neither  nitrous  oxide  nor  nitrogen  can  be 
reoxidized  to  nitrogen-acids ;  but  they  escape  with  the  other  gas^ 
and  thus  cause  a  loss  of  nitre.  Their  formation  takes  place  accord- 
ing to  these  equations  : — 

2  SOa+Na03+2  H20=2  SOa(OH)8+N40 ; 
SSOa  +  NjOg+a  HaO=3S04(OH)a+2N. 

Nor  will  the  process  go  on  normally  if  the  chambers  receive  too 
little  steam.  Then  from  the  sulphuric  and  nitrous  acids  a  com- 
pound is  formed,  which  we  shall  afterwards  describe  in  detail,  for- 
merly known  as  '^  chamber-crystals,^'  now  as  '' nitrosulphonic 
acid/'  or  "  nitrosyl  sulphate/'  of  the  formula 


iH 
NOj' 

according  to  this  reaction : — 


so.<g; 


S0a(0H)2+N0 .  0H=S02(0H)  (NOJ  +HOH. 

It  rarely  happens  in  actual  practice  that  there  is  so  little  water 
present  that  chamber-crystals  can  occur  in  the  solid  state ;  in  the 
connecting-pipes  this  happens  more  frequently.  But  a  solution  of 
the  same  may  very  easily  be  formed  in  the  bottom-acid  as  soon  as 
the  latter  becomes  too  strong.    With  the  strength  assumed  by  us 
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aa  normal  for  the  first  chamber^  viz.  124^  Tw.^  the  acid  can  easily 
keep  chamber-crystals  in  solution^  and  show  the  reactions  of  nitrous 
acid ;  and  care  must  accordingly  be  taken  that  the  conditions  for 
the  formation  of  nitrosulphonic  acid  are  not  present  in  the  chamber- 
air.  For  this  it  is  essential  that  there  should  be  enough  water 
present^  best  of  all  as  steam.  In  this  case  nitrosulphonic  acid  is 
always  decomposed^  according  to  the  usual  explanation^  thus  : — 

S02(0H)  (NO3)  +H40=SOa(OH)5+NO .  OH. 

It  thus  does  not  get  into  the  bottom-acid  in  a  liquid  state.  When 
once,  however,  it  has  got  into  this,  a  much  larger  dilution  is  re- 
quired for  again  decomposing  the  compound  than  is  admissible  on 
other  grounds,  and  consequently  a  loss  of  nitre  will  be  suffered  with 
the  vitriol  drawn  off  from  the  first  chamber  for  use.  Where  all  the 
chamber-acid  passes  through  the  Glover  tower  and  is  denitrated 
there,  only  this  disadvantage  remains,  that  the  nitrous  acid  present 
in  a  solid  or  liquid  form  as  nitrosulphonic  acid  is  withdrawn  from 
the  chamber-process  until  this  compound  is  decomposed  by  turning 
on  more  steam. 

A  deficiency  of  steam  also  acts  in  this  way,  that  the  vitriol  be- 
comes too  concentrated,  and  may  thus  to  some  extent  act  upon  the 
lead.  So  long  as  the  strength  of  the  chamber-acid  does  not  exceed 
144i°  (and  this  will  very  rarely  happen,  even  with  faulty  manage- 
ment), the  harm  is  not  much.  For  very  good  reasons,  the  last 
chamber,  if  a  Gay-Lussac  tower  is  present,  receives  very  little  steam, 
the  case  of  smaller  chambers  (tambours)  none  at  all.  But  this  may 
be  carried  too  fiur ;  and  then,  in  spite  of  the  dark-red  appearance  of 
the  chambers,  there  is  a  bad  yield  of  vitriol,  because  the  water  ne- 
cessary for  its  formation  is  missing,  and  SO,  and  O  go  away  uncom- 
bined.  This  occurs  especially  when  the  chamber  appears  of  a 
very  clear,  transparent  red,  instead  of  being  somewhat  dim  and 
misty. 

On  the  whole,  it  is  evident  that  the  risks  run  by  a  deficiency  of 
steam  are  nothing  like  so  serious  as  those  arising  from  an  excess  of 
steam. 

The  9upply  of  nitre  mnst  be  regulated  on  entirely  different  prin- 
ciples, according  to  whether  there  is  an  apparatus  for  the  recovery 
of  nitre  or  not.  In  the  latter  case  care  must  be  taken  not  to  have 
too  much  nitre-gas  in  the  last  chamber ;  for  every  thing  issuing 
from  it  is  a  total  loss.    Therefore  the  last  chamber  but  one  is  kept 
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strongly  yellow  or  red,  in  order  to  advance  the  add-forming  pro- 
cess^ but  the  last  chamber  only  faintly  yellow. 

The  bottom-acid  in  the  latter,  which  is  usually  kept  at  52°  Tw.,  or 
even  below,  will  partly  absorb  the  nitre-gas  as  nitric  acid,  and  there 
will  not  be  so  much  of  it  lost.  This  state  of  the  last  chamber  is 
attained  by  giving  it  much  steam ;  but  it  will  be  seen  at  once  that 
in  this  chamber  very  little  work  can  be  done  unless  a  very  large 
loss  of  nitre  is  suffered ;  for  only  if  the  latter  be  present  in  large 
quantity  will  the  oxidation  of  sulphurous  acid  go  on  all  through 
the  chamber.  Therefore  one  of  these  two  things  must  be  done : 
either  a  large  quantity  of  nitre  must  be  sacrificed  in  order  to  utilize 
the  last  chamber  (say,  12  per  cent,  of  the  sulphur,  or  fovar  times 
as  much  as  with  a  Gay-Lussac  tower),  or  the  last  chamber  is  prac^ 
tically  used  only  for  recovering  part  of  the  nitre;  thus  actually  a 
third  or  a  fourth  of  the  chamber-space  is  sacrificed,  and  so  much 
less  sulphur  can  be  burnt  in  that  set.  For  all  that,  the  last 
chamber  is  not  merely  a  costly  but  also  a  very  inefficient  apparatus 
for  recovering  the  nitre ;  even  if  used  as  such,  very  little  below  10 
per  cent.,  mostly  above  10  per  cent.,  of  nitre  to  the  sulphur  must 
be  employed  in  order  to  get  a  good  yield.  With  poor,  badly  burn- 
ing ores,  of  course,  even  more  nitre  is  consumed,  corresponding  to 
the  excess  of  air. 

These  considerations  will  make  it  evident  how  much  more  rational 
it  is  to  recover  the  nitre  by  a  proper  apparatus.  By  this  there  is  a 
saving  of  a  fourth,  up  to  a  third,  in  chamber-space,  at  least  one  of 
two  thirds  in  nitre,  and  mostly  also  better  yield,  because  up  to 
the  last  an  excess  of  nitrous  gas  is  present,  and  no  sulphurous  acid 
can  escape  oxidation  by  it.  In  this  way  any  escape  of  noxious 
vapours  is  also  much  more  completely  prevented.  The  construc- 
tion of  the  nitre-recovery  apparatus,  and  every  thing  pertaining 
thereto,  will  be  described  in  the  next  Chapter.  Here  we  shall  only 
describe  the  way  of  managing  the  chambers  themselves  in  this  case. 
Supposing  the  set  to  consist  of  three  chambers  (the  reader  will  easily 
reduce  this  to  any  other  proportion  by  analogy),  the  first  chamber 
into  which,  in  any  case,  both  the  gas  irom  fresh  nitric  acid  and  that 
£rom  the  nitrous  vitriol  are  introduced,  whether  it  be  by  nitre-ovens, 
or  cascades,  or  Glover  towers,  or  steam-columns,  will  always  have  an 
excess  of  nitre-gas.  In  spite  of  this  the  characteristic  yellow  and 
red  colours  of  nitrous  and  hyponitric  acids  in  the  gaseous  state  will 
not  be  perceived  in  the  first  chamber,  both  because  the  sulphurous 
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acid,  like?dse  present  in  excess^  constantly  reduces  most  of  the 
nitrons  and  hyponitric  acids  to  colourless  nitric  oxide,'  and  because 
the  formation  of  sulphuric  acid,  principally  going  on  in  this  chamber, 
generates  in  large  quantities  the  well-known  heavy  white  clouds. 
The  whole  atmosphere  of  the  chamber  is  filled  with  these,  and, 
owing  to  its  opacity,  its  colour  cannot  be  clearly  recognized.  In 
the  second  chamber  the  atmosphere  is  already  much  clearer ;  and 
as  also  there  is  very  much  less  sulphuroas  acid  present,  a  portion 
of  the  higher  nitrogen  oxides  will  be  perceived  by  their  peculiar 
colour.  There  is,  however,  still  so  much  sulphurous  acid  present, 
that  the  mixture  of  gases  in  the  second  chamber  will  only  show  a 
more  or  less  reddish  yellow. 

In  the  third  chamber,  however  (in  a  set  of  more  chambers,  in 
the  last — ^in  a  single  chamber,  in  its  last  portion),  the  nitre-gas 
should  largely  predominate.  There  ought  to  be  very  little  sul- 
phurous acid  here ;  and  before  the  gas  issues  out  of  the  chamber 
into  the  absorbing-tower,  the  sulphurous  acid  ought  to  be  entirely 
removed  from  it.  This  is  only  possible  by  a  large  excess  of  nitrogen 
acids  j  and  as,  according  to  previous  explanations,  there  is  also  oxygen 
present  (5  to  6  per  cent,  by  volume),  that  excess  will  not  exist  as 
colourless  nitric  oxide,  but  as  nitrous  and  hyponitric  acids.  This 
is  proved  by  the  last  chamber  showing  a  dark-red  colour,  sometimes 
so  deep  as  to  be  opaque.  Even  in  the  much  shallower  layer  of  gas 
seen  in  the  "  sight  '^  of  the  pipe  leading  to  the  absorbing-tower, 
the  red  colour  ought  to  be  quite  decided.  Within  the  chamber  the 
red  ought  to  be  not  quite  transparent,  but  dimmed  by  a  mist  of 
water  (comp.  p.  351). 

The  colour  of  a  chamber  can  be  observed  by  opening  the  man-lids 
on  the  top  or  the  clay  plugs  in  its  side,  but  in  a  much  more  con- 
venient and  accurate  way  by  glass  windows  put  in  the  sides  of  the 
chamber  itself  (as  described,  p.  302) .  As  soon  as  the  last  chamber 
gets  paler,  the  cause  of  this  must  be  sought  for.  It  may  be  that 
it  has  got  too  much  or  too  little  steam  or  too  little  nitre  j  but  it  is 
always  a  sign  that  something  is  wrong ;  and,  by  comparing  the 
other  symptoms,  especially  the  strength  and  the  nitrosity  of  the 
drips  and  bottom-acids,  the  special  cause  of  the  fault  must  be  got 
at.  When  the  last  chamber  becomes  quite  pale,  it  is  certain 
that  a  great  loss  is  sufiered  by  sulphurous  acid  escaping  firom  it ;  and 
the  latter,  on  its  way  through  the  Gay-Lussac  tower,  will  even  deni- 
trate  the  nitrous  vitriol  contained  in  the  latter,  and  cause  a  loss  of 
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nitre  in  the  shape  of  nitric  oxide  escaping  into  the  outer  air. 
Every  thing  must  therefore  be  done  to  avert  the  above  pheno- 
menon. 

Apart  from  the  colour^  the  gradual  diminution  of  sulphurous 
acid  and  increase  of  nitrogen  acids  in  the  chamber-gas  as  it  pro- 
ceeds on  its  way  can  be  perceived  from  other  signsj  such  as  the 
smell  and  the  chemical  analysis  of  the  gas.  The  judgment  by 
smell  is  so  much  more  uncertain  and  inexact  than  that  by  colour 
that  it  is  not  worth  while  to  enter  upon  it  in  detail.  A  chemical 
analysis  of  the  gas  would  certainly  permit  the  reaction  in  the  indi- 
vidual chambers  to  be  traced  with  ease  and  safety ;  but  this  plan 
is  not  usual^  and  even  the  best  continental  works  only  make 
two  gas-analyses — that  of  the  burner-gas  before  entering  the 
chambers^  and  that  of  the  gas  finally  leaving  the  apparatus  as  it 
issues  from  the  Gay-Lussac  tower.  It  would  give  some  little 
trouble  to  analyze  the  chamber-gas  between  as  well ;  nor  is  this 
necessary^  since  its  colour  gives  a  sufficient  indication  for  the  pur- 
pose in  question. 

Along  with  testing  the  chamber-acid  for  its  strength^  it  is  of 
great  importance  to  test  it  also  for  its  nitrosity  (percentage  of 
nitrogen  acids) ;  and  this  forms  a  necessary  complement  to  the 
observation  of  the  colour  of  the  chambers.  Under  normal  circum- 
stances the  percentages  of  nitrous  acid  (or  rather  of  nitrosyl  sul- 
phate) and  of  nitric  acid  in  the  chamber-acid  are  so  small  that  its 
quantitative  estimation  by  the  usual  method  is  very  inaccurate, 
especially  because  a  number  of  impurities  interfere  with  the  accu- 
racy of  the  process.  In  practice,  however,  a  simple  and  momen- 
tarily made  colorimetrical  test  with  ferrous  sulphate  is  sufficient 
for  the  object  in  question.  ^ 

When  a  solution  of  ferrous  sulphate  is  poured  upon  the  drip- 
or  chamber-acid  contained  in  a  test-tube  so  that  the  liquids  are 
not  mixed,  a  yellow  ring  is  formed  at  the  point  of  contact,  if 
traces  of  the  higher  nitrogen  oxides  are  present.  With  more 
nitrogen  oxides  the  ring  becomes  darker;  with  still  more  the 
whole  ferrous  sulphate  solution  assumes  a  deep  brown  or  black 
colour.  In  this  case  efi^ervescence  readily  sets  in^  the  liquid 
getting  hot,  and  the  dissolved  nitric  oxide,  with  the  black  colour, 
being  driven  off  by  the  heat.  With  some  practice,  and  always 
working  exactly  in  the  same  way,  it  is  quite  possible  to  get  a  good 
idea  of  the  percentage  of  nitre  in  the  chamber-acid  by  its  ap- 
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pearance  under  the  above  conditions.  The  testing  for  a  set  of  four 
chambers  can  be  carried  out  in  this  way : — ^A  stand  containing 
eight  ordinary  test-tubes  of  5  inches  height  is  once  or^  preferably^ 
twice  a  day  taken  to  the  chambers,  and  the  tubes  filled  up  to 
about  4  inches  with  samples  of  the  drip-  and  bottom-acids  of  each 
chamber;  at  the  same  time  the  strength  of  each  sample  is  taken 
by  the  hydrometer^  and  written  on  the  stand  at  the  bottom  of 
each  tube.  The  acid-samples  are  then  tested,  at  any  convenient 
place,  by  carefully  pouring  on  to  each  about  a  half  inch  of  a 
concentrated  solution  of  ferrous  sulphate,  which  need  not  neces- 
sarily be  free  from  ferric  sulphate.  By  looking  at  the  colours 
produced  thereby,  in  their  succession  from  chamber  to  chamber, 
by  comparing  the  drips  and  bottom-acids,  looking  at  the  strengths 
marked  below,  and  taking  into  account  the  colour  of  the  chamber- 
gas  observed  through  the  windows,  a  tolerably  good  idea  of  the 
process  going  on  in  the  chambers  is  obtained.  This  certainly 
should  be  completed  by  an  estimation  of  the  sulphurous  acid 
in  the  burner-gas  and  of  oxygen  in  the  escape-gas,  and  also 
by  testing  the  nitrous  vitriol  &c.^  as  we  shall  see  in  the  next 
Chapter. 

Kolb  (Bull.  Soc.  Mulh.  1872,  p.  309)  gives  a  few  analyses  of 
chamber-acids  confirming  what  has  just  been  said. 
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a,  acid  from  the  first  or  denitrating  tambour,  where  the  sulphu* 
roos  acid  of  the  burner-gas  meets  the  acid  of  the  last  chamber  and 
the  Guy-Lussac  tower ;  6,  the  same  when  the  chambers  were  short 
of  nitre ;  c,  acid  from  the  tambour  where  the  fresh  nitric  acid 
ran  over  the  '' cascade '^  (excess  of  nitre) ;  rf,  the  same,  short  of 
lutre;  e,  acid  of  the  ''large  chamber ;^^  /,  acid  of  the  last  cham- 
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ber,  normal  process ;  g,  the  same,  large  excess  of  nitric  add— 
liquid  green  and  nitrous ;  h,  the  same,  normal  process. 

The  following  rules  may  be  laid  down  for  the  reactions  which 
the  various  samples  of  acid  &om  the  chambers  and  drips  ougb  to 
show.  Generally  speakings  all  drips  ought  to  show  more  nitre 
than  the  corresponding  chamber-acids.  The  former  represent  the 
process  going  on  in  the  atmosphere  of  the  chamber,  whilst  the 
latter  should  act  upon  the  nitre  by  their  greater  dilution,  and 
actually  do  so.  The  bottom-acid  of  the  first  chamber  ought  not  to 
show  any  nitre  whatever ;  if  it  does  so,  it  is  a  strong  indication 
that  the  supply  may  be  shortened.  But  first  it  must  be  ascertained 
if,  on  the  other  hand,  the  drip  of  this  chamber  does  not  show  any 
nitre ;  for  in  this  case  it  is  proved  that  there  is  too  little  steam  in 
the  chamber,  and  that  consequently  the  nitrous  acid  has  been 
absorbed  by  the  chamber-acid.  Mostly  this  will  be  confirmed  by 
both  drip  and  bottom-acid  being  too  strong ;  and  then  more  steam 
must  be  given.  If,  however,  both  samples  from  the  first  chamber 
show  nitre,  some  of  the  latter  must  be  cut  off,  unless  the  supply 
has  just  been  increased  because  the  last  chambers  did  not  show 
enough ;  in  this  case  the  supply  of  nitre  cannot  be  cut  down  till 
the  last  chambers  have  quite  recovered. 

Sometimes  the  first  chamber-acid  smells,  on  the  contrary,  of 
sulphurous  acid :  if  this  is  the  case  to  any  appreciable  extent,  nitre 
is  wanting. 

The  middle  chambers  ought  to  show  already  a  faint  reaction  of 
nitre  in  the  bottom  acid,  and  a  stronger  one  in  the  drips ;  the  last, 
in  any  case,  a  moderately  strong  reaction  in  the  bottom-acid  and  a 
very  strong  one  in  the  drips.  In  this  case  also  a  deviation  from 
the  rule  may  proceed  from  various  causes.  For  instance,  the  last 
chamber  may  be  pale,  and  yet  its  bottom-acid  may  give  a  strong 
nitre-reaction.  This  may  happen  both  if'  there  is  too  much  and  if 
there  is  too  little  steam  in  this  chamber :  if  the  bottom-acid  is  too 
strong  owing  to  the  want  of  steam,  it  will  dissolve  too  much  nitre; 
if,  however,  there  is  too  much  steam  present,  that  phenomenon 
will  take  place  which,  in  chambers  working  without  an  absorbing- 
tower,  is  purposely  caused :  nitric  acid  will  be  formed,  and  will 
dissolve  in  the  bottom  acid.  Both  faults  are  easily  avoided  if  the 
last  chamber  is  not  kept  weaker  than  OOP  nor  stronger  than  110^ 
Tw. ;  but  sometimes  insufficient  draught  may  cause  that  fault  as 
well.     If^  on  the  contrary,  the  last  chamber  still  appears,  red^  and 
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eTcn  the  drips  still  show  nitre^  but  the  bottom-acid  none^  this 
is  an  indication  which  must  be  instantly  met  by  increasing  the 
supply  of  nitre;  otherwise  the  chamber  itself  will  soon  become 
p^e.  If  both  indications  coincide^  a  pale  chamber  and  a  ceasing 
or  weakening  of  the  nitre  in  the  drip^  this  might  still  come  from 
an  excess  of  steam;  but  rarely  will  it  be  so^  as  anyhow  that 
chamber  does  not  get  much  steam.  Three  other  explanations  offer 
themselves — too  little  draught,  too  much  draught,  or  too  little 
nitre.  Whether  the  draught  is  insufficient  is  most  easily  tested 
by  estimating  the  oxygen  in  the  escape-gas;  whether  it  is  too 
large,  by  estimating  the  sulphurous  acid  in  the  burner-gas ;  but 
in  the  case  of  very  leaky  chambers,  which  properly  ought  to  have 
been  stopped  already,  air  enters  directly  into  them,  as  is  proved 
by  the  oxygen  coming  out  too  high  in  the  escape-gas.  Where 
no  gas-analyses  are  made,  the  formerly  mentioned  external  indi- 
cations for  judging  of  the  draught  are  taken  into  account ;  but 
these  are  far  more  deceptive  than  gas-analyses.  When  the 
draught  is  not  large  enough,  the  nitric  oxide  does  not  meet 
enough  oxygen  to  be  oxidized ;  it  is  colourless,  and,  owing  to  its 
insolubility  in  strong  vitriol,  is  altogether  lost:  This  will  be  re- 
cognized by  the  appearance  of  red  vapours  on  the  gas  issuing  out 
of  the  chimney,  where  the  nitric  oxide  is  oxidized  by  the  atmo- 
spheric oxygen,  whilst  the  chambers  themselves,  where  oxygen  is 
missing,  become  pale.  When  there  is  too  much  air  present,  the 
nitrogen  acids  are  carried  away  mechanically,  and  the  chambers 
equally  lose  their  colour;  at  the  same  time  sulphurous  acid  goes 
away,  as  it  has  not  time  to  be  oxidized. 

InsuffiderU  formation  of  sulphuric  add  in  the  chambers,  from 
other  causes,  such  as  want  of  nitre  or  entering  of  air  through 
chinks  in  the  chambers  and  mechanical  carrying-away  of  gas,  will 
frequently  react  upon  the  burners,  since  by  the  insufficient  con- 
densation of  gas  the  draught  fix>m  the  burners  towards  the  cham- 
bers is  diminished.  Then  all  the  appearances  will  take  place  which 
are  caused  by  very  bad  draught  in  the  burners,  especially  incom- 
plete burning  and  formation  of  scars,  which,  again,  weakens  the 
draught.  In  this  case  as  much  nitre  as  possible  must  be  given,  in 
order  to  force  a  better  formation  of  sulphuric  acid ;  and,  if  neces- 
sary, even  the  burner-charges  must  be  diminished. 

But  if  the  last  chamber  becomes  pale,  the  draught  being  in 
order,  and  if  its  acid  shows  little  nitre,  it  is  just  the  want  of  the 
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latter^  and  more  of  it  must  be  introduced  tQl  the  normal  state  has 
been  restored.  This  will  be  confirmed  by  testing  the  nitrous  vUriol, 
which  will  no  doubt  show  a  diminution  of  its  nitre.  To  be  sure, 
often  several  circumstances  act  at  the  same  time,  and  make  the 
process  a  complicated  one.  If,  for  instance,  there  is  too  little 
draught,  so  that,  in  lieu  of  N^Oa  and  N2O4,  only  NO  or  even  SOj 
get  into  the  absorbing-tower,  not  only  will  the  draught  have  to  be 
increased,  but  more  nitre  will  have  to  be  given  as  well,  in  order  to 
make  up  for  the  loss.  Just  in  the  same  way,  when  the  nitre-gas 
has  been  mechanically  carried  away  by  an  excess  of  draught  (in 
which  case,  owing  to  its  dilution,  the  6ay-Lussac  tower  cannot 
entirely  retain  it),  not  only  will  the  draught  have  to  be  moderated, 
but  more  nitre  will  have  to  be  introduced  tiU  every  thing  is  in 
order  again. 

We  thus  see  that,  in  nearly  every  case,  when  any  thing  goes 
wrong  in  the  acid-chambers,  an  increased  supply  of  nitre  is  at  least 
temporarily  necessary  in  order  to  restore  the  equilibrium,  although 
the  other  two  regulators,  steam  and  draught,  must  always  be  taken 
into  account  at  the  same  time ;  it  is  therefore  very  important  that 
the  possibility  be  afibrded  of  temporarily  introducing  much  more 
nitre  into  the  chambers  than  is  necessary  in  ordinary  work;  and 
every  factory  ought  to  possess  facilities  for  it.  If  this  should 
not  be  the  case  to  a  sufficient  extent,  and  if  without  danger  to  the 
chambers  it  is  not  possible  to  introduce  as  much  nitre  as  the  case 
calls  for,  then  nothing  remains  but  to  diminish  the  burning  of 
brimstone  or  pyrites  for  a  time,  and  to  allow  the  chambers  to 
recover  their  normal  state  by  easing  them  in  this  way. 

At  some  works  the  indications  oflered  bv  the  colour  of  the 
chambers  and  the  reactions  of  the  acids  on  nitre  are  not  thought 
sufficient ;  but  constant  analyses  are  made  to  ascertain  whether  a 
definite  and  sufficient  quantity  of  nitre  is  present  in  the  apparatus. 
For  instance,  one  manufacturer  assumes  5  parts  of  nitric  acid  of 
66°  Tw.  to  be  such,  =  about  4  parts  of  nitrate  of  soda  to  each  100 
parts  of  pyrites  burnt ;  as  soon  as  the  nitre  contained  in  the  Gay- 
Lussac  and  Glover  towers  and  the  chambers  falls  below  this  point, 
the  supply  of  nitre  is  increased,  and  conversely.  This  appears  very 
rational,  but  is  very  rarely  done,  perhaps  partly  because  such  esti- 
mations, in  order  to  be  at  all  accurate,  require  much  trouble  and  take 
much  time ;  nor  is  it  possible  easily  to  take  into  account  the  large 
quantity  of  nitre  which  exists  in  the  atmosphere  of  the  chamber. 
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The  temperature  of  the  acid-chambers  is,  by  many  manufacturers, 
obeenred  with  great  care,  as  they  believe  that  a  regular  and  good 
chamber-process  depends  principally  upon  keeping  the  tempera- 
ture always  at  a  certain  height,  different  in  different  parts  of  the 
apparatus.  These  manufacturers  think  that  the  formation  of 
sulphuric  acid  only  takes  place  regularly  and  completely  within 
certain  definite  narrow  limits  of  temperature.  But  it  would  appear 
as  if  here  the  cause  were  confounded  with  the  effect ;  this  is  proved 
by  the  fact  that  the  French  and  English  manufacturers,  who  mostly 
work  without  a  thermometer,  obtain  as  good  results  as  the  German 
ones.  It  is  indisputable  that,  under  equal  circumstances  (that  is,  if 
the  same  set  of  chambers  is  served  by  the  same  number  of  burners, 
and  if  the  chambers  are  protected  from  the  weather  by  a  building),- 
the  oscillations  in  the  temperature  of  the  chambers  will  not  be  very 
considerable.  The  sources  of  heat  are  always  present — ^the  heat 
of  the  burner-gas,  that  of  the  steam,  and  that  given  off  by  the 
chemical  reaction  itself.  The  latter  is  rendered  evident  by  the  fact 
that  it  is  possible  to  raise  the  temperature  of  the  chambers  by 
increasing  the  supply  of  nitre.  This  is  counterbalanced  by  the 
radiation  from  the  thin  and  quickly-conducting  walls  of  the  cham- 
ber, by  the  heat  contained  in  the  escaping  gas  and  in  the  bottom- 
acid  drawn  off.  The  radiation  through  the  chamber- walls  will  vary 
very  much  according  to  the  season,  but  not  very  much  in  the  same 
season  if  the  chambers  are  housed  in.  All  causes  leading  to  a 
faulty  process — ^too  much  or  too  little  draught,  too  much  or  too 
little  steam,  too  little  nitre — act,  either  directly  by  the  heat  of  the 
gas  itself  or  the  steam,  or  indirectly  by  the  disturbance  of  the 
chemical  processes,  on  the  temperature  of  the  chambers ;  and  thus 
it  can  be  said  that,  for  a  given  set  and  at  the  same  outside  tempera- 
ture, the  heat  of  the  chambers  ought  only  to  show  such  oscillations 
as  are  inevitable  by  the  successive  changes  in  the  burner-gas  when 
new  charges  are  made,  and  by  the  different  energy  of  the  acid- 
forming  process  in  different  parts  of  the  chamber. 

The  oscillations  in  the  same  place  by  the  intermittently  larger  or 
smaller  quantity  of  the  burner-gas  and  by  the  supply  of  fresh  nitre, 
where  there  is  no  feeding  with  nitric  acid,  will  vary  according  to  the 
size  of  the  chambers,  but  generally  will  not  rise  more  than  3°  or 
4°  C.  Much  more  considerable  are  the  differences  found  between 
various  parts  of  the  apparatus  at  the  same  moment.  According  to 
most  observers,  in  the  same  chamber  the  region  near  the  top  is 
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always  warmer  than  that  near  the  bottom^  because  the  hotter  and 
lighter  gas  naturally  rises  towards  the  former ;  the  contradictory 
assertions  of  H.  A.  Smith  have  not  been  confirmed  from  any 
quarter  within  the  author's  knowledge.  Further,  the  temperature 
of  each  chamber  diminishes  from  front  to  back,  and  naturally  even 
more  that  of  the  last  chambers  compared  with  the  first.  All 
these  differences  in  the  normal  process  ought  to  be  constant. 
The  first  chamber  will  be  generally  so  hot  that  one  cannot  touch 
it  for  any  length  of  time,  say  50°  to  65°  C. :  in  the  absence  of  any 
cooling-apparatus,  Glover  tower,  &c.,  the  heat  becomes  so  high 
that  the  lead  cannot  be  touched  with  impunity ;  but  in  that  case 
the  chamber  will  not  last  very  long.  The  second  chamber  mostly 
shows  on  the  outside  hardly  more  than  blood-heat ;  thermometers 
with  their  mercury-vessels  inside  the  chambers  show  fipom  40°  to 
60°  C.  The  third  chamber,  if  it  be  the  last,  will  outwardly  show 
little  or  no  difference  in  temperature  from  the  surrounding  atmo- 
sphere ;  inside  its  temperature  varies  from  40°  to  30°,  and  below 
that. 

At  the  Aussig  works  in  September  the  tambour  showed  60°, 
the  large  chamber  in  its  first  part  45°,  in  its  last  part  43°;  the  first 
back  chamber  30°,  the  last  (kept  without  any  steam)  20°  C.  At 
Oker  the  fore  chambers  in  winter  vary  from  60°  to  69°,  the  large 
chamber  in  its  first  part  from  25°  to  31°,  in  its  last  part  from  19° 
to  25°;  the  back  chambers  0°  to  10°  C.  In  summer  the  average 
temperature  is  12^°  C.  higher  than  in  winter. 

The  question  now  arises.  Which  is  the  best  absolute  temperature 
for  the  chamber-process  in  any  given  place  of  the  apparatus  ?  This, 
however,  cannot  be  answered  definitely,  because  the  statements  on 
this  point  vary  too  much,  even  if  only  the  published  ones  are  taken 
into  account,  and  still  more  if  private  factory  observations  are 
regarded,  letting  alone  the  opinions  of  H.  A.  Smith  differing  com- 
pletely from  all  others.  No  doubt  some  temperature  must  be  the 
best  for  acid-making ;  but  which  this  is,  has  not  yet  been  experi- 
mentally decided ;  nor  is  it  known  to  what  extent  the  yield  and 
the  consumption  of  nitre  are  influenced  by  any  deviations  from 
the  normal  temperature  up  or  down.  Usually  45°  to  50°  C.  is 
considered  to  be  the  normal  temperature  of  the  acid-chambers. 

There  is  a  pretty  general  agreement  upon  the  point  that  in  any 
case  60°  C.  is  the  highest  temperature  allowable  for  chambers,  but 
that  50°  or  even  less  is  preferable ;  this  is  also  confirmed  by  Favre 
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(Monit.  Scient.  1876,  p.  272),  according  to  whom,  in  tlie  south  of 
France  at  65°  C.  the  chamber-process  is  already  disturbed.  Little 
weight  can  accordingly  be  given  to  Payen's  statement  ('  Pr&is,' 
p.  821)  that  the  normal  temperature  is  55^  to  60°,  variable  in 
winter  between  50"  and  70^,  in  summer  between  65°  and  80°. 

The  lower  limit  of  temperature  is  by  Schwarzenberg  put  at  40° 
to  50°  C,  because  otherwise  there  would  not  be  a  sufficient  quan- 
tity of  water  remaining  in  the  state  of  vapour ;  he  asserts  that  in 
cool  weather  a  set  of  chambers  is  less  easUy  started  than  in  warm 
weather,  and  that  in  winter  more  nitre  is  used  than  in  summer. 
The  author  must  contradict  this  assertion  of  Schwarzenberg's,  both 
from  his  own  and  from  many  other  practical  men^s  experience. 
Unless  the  temperature  of  the  chambers  sinks  so  low  that  ice  is 
formed  in  them  (which. may  happen  with  back]chambers  kept  with- 
out steam),  no  excess  of  nitre  is  required  in  winter ;  on  the  contrary, 
at  all  well  managed  factories  known  to  the  author  it  is  asserted 
that  they  regularly  require  less  nitre  in  winter  than  in  summer, 
and  that  the  work  altogether  proceeds  better  in  the  cooler  season. 

It  would  not  appear  that  the  influence  of  temperature  is  so  con- 
siderable as  is  usually  assumed;  for  different  works,  employing 
similar  raw  materials,  apparatus,  &c.,  work  at  very  different  tem- 
peratures, without  this  being  shown  very  clearly  in  their  yield  and 
consumption  of  nitre.  Even  the  best  English  acid-manufacturers 
generally  work  without  thermometers  and  in  the  open  air,  exposed 
to  very  rapid  changes  of  temperature;  yet,  if  otherwise  well 
managed,  their  results  equal  those  of  the  best  continental  works. 

It  is  very  well  known  to  all  practical  men  that  the  depth  of  add 
at  the  bottom  of  the  chamber  influences  the  completeness  and 
regularity  of  the  chamber-process.  The  best  yield  and  the  most 
regular  work  is  only  obtained  by  keeping  a  good  stock  of  acid  in 
the  chambers ;  but  the  author  has  not  found  that  more  than 
9  inches  depth  makes  any  difference  in  this  respect.  Although  a 
great  depth  of  acid  somewhat  lessens  the  chamber-space  remaining 
for  the  gas,  the  above  fact  is  well  established;  but  a  satisfactory 
explanation  of  it  has  not  yet  been  given. 

By  the  observations  and  checks  recommended  in  this  Chapter  it 
is  possible  constantly  to  know  how  the  process  is  going  on,  and  to 
keep  it  right.  Any  disturbances  in  the  process  can  thus  be  re- 
moved, but  less  easily  the  longer  they  have  continued.  In  the  worst 
cases  the  work  has  to  be  interrupted  altogether  and  started  afresh. 
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In  checking  the  process  it  must  never  be  overlooked  that  the 
same  symptom  may  be  owing  to  various  causes.  Thus  the  acid 
may  get  weaker  either  by  a  falling-off  in  the  make  or  by  too  mudi 
steam.  The  draught  may  be  lowered  either  by  a  smaller  make^  or 
by  atmospheric  influences^  or  by  the  gas-flues  getting  stopped  up 
with  deposit.  An  insufficient  conversion  of  sulphurous  into  sul- 
phuric acid  may  be  caused  by  too  weak  or  by  too  strong  a  draught. 
The  nitre  may  decrease  in  the  chamber  both  from  an  excess  of 
steam^  which  leads  to  formation  of  nitric  acid^  and  from  a  defi- 
ciency of  it^  leading  to  chamber-crystals  getting  dissolved  in  the 
bottom-acid ;  and  in  both  cases  the  stren^h  of  the  vitriol  faUs  ofi^. 
Just  because  in  acid-making  a  certain  effect  may  be  caused  by 
different  circumstances^  the  management  of  chambers  is  not  an 
easy  task^  but  requires  a  good  deal  of  judgment  and  experience. 

The  most  certain  check  on  the  process  ultimately  is  always  the 
yield  of  acid  and  the  consumption  of  nitre,  both  of  which  should  be 
ascertained  once  a  week.  We  shall  go  into  this  in  a  later  chapter. 
Mactear  considers  this  check  insufficient^  and  substitutes  for  it  a 
direct  estimation  of  the  loss  of  sulphur  in  the  escaping  gas  (Chem. 
News,  xxxvi.  p.  49) .  His  way  of  calculating  is  a  very  roundabout 
one  and  little  reliable,  owing  to  the  large  amount  of  the  possible 
sources  of  error.  Still  such  a  control  of  the  process  as  is  proposed 
by  him  is  desirable ;  and  it  can  be  attained  by  continually  aspirating 
a  small  quantity  of  the  escape-gas,  and,  after  absorbing  the  sulphur- 
acids,  measuring  it  by  a  gas-meter  or  even  by  a  large  graduated 
aspirator.  It  seems  the  simplest  plan  to  aspirate  the  gas  through 
caustic-soda  solution,  adding  a  solution  of  potassium  permanganate 
till  a  pink  colour  is  just  produced,  and  estimating  the  sulphuric 
acid  then  present  (whether  originally  so  or  formed  from  sodium 
sulphate  by  oxidation)  in  the  usual  manner.  The  sulphur  found 
can  be  calculated  upon  the  total  sulphur  burnt  from  the  oxygen  of 
the  exit-gas,  preferably  taken  from  an  average  sample  of  the  whole 
day  (compare  above) .    The  following  formula  may  be  used  : — 

(20-95-«)x0009637x3;:^/x4=.. 

In  this  a  denotes  the  percentage  of  oxygen  in  the  exit-gas,  t  its 
temperature,  h  the  barometrical  pressure  in  millimetres,  x  the 
total  quantity  of  the  sulphur  actually  burnt,  expressed  in  grams 
per  litre  of  the  exit-gas;   with  this  the  quantity  actually  found 
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should  be  compared^  in  order  to  find  tlie  percentage  of  loss.  The 
correction  for  barometrical  pressure  in  most  places  may  be  omitted 
as  unnecessary ;  that  for  temperature  can  be  taken  from  the  usual 
tables.  It  should  not  be  overlooked  that  in  this  way  no  account 
is  taken  of  the  sulphur  remaining  in  the  cinders. 

In  a  similar  manner  the  escaping  nitre-gas  can  be  estimated; 
but  this  is  much  more  difScult,  since  there  is  so  very  little  of 
it^  and  nitric  oxide  is  not  easily  absorbed.  Potassium  perman- 
ganate and  hydrogen  peroxide  have  been  proposed  for  this 
purpose. 
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CHAPTER  X. 


THE  EECOYERY  OF  THE  NITEOGEN  COMPOUNDS. 


The  recovery  of  the  nitrogen  compounds  whicli  are  still  present  in 
the  gaseous  iniKture,  consisting  of  nitrogen  with  a  little  oxygen 
issuing  from  the  last  chamber^  has  been  previously  mentioned  as  a 
process  indispensable  for  the  rational  manufacture  of  sulphuric 
acid.  It  saves  not  merely  two  thirds  of  the  nitre^  but  also  a  great 
deal  (a  quarter  up  to  a  third)  of  the  chamber-space ;  it  increases 
the  yield  of  vitriol,  and  moreover  prevents  the  escape  of  acid  Aimes 
into  the  atmosphere.  Several  processes  may  be  employed  for  this 
object ;  but,  with  one  exception,  they  only  deserve  a  short  mention. 
The  only  plan  which  has  turned  out  successful  in  manufacturing 
practice,  and  which,  certainly  after  a  remarkable  length  of  time, 
has  been  introduced  into  all  well-managed  works,  is  that  which  was 
proposed  by  Gay-Lussac  as  early  as  1827,  viz.  the  absorption  of  the 
nitrous  fumes  by  strong  vitrioL  Only  in  Gay-Lussac's  own  country 
has  his  invention  not  yet  been  sufficiently  appreciated ;  for  in  the 
south  of  Prance  the  recovery  of  the  nitrous  acid  seems  to  be  excep- 
tional, if  the  report  of  Favre  may  be  believed  ('  Moniteur  Scien- 
tifique,'  1876,  p.  223) ;  Favre,  himself  manager  of  a  factory  in  that 
neighbourhood,  expresses  himself  as  if  the  gas  were  regularly  sent 
out  of  the  last  chamber  direct  into  the  atmosphere.  Anyhow  this 
still  takes  place  at  a  large  number  of  French  works. 

We  must  now  first  examine  the  behaviour  of  sulphuric  acid 
towards  the  oxides  of  nitrogen,  A  great  many  chemists,  some  of 
them  of  first  rank,  have  worked  in  this  field;  but  the  matter 
was  first  completely  elucidated  by  the  labours  of  R.  Weber  during 
the  years  1862  to  1867.  These  form  the  basis  of  our  present 
knowledge  of  this  matter;  they  were  published  partly  in  the 
'  Journ.  f.  prakt.  Chem.'  Ixxxv.  p.  423  and  c.  p.  37,  partly  in  Pog- 
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gendorff's  '  Annalen/  cxxiii.  p.  341,  cxxvii.  p.  543,  cxxx.  p.  277, 
and  partly  in  Dingler's  '  Polyt.  Jonmal,'  clxvii.  p.  453.  Other  very 
important  papers  have  been  published  by  CI.  A.  Winkler  (^Re- 
searches on  the  Chemical  Processes  going  on  in  the  Gay-Lussac 
Towers,'  Freiberg,  1867),  by  Bammelsberg  (Ber.  d.  deutsch.  chem. 
Gesellsch.  1872,  p.  310),  by  Michaelis  and  Schumann  (ib.  1874, 
p.  1075).  The  latter  introduced  the  scientific  name  ^'nitrosul- 
phonic  acid  '^  for  that  compound  which  will  chiefly  occupy  our  at- 
tention, and  which  was  previously  known  by  the  name  of  "  chamber- 
crystals;''  it  is  also  known  as  ''nitrosyl  sulphate.''  The  older 
researches  of  Clement-Desormes,  Dalton,  Davy,  Berzelius,  Gay- 
Lussac,  W.  Henry,  Gaultier  de  Claubry,  De  la  Provostaye, 
A.  Brose,  Koene,  Weltzien,  Bebling,  and  Miiller  have  now  merely 
an  historical  interest. 

When  we  consider  the  diflferent  oxides  of  nitrogen,  we  can  state 
for  certain,  in  the  first  place,  that  nitrotia  oxide,  N^O,  is  no  more 
soluble  in  sulphuric  acid  than  nitrogen  itself.  Therefore  all  the 
nitre  which  in  the  chambers  has  been  converted  into  nitrous  oxide 
will  be  altogether  lost. 

Nitric  oxide,  NO,  was  said  by  Henry  and  Plisson  to  be  absorbed 
by  oil  of  vitriol,  if  left  a  long  time  in  contact  with  it,  with 
formation  of  nitrous  pyrosulphuric  anhydride  (see  below) ;  but 
Berzelius,  Gay-Lussac,  and  many  others  have  already  refuted  this 
statement,  more  especially  Winkler  (/.  c.  pp.  5  to  8) .  This  proves 
that  the  sulphuric  acid  of  the  absorbing-apparatus  cannot  retain 
that  portion  of  the  nitrogen  oxides  which  has  been  reduced  to  the 
state  of  nitric  oxide ;  and  from  this  follows  the  necessity  of  an 
excess  of  oxygen  in  the  gas  issuing  from  the  chambers,  since  only 
this  prevents  the  existence  of  nitric  oxide  in  the  same.  Traces  of 
nitric  oxide  may,  however,  escape  oxidation  even  in  the  presence  of 
oxygen. 

In  the  presence  of  oxygen  nitric  oxide  is  absorbed  by  sulphuric 
acid  (Bussy,  Winkler) ;  but  then  it  is  really  nitrous  acid  which  is 
absorbed ;  and  Winkler  has  proved  that  it  is  precisely  the  presence 
of  sulphuric  acid  which  causes  the  oxidation  not  to  proceed  beyond 
the  formation  of  nitrous  acid,  the  latter  combining  afterwards  with 
the  sulphuric  acid  to  form  nitrosulphonic  acid  and  water : — 

2SOj(OH)a+N,08=2S02(OH)(N02)  +H2O. 
Nitrous  acid  (of  which  only  the  anhydride,  N208,has  been  obtained 
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in  the  free  state ;  the  hydrate^  NO .  OH^  is  only  hypothetical)  as  well 
as  hyponiiric  acid  or  nitrogen  tetroxide,  NO,  or  N2O4,  dissolve  in 
sulphuric  acid^  so  long  as  the  latter  has  not  been  diluted  beyond  a 
certain  degree,  and  thereby  iorm  the  compound  S02(0H)  (NOg), 
already  designated  as  nitrosvlphonic  acid*,  according  to  the 
equations 

I.  2S08(OH)2+N203=2S02(OH)(NOa)+H,0,  and 
11.     S04(OH)3+N404=    SOs(OH)(NO,)+N0a.OH; 

that  is  to  say,  in  the  case  of  nitrous  acid  merely  with  splitting  off 
of  water — in  the  case  of  hyponitric  acid,  however,  with  the  simul- 
taneous formation  of  nitric  acid,  which  likewise  remains  dissolved 
in  the  sulphuric  acid.  According  to  Bammelsberg  (/.  c),  however, 
in  the  case  of  nitrous  acid  being  employed  in  excess,  the  following 
reaction  may  also  take  place — 

III.  S02(OH)3+2N203=S03(OH)(NOj)  +N03.0H-f 2NO; 

that  is  to  say,  besides  nitrosxdphonic  acid,  nitric  acid  and  nitric 
oxide  are  also  formed. 

Nitrosulphonic  acid  is  obtained  as  a  crystallized  mass  by  the 
union  of  nitrous  anhydride  with  oil  of  vitriol  (Weltzien),  but  as 
a  solution  in  sulphuric  acid  in  the  presence  of  not  too  much  water; 
such  a  solution  also  remains  behind  on  heating  a  mixture  of  oil  of 
vitriol  with  concentrated  nitric  acid  (A.  Bose).  It  is  also  formed 
from  sulphuric  anhydride  and  the  oxides  of  nitrogen  in  the  presence 
of  water  (Doebereiner,  Gaultier  de  Claubry,  Kuhlmann) .  Of  much 
greater  importance  is  its  formation  from  sulphvr  dioxide  and  the 
oxides  of  nitrogen  in  the  presence  of  water,  or  of  water  and  oxygen. 
In  the  absence  of  water,  sulphur  dioxide,  whether  in  the  gaseous 
or  the  liquid  state  (at  —20°  C),  acts  neither  on  nitric  oxide  nor  on 
the  hyponitric  acid  formed  there&om  by  access  of  air ;  but  a  small 
quantity  of  water  causes  the  formation  of  crystals  of  nitrosulphonic 
acid  (Davy,  Gaultier  de  Claubry,  Winkler) :  it  cannot  be  otherwise^ 
as  the  constitution  of  that  compound  requires  hydroxyl.  This  is 
precisely  the  way  in  which  the  chamber-crystals  are  formed  in  the 
lead  chambers. 

Winkler  has  proved  (/.  c.  p.  14)  that  even  in  the  presence  of 
moisture  sulphur  dioxide  does  not  form  chamber-crystals  with  pure 

*  According  to  CI.  Winkler  (see  below),  nitrogen  tetroxide  dissolves  in  sul- 
phuric  acid  of  170^  Tw.  as  stdch,  without  any  change. 
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N4O3,  but  NO  is  formed  in  that  case.  Also  from  NOj  and  SOg,  if 
they  are  quite  dry,  no  chamber-crystals  are  formed;  but  they  appear 
at  once  if  only  a  drop  of  water  is  added.  Winkler  makes  use  of 
this  behaviour  in  order  to  distinguish  nitrous  from  hyponitric 
acid^  since  the  former  in  an  atmosphere  of  carbon  dioxide  does  not 
form  chamber-crystals  with  sulphur  dioxide^  even  in  the  presence 
of  moisture^  but  the  latter  does  so. 

It  is  no  contradiction  to  this^  that  the  crystals  are  obtained  &om 
dry  SOj  and  NOg  in  the  presence  of  a  little  oil  of  vitriol  (Weber), 
or  from  SO3  and  nitric  acid  NO3H  (Sestini).  The  experiments  of 
H.  A.  Smith  (in  Bode^s  translation  of  his  pamphlet,  p.  27)  were  to 
prove  the  contrary,  viz.  that  dry  sulphur  dioxide  and  "  nitrous  gas  " 
show  a  reaction  even  in  a  perfectly  dry  vessel,  but  ''  much  more 
quickly  on  the  introduction  of  a  drop  of  water  '^  (according  to  his 
description,  the  ^^  dry  nitrous  gas ''  is  made  from  sulphuric  acid 
and  nitrate  of  soda,  and  therefore  contains  at  least  nitric  hydrate 
NO3H) ;  but  the  crystals  formed  thereby  he  considers  to  be  not  ordi- 
nary chamber-crystals,  but  sulphuric  anhydride  (!),  since  they  are 
acicular  (Smith  evidently  has  never  seen  the  splendid  acicular  groups 
of  chamber-crystals  which  are  so  easily  formed  as  a  lecture  expe- 
riment)— ^further,  since  they  remain  a  pretty  long  time  unchanged 
(this  is  just  the  behaviour  of  chamber-crystals  in  air  containing  not 
too  much  moisture,  whilst  sulphuric  anhydride  is  much  more  deli- 
quescent), and  since  they  dissolve  in  contact  with  water  without  an 
effervescence  of  nitrous  gas  (this,  according  to  Fremy's  and  the 
author's  own  observations,  happens  with  nitrosulphonic  acid  if  a 
large  excess  of  water  is  present).  A  special  refutation  of  his 
extremely  crude  experiments  is  all  the  less  necessary  as  he  has  not 
adduced  a  shadow  of  a  scientifically  valid  proof  for  his  assertions 
which  differ  from  those  of  all  other  chemists. 

According  to  Winkler,  therefore  (/.  c.  p.  15),  fumes*  of  nitrous 
acid  with  an  excess  of  sulphurous  acid  and  water,  and  with  exclu- 
sion of  oxygen,  give  no  chamber-crystals  at  all ;  but  they  are  deco- 
lorissed,  nitric  oxide  and  sulphuric  acid  being  formed.  If  oxygen 
or  air  are  admitted,  chamber-crystals  instantly  appear,  and  also  if 
hyponitric  add  in  the  presence  of  water  meets  sulphurous  acid. 
This  agrees  with  the  results  of  all  other  chemists. 

There  exists  also  a  similar  compound,  which  contains  no  hydrogen, 
the  nitrous  pyrosulphuric  anhydride,  N2O3,  2S03= 
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but  this  is  only  formed  by  mixing  liquid  sulphur  dioxide  and 
nitrogen  tetroxide  in  the  cold  under  pressure  (Provostaye),  or 
sulphuric  anhydride  with  dry  nitric  oxide  (H.  Rose),  or  by  heating 
sulphuric  anhydride  with  nitrogen  tetroxide  (Weber),  none  of  which 
reactions  are  possible  in  the  manufacture  of  sulphuric  acid. 

Neither  is  this  the  case  with  the  compound  produced  by  R.  Weber 
(Poggend.  Annalen,  clxii.  p.  602)  by  conducting  sulphuric  anhy- 
dride into  the  most  highly  concentrated  nitric  acid,  which  has  the 
empirical  formula  N^Oj,  4SO3,  SH^O. 

The  easiest  way  of  preparing  the  chamber-crystals  in  a  state  of 
purity  is,  according  to  Weber,  by  conducting  sulphur  dioxide  into 
well-cooled  fuming  nitric  acid  until  the  whole  mass  has  been  con- 
verted into  a  magma,  but  not  until  the  nitric  acid  has  been  entirely 
decomposed,  and  drying  the  crystallized  mass  on  a  brick  under  a 
bell-jar  alongside  some  oil  of  vitriol.  Obtained  in  this  way,  or 
collected  in  the  connecting-pipes  of  vitriol-chambers  or  other 
places  where  there  is  a  deficiency  of  steam,  they  consist  of  four- 
sided  prisms  or  orthorhombic  crystals ;  but  generally,  when  pre- 
pared on  the  small  scale,  they  appear  as  a  scaly,  feather-like,  or 
granular  mass,  colourless  and  transparent.  Their  fusing-point  is 
stated  by  Weltzien=73°,  by  (faultier  de  Claubry=120°  to  130''; 
but  they  are  partly  decomposed  before  fusing,  with  evolution  of 
red  fumes. 

The  composition  of  chamber-crystals  was  formerly  uncertain ; 
the  question  was,  in  the  language  of  the  older  chemists,  whether 
they  were  a  compound  of  sulphuric  acid  with  hyponitric,  or  with 
nitrous  acid.  Miiller  (Ann.  Chem.  Pharm.  cxxii.  p.  1)  still  pro- 
nounced for  the  former ;  but  R.  Weber  proved  in  1862,  and  more 
rigorously  in  the  following  year,  by  estimating  all  their  consti- 
tuents according  to  unexceptionable  methods,  that  their  formula 
must  be  constructed  on  the  second  supposition.  His  results  were 
as  follows : — 

Molecular  weight      Calculated.  Found. 

2S08  160  62-99  6400 

NgOs  76  29-92  2796 

H4O    18  709  10-50 

2 SO3,  NgOs,  HgO 254     10000    10246 
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This  formula  has  also  been  confirmed  by  Michaelis  and  Schumann 
(/.  c),  who  at  the  same  time  proved,  from  the  products  of  decom- 
position by  phosphorus  perchloride,  that  the  compound  whose 
molecular  weight  has  to  be  halved  must  be  regarded  as  nitrosul- 

OH 
phonic  add,  ^^av-Nrn  — ^^^  ^®'  ^  sulphuric  acid,  one  of  whose 

hydroxyls  is  replaced  by  the  nitro  group,  or  as  nitric  acid  for 
whose  hydroxyl  is  substituted  the  sulpho  group. 

The  chamber-crystals  are  not  changed  by  a  little  water,  if  they 
absorb  it  from  moist  air  and  deliquesce  in  the  same  after  some 
time  j  but  in  liquid  water  they  dissolve  quickly  with  evolution  of 
heat  and  nitric  oxide,  to  form  dilute  sulphuric  acid,  from  which 
much  more  nitric  oxide  is  given  oflf  on  boiling.  When  introduced 
into  a  large  quantity  of  water,  they  dissolve  without  evolution  of 
gas  (Pr^my) .  Many  contradictory  explanations  have  been  given 
of  the  reactions  going  on  therewith,  for  instance  by  W.  Henry, 
A.  Bose,  Thomson,  &c. ;  but  a  few  experiments  made  by  PhiKpp 
according  to  the  directions  of  Bammelsberg  (/.  c.)  have  alone  cleared 
up  the  matter.  It  has  been  proved  that  on  dissolving  chamber- 
crystals  in  water  a  quarter  of  their  percentage  of  nitrogen  escapes 
as  NO;  the  remainder  of  the  nitrogen  remains  dissolved  along 
with  the  sulphuric  acid,  partly  as  nitrous,  partly  as  nitric  acid ;  in 
the  cold  the  proportion  is  20  of  the  latter  to  80  of  the  former.  Most 
probably,  of  the  11  per  cent,  of  nitrogen  contained  in  chamber- 
crystals  on  dissolving  them  in  water,  ^  appears  as  nitric  oxide,  f  as 
nitrous  acid,  and  ^  as  nitric  acid.  Whilst,  therefore,  the  usual  state- 
ment of  the  reaction  between  chamber-crystals  and  water  is  this, 

2S02(OH)  (NOa)  +  H20=2SOj(OH)2+N203, 

Bammelsberg's  results  lead  to  the  following  equation : — 

16SOj(OH)(N02)+9H20=16S02(OH)2+4NO 

+  2N02(OH)+5N20g. 

The  first,  simpler,  equation,  however,  will  in  most  cases  suffice 
to  represent  of  the  reactions  within  the  chambers. 

The  behaviour  of  nitrosulphonic  acid  towards  sulphuric  acid  is  of 
even  more  immediate  interest  for  us.  In  concentrated  oil  of  vitriol 
the  crystals  dissolve  easily  and  without  decomposition ;  this  solution 
is  stable  enough  to  be  distilled  without  losing  any  nitrous  acid, 
whilst  the  isolated  crvstals  are  decomposed  on  being  gently  heated. 
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If  the  above  solution  be  half  distilled^  the  residue  will  be  richer 
in  nitrous  acid.  It  is  possible  to  obtain  solutions  of  1*9  sp.  gr. : 
they  evolve  with  water  nitric  oxide,  inflame  phosphorus  at  62°  C, 
oxidize  sulphur  and  many  metals  on  distillation  with  evolution 
of  NO;  heated  with  ammonium  sulphate  to  160°  they  evolve 
nitrogen  gas.  This  solution  of  nitrosulphonic  acid  in  strong  oil  of 
vitriol  (of  170°  Tw.),  even  on  long-continued  treatment  with  dry 
sulphur  dioxide^  is  only  incompletely  decomposed,  and  on  addition 
of  water  still  shows  the  presence  of  nitrous  acid  by  the  evolution 
of  brown  vapours.  This  explains  the  fact  (well  known  to  manu- 
facturers) that  concentrated  vitriol  contaminated  by  nitrous  acid  is 
only  with  difficulty  purified  by  sulphurous  acid.  Heated^  sulphu- 
rous acid  decomposes  chamber-crystals  with  evolution  of  nitrous 
oxide  (Fr^my) .  Further  statements  on  the  behaviour  of  sulphurous 
acid  towards  the  solution  of  chamber-crystals  in  sulphuric  acid^  the 
so-called  '^nitrous  vitriol/^  will  be  made  when  examining  the  process 
going  on  within  the  Glover  tower.  It  is  remarkable^  and  of  great 
importance  for  the  practice  of  sulphuric-acid-making,  that  even 
dilute  acids  of  1*70  down  to  1*55  sp.  gr.  dissolve  the  crystals  in  the 
cold  without  decomposition ;  the  decomposition  only  commences 
when  the  specific  gravity  of  the  dilute  acid  has  fallen  below  1-55 
— that  is,  below  the  density  of  ordinary  chamber-acid  (Weber). 
Such  dilute  solutions  are  formed  when  hyponitric  acid  meets  dilute 
sulphuric  acid,  according  to  equation  II.  on  page  366 ;  and  just  this 
always  happens  in  the  chamber-process.  If,  according  to  Weber, 
hyponitric  acid,  made  by  gently  heating  fmning  nitric  acid  (and 
therefore  in  any  case  not  free  from  nitric  acid),  be  added  to  sul- 
phuric acid  of  diflerent  degrees  of  concentration,  the  following  is 
observed : — The  strongest  oil  of  vitriol,  down  to  1*7  sp.  gr.,  absorbs 
the  hyponitric  acid  without  coloration.  Acid  of  1*55  turns  yeUow : 
here  the  hyponitric  acid  is  probably  absorbed  to  a  lai^e  extent 
similarly  as  by  nitric  acid^  and  no  decomposition,  as  represented 
by  equation  II.  on  page  366,  has  taken  place^  whilst  this  has  to 
be  assumed  in  the  case  of  the  stronger  acids.  Acid  of  1*49  turns 
greenish  yellow,  of  1*41  intensely  green;  acid  of  1*31  turns 
blue  and  evolves  nitric  oxide,  which  on  applying  a  gentle  heat 
escapes  with  violent  eflfervescence.  (It  is  most  probable  that 
the  decomposition  here  takes  place  according  to  the  equation 
which  Rammelsberg  has  established  for  the  decomposition  of 
chamber-crystals  with  water,  see  p.  869.)     Weak  acids  are  only 
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coloured  for  a  short  time.     From  this  may  be  inferred : — ^that  acids 
of  1*8  to  1*7  combine  "with  hyponitric  acid  with  formation  of  nitro- 
snlphonic  acid ;  weaker  acids  simply  absorb  it ;  and  the  more  dilute 
acids  decompose  it  with  formation  of  nitric  oxide^  nitrous  acid,  and 
(according  to  Rammelsberg)  nitric  acid.     The  action  of  sulphurous 
acid  on  these  mixtures  is  different  according  to  their  concentration. 
As  mentioned  above,  the  solution  of  chamber-crystals  in  concen- 
trated vitriol  is  but  incompletely  decomposed  even  by  a  prolonged 
action  of  sulphurous  acid;  but  the  yellow  mixture  of  1"55  sp.  gr. 
and  the  coloured  more  dilute  acids  are  decomposed  with  strong 
effervescence  of  nitric  oxide.     It  will  soon  be  shown  what  part  all 
these  reactions  play  in  the  recovery  of  the  nitrous  gas  in  the  manu- 
facture, where  the  object  is  first  to  absorb  the  gas  sulphuric  acid 
of  1'7,  and  then  again  to  liberate  it  from  that  solution. 

Winkler  gives  a  different  account  of  the  behaviour  of  liquid 
hyponitric  acid  from  that  of  Weber.  He  states  that  it  may  be 
mixed  with  sulphuric  acids  down  to  142°  Tw.,  but  that  it  yields  a 
solution  totally  different  from  that  of  chamber-crystals  in  sulphuric 
acid,  viz.  one  of  a  yellow  colour  and  constantly  evolving  red  fumes. 
On  heating,  it  effervesces  and  gives  off  streams  of  gaseous  hypo- 
nitric acid ;  if  the  mixture  was  made  with  sulphuric  acid  of  142°  Tw., 
the  NOj  completely  volatilizes  far  below  the  boiling-point  of  sul- 
phuric acid,  so  that  the  residue  on  dilution  with  water  does  not 
decolorize  potassium  permanganate.  If,  however,  acid  of  170°  Tw. 
haa  been  employed,  the  liquid  on  heating  certainly  yields  up  the 
larger  portion  of  its  NO9 ;  but  the  residue  behaves  like  a  solution 
of  chamber-crystals  in  sulphuric  acid,  and  on  being  mixed  with 
water  it  evolves  red  fumes  which  can  be  proved  to  be  NjOg,  not 
NO2,  by  their  not  forming  any  chamber-crystals  with  moist  SOg. 

There  are  some  essential  differences  between  the  statements  of 
Weber  and  those  of  Winkler,  more  especially  as  far  as  the  beha- 
viour of  hyponitric  acid  is  concerned,  which  must  be  cleared  up  by 
farther  researches. 

If  concentrated  sulphuric  acid  is  mixed  with  a  little  concentrated 
nitric  addy  and  sulphurous  acid  is  passed  into  the  mixture,  the 
nitric  acid  in  the  cold  is  only  reduced  to  nitrous  acid,  which  remains 
combined  with  the  sulphuric  acid ;  this  compound  resists  the  further 
action  of  the  sulphurous  acid,  similar  to  the  solution  prepared  from 
concentrated  oil  of  vitriol  and  chamber-crystals.  On  the  other 
hand  more  dilute  mixtures  of  sulphuric  and  nitric  acid,  below  1*7 
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gp.  gr.^  are  more  or  less  easily  decomposed  by  sulphurous  acid,  in 
the  ratio  of  their  dilution.  We  shall  see  that  these  observations 
of  Weber's  have  also  to  be  taken  into  account  in  explaining  the 
process  in  the  chambers  and  in  the  Glover  tower. 

From  the  above  theoretical  researches  it  follows  that  all  oxides 
of  nitrogen  down  to  NgOg  are  absorbed  easily  by  sulphuric  acid  of 
1*7  sp.  gr.  and  upwards^  less  easily  by  weaker  acid,  not  at  all  by 
acid  of  less  than  1'5  sp.  gr.  But  neither  NO  nor  NgO  are  absorbed 
by  sulphuric  acid.  Thus  sulphuric  acid  of  moderate  strength  pre- 
sents a  means  of  taking  from  the  gas  escaping  from  the  chambers 
its  nitrogen  acids  (nitrous  gas) ;  a  second  process  must  then  follow, 
by  which  the  sulphuric  acid  charged  with  nitrous  gas  (commonly 
called  "  nitrous  vitriol ")  is  again  deprived  of  its  nitrogen  com- 
pounds.   Both  processes  have  to  be  described  consecutively. 

By  far  the  most  usual  apparatus' for  retaining  the  nitrous  fumes 
by  means  of  strong  sulphuric  acid  is  the  coke-tower,  first  employed 
in  1827  by  Gay-Lussac,  and  justly  designated  everywhere  by  the 
name  of  its  inventor.  From  the  facility  which  this  apparatus  gives 
of  retaining  at  least  two  thirds  of  all  the  nitre^  and  from  the  other 
important  advantages  realized  by  it  (see  p.  364),  it  might  have  been 
expected  that  that  apparatus  would  have  been  generally  introduced 
within  a  short  period  after  its  invention.  But,  most  curiously, 
Gay-Lussac's  invention  was  only  carried  out  into  practice  for  the 
first  time  in  1842,  at  Chauny ;  and  forty  years  after  his  invention 
the  majority  of  sulphuric-acid  makers  did  not  possess  either  Gay- 
Lussac's  or  any  other  apparatus  for  retaining  the  nitrous  fumes ; 
nay,  even  some  of  those  who  had  adopted  it  in  the  first  instance 
had  abandoned  it  again. 

The  cause  of  this  was  that  at  that  time  the  only  plan  of  deni- 
tration  was  by  dilution,  and  that  the  expense  of  concentration, 
of  pumping  the  acid,  &c.  was  thought  to  amount  to  nearly  as  much 
as  the  saving  of  nitre.  Most  manufacturers  were  not  aware  that  the 
saving  (which  was  mostly  estimated  too  low,  viz.  equal  to  one  half 
of  the  nitre)  was  not  the  only  advantage  of  the  absorbing-towers. 
But  the  great  dearth  of  nitrate  of  soda  which  occurred  ten  years 
ago  brought  the  matter  vividly  before  them ;  at  the  same  time  on 
the  continent  the  composition  of  the  chamber-gases,  the  chamber- 
space,  &c.  was  studied  more  closely,  and  the  advantage  of  an  excess 
of  nitrous  gas  in  the  chambers,  which  can  only  be  secured  by  means 
of  an  absorbing-tower^  became  evident.   These  circumstances  led  to 
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such  towers  being  erected  again^  and  the  more  so  as  some  few  manu- 
facturers had  never  given  them  up  at  all  and  had  done  very  well 
with  them. 

In  England^  where  the  theoretical  part  of  the  subject  has  been 
much  less  attended  to^  another  practical  invention  had  in  the  mean- 
time been  made^  which  entii'ely  removed  the  only  essential  draw- 
back of  the  Gay-Lussac  absorbing-tower,  viz.  the  necessity  of  con- 
centrating the  acid ;  this  was  the  Glover  tower.  Whilst  little  more 
than  ten  years  ago  only  a  comparatively  very  small  number  of 
English  works  absorbed  their  nitre-gas  at  all,  since  then  all  the 
larger  and  better  works  have  introduced  the  Gay-Lussac  absorbing- 
column,  nearly  always  along  with  Glover's  denitrating  column. 
Probably  some  few  exceptions  may  still  survive ;  but  we  are  here 
only  speaking  of  works  somewhat  rationally  managed.  Even  in 
1873  very  few  English  works^  chemists  were  as  depreciatory  in  their 
judgment,  and  at  the  same  time  asr  ignorant  of  the  essence  of  Gay- 
Lussac's  apparatus,  as  H.  A.  Smith  showed  himself  to  be  in  his 
pamphlet  (Bode's  translation,  p.  82).  His  assertion  that  the 
Gay-Lussac  tower  was  an  outcome  of  negligence,  since  with  greater 
care  no  loss  of  nitrogen  compounds  at  all  need  be  suffered,  proves 
himi  ignorant  of  the  reason  why  an  excess  of  those  compounds  is 
purposely  employed,  which  must  afterwards  be  reabsorbed,  viz.  that 
the  sulphurous  acid  may  be  fully  oxidized.  Directly  after,  he  spe- 
culates in  what  way  the  sulphurous  acid  escaping  ^'  in  the  majority 
of  works  "  may  be  utilized — a  question  which  in  working  with  the 
absorbing-tower  does  not  exist,  as  such  escapes  are  then  too  insig- 
nificant. The  necessary  answer  to  Smith's  reasoning  has  been 
already  given  by  his  translator  very  thoroughly  (p.  121,  note). 

Gay-Lussa&s  Absorbing-Tower  for  Nitrous  Gas 

consists  of  a  chamber,  placed  at  the  end  of  the  set  of  lead  chambers, 
higher  than  wide  (a ''tower''  or  ''column''),  of  which  the  walls 
are  made  of  a  material  capable  of  resisting  sulphuric  acid,  and  the 
interior  space  is  filled  with  a  material  presenting  a  large  surface. 
By  means  of  this  "  packing  '^  a  stream  of  sulphuric  acid  entering 
the  column  from  above  is  divided  into  small  drops ;  at  the  same 
time  the  current  of  gas  rising  up  in  the  tower  is  divided  into  many 
small  jets ;  and  thus  the  contact  between  the  gas  and  the  acid, 
coveriDg  the  surface  of  the  packing,  is  multiplied.  The  principle 
applied  here  is  exactly  the  same  that  had  been  employed  for  a  long 
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time  in  the  ''  scrubbers ''  of  gas-works,  in  order  to  deprive  the  gas 
of  ammoniacal  salts  by  washing  it  with  water,  and  which  is  also 
applied  to  the  condensation  of  muriatic  acid  in  the  decomposition 
of  common  salt  (Book  II.).  It  is  always  this,  to  produce  a  great 
many  points  of  contact  between  the  gas  and  the  absorbing  agents 
and  thereby  to  wash  out  the  absorbable  substance  of  the  gas  as 
much  as  possible ;  or  the  interior  of  the  tower  may  be  represented 
as  a  filter  which  allows  only  the  inert  gas  to  pass,  but  retains  the 
gas  acted  upon  by  the  absorbing  agent. 

The  reason  why  such  an  apparatus  is  constructed  in  the  shape 
of  a  tower  or  column  (that  is,  why  it  is  made  much  higher  than 
wide)  is  this,  that  in  the  case  of  apparatus  with  a  considerable 
horizontal  section  it  is  quite  impossible  to  distribute  a  compara- 
tively thin  stream  of  the  absorbing  liquid  equally  over  the  whole 
section,  and  at  the  same  time  to  force  the  gas  to  meet  the  liquid. 
Of  course,  the  gas  has  always  a  tendency  to  rise  where  its  way 
is  not  barred  wholly  or  in  part  by  a  liquid ;  unless  the  columns 
are  pretty  narrow,  it  is  not  possible  to  prevent  the  liquid  running 
down  almost  entirely  in  some  places,  the  gas  rising  in  other  places, 
so  that  but  little  of  the  two  would  come  into  contact,  and  the  liquid 
would  arrive  at  the  bottom  charged  with  very  little  absorbable 
matter,  whilst  the  gas  issuing  at  the  top  would  still  contain  a 
good  deal  of  it. 

Hence  follows  this  general  principle  : — An  apparatus  for  the  ab- 
sorption of  gas,  such  as  are  in  question  here,  should  be  made  no  wider 
than  is  necessary  in  order  that  the  draught  may  not  be  impeded 
by  the  packing ;  and  the  necessary  cubical  volume  of  the  packing 
should  be  obtained  by  making  the  tower  so  much  higher.  Thereby 
another  object  is  also  attained :  viz.,  the  gas  entering  at  the  bottom 
of  the  tower,  where  it  is  richly  charged  with  absorbable  matter, 
meets  a  liquid  containing  already  a  good  deal  of  the  same,  and 
therefore  not  capable  of  dissolving  much  more,  unless  an  abundant 
supply  is  presented  to  it,  which  is  just  the  case  under  these  circum- 
stances ;  on  the  other  hand,  the  gas  near  the  top  of  the  tower, 
where  it  is  almost  entirely  deprived  of  its  absorbable  parts,  meets 
entirely  fresh  liquid,  which  is  able  to  seize  upon  them  even  in  a 
poor  gas,  whilst  a  partly  saturated  liquid  would  have  no  action 
upon  such  a  gas.  This  is  the  theoretical  explanation  of  the  prac- 
tical fact  that  a  saturated  absorbing  liquid,  along  with  exhaustion 
of  the  gas,  can  only  be  attained  by  building  the  towers  very  high. 
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A  considerable  vertical  height  of  the  absorbing  medium  can 
certainly  be  also  obtained  by  placing  two  towers  alongside  of  each 
other^  and  compelling  the  gas  leaving  the  first  tower  at  the  top  to 
pass  downwards  in  order  to  rise  again  in  the  second  tower.     As  a 
rule  this  arrangement  is  not  to  be  recommended^  for  two  reasons : — 
firsts  there  is  a  loss  of  draught  caused  by  compelling  the  gas  to 
take  the  mxnatoral  path  downwards  for  a  portion  of  its  course^ 
and  the  consequent  great  friction  in  the  connecting-tube ;  secondly^ 
in  this  way  certainly  the  gas  can  be  completely  washed  out^  but 
at  the  same  time  there  does  not  result  a  saturated  absorbing  liquid^ 
both  of  the  towers  haying  to  be  fed  with  liquid,  which  at  the  end 
only  attains  half  the  degree  of  saturation  that  would  have  been 
attained  in  one  tower  equa}  in  height  to  both  those  employed  and 
fed  with  a  single  jet.     Only,  where  the  strength  of  the  absorbing 
liquid  is  of  no  consequence,  it  is  often  more  convenient  to  employ 
two  towers  one  after  the  other  than  one  of  double  the  height. 
An  arrangement  still  less  recommendable  is  found  in  many  books 
and  in  a  few  badly  arranged  works,  where,  from  mistaken  economy, 
the  absorbing-tower  is  made  of  twice  the  usual  horizontal  section, 
and  divided  into  two  halves  by  a  partition,  in  order  to  pass  the 
gas  up  one  half  and  down  the  other.    The  saving  in  cost  as  against 
two  towers  or  a  tower  of  double  the  height  is  not  very  conside- 
rable; on  the  other  hand,  that  half  of  the  tower  in  which  the  gas 
has  to  descend  is  almost  entirely  sacrificed,  because  here,  where  the 
gas  and  the  liquid  travel  in  the  same  direction  and  next  to  no  fric- 
tion takes  place  between  them,  their  mutual  action,  as  experience 
shows,   is  very  inconsiderable  j    both  mostly  travel   downwards 
peacefully  without  interference,  and  arrive  at  the  bottom  almost 
unchanged.     The  arrangement  of  a  double  tower  is  inadmissible 
unless  the  partition  extends  right  through,  and  the  gas  issuing 
from  the  one  division  passes  downwards  by  a  special  pipe,  and  is 
allowed  to  ascend  again  in  the  second  division,  and  thus  to  meet 
the  acid  rain.     This   comes  to  the  same  thing  as  placing  two 
towers  alongside  each  other.     Such  an  apparatus  is  but  rarely 
met  with  for  absorbing  nitre-gas,  a  little  more  frequently  as  a 
condenser  for  muriatic  acid.     As  we  have  treated  of  them  here, 
in  the  Chapter  treating  of  the  latter  subject  the  principle  (which 
is  exactly  the  same  in  both  cases)  will  not  need  to  be  explained 
again. 

As  far  as  the  width  of  the  absorbing  column  is  concerned^  it 
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should  be  considerably  wider  than  an  empty  tube  of  suflScient 
diameter  for  the  current  of  gas,  not  merely  because  the  packing 
of  the  tower  occupies  a  large  portion  of  its  section  and  only 
leaves  a  small  portion  of  it  as  clear  space,  but  also  because  the 
packing  must  be  purposely  arranged  so  as  to  divide  the  current 
of  gas  into  a  great  many  separate  jets,  constantly  changing 
their  direction,  and  to  expose  them  to  the  largest  possible 
amount  of  friction  at  the  surfaces  of  the  packing  wetted  with 
the  absorbing  liquid.  The  tower  must  therefore  be  wide  enough 
to  take  account  of  this  purposely  increased  friction.  Further- 
more, it  has  to  be  considered  that  the  slower  the  current  of  gas, 
the  more  time  will  be  afforded  for  the  action  of  the  absorbing 
liquid,  and  the  more  perfect  the  latter  will  be.  This  would  lead  to 
giving  the  tower  as  wide  a  section  as  possible,  in  order  to  slacken 
the  speed  of  the  gaseous  current.  As,  for  the  reasons  stated 
above,  this  plan  cannot  be  carried  out  very  far,  the  inference 
is  that  a  certain  middle  path  is  to  be  taken:  a  tower  should 
be  made  wide  enough  not  to  hinder  the  draught,  and  to  leave  sufB- 
cient  time  for  the  contact  of  the  gas  and  the  liquid,  but  not  so 
wide  that  the  liquid  cannot  be  spread  equally  all  over  and  that  the 
gas  can  go  past  it.  Evidently  no  exact  calculations  can  be  made 
as  to  the  proper  width ;  only  practical  experience  can  decide ;  and 
this  has  shown  that  a  Gay-Lussac  tower  should  never  exceed  7  feet 
in  width,  but  that  it  is  better  made  no  more  than  5  feet  wide  even 
in  the  case  of  large  sets  of  chambers,  and  that,  if  a  larger  section 
is  indispensable,  a  double  tower  should  rather  be  constructed. 

The  dimensions  of  the  absorbing  column  are  necessarily  correspon- 
dent to  those  of  the  set  of  chambers ;  its  cubical  contents  should 
be  at  least  1  per  cent,  of  the  chamber-space.  For  sets  of  from 
140,000  to  200,000  cubic  feet  the  column  ought  to  be  6  feet  in 
width  and  50  feet  high ;  for  a  set  of  from  70,000  to  100,000  cubic 
feet  a  tower  from  4  to  5  feet  in  width  and  40  feet  high  is  sufficient. 
In  both  cases  it  is  best  to  give  the  tower  an  additional  height  of 
10  feet ;  there  will  be  all  the  more  saving  of  absorbing  acid  the 
higher  the  tower  and  the  longer  the  way  for  the  acid.  These 
statements  refer  to  chambers  working  with  pyrites;  with  brimstone 
the  height  of  the  tower  need  not  exceed  26  feet. 

In  all  probability  a  larger  absorbing-space,  say  2  per  cent,  of 
the  chamber-space,  would  permit  working  with  a  larger  economy 
of  nitre  than  the  above-stated  sizes ;  in  the  case  of  large  sets  this 
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Space  would  then  mostly  have  to  be  divided  into  two  towers.  In 
fact,  the  absorbing-space  at  the  Jarrow  chemical  works  has  lately 
been  raised  to  90  cubic  feet  per  ton  of  pyrites  per  week,  which 
amounts  to  about  2  per  cent,  of  the  chamber-apace;  and  by  this  the 
consamptioQ  of  nitre  has  been  brought  down  from  1*45  to  105 
part  per  100  parts  of  pyrites. 

The  material  for  constructing  Gay-Lusaac  towers  is  generally 
lead,  more  rarely  stoneware  pipes,  still  more  rarely  stone  flags. 
The  cheapest  plan  would  probably  be  to  use  9-inch  earthenware 
pipes,  of  which  a  larger  number  would  be  placed  over  a  trough  of 
stone  or  of  wood  lined  with  lead  in  the  way  shown  in  fig.  159,  so 

Eg.lW. 


that  the  gas  would  rise  in  all  the  pipes,  whilst  each  pipe  was  fed  by 
a  small  jet  of  acid  by  means  of  an  oscillating  bucket  or  an  inter- 
mittent siphon.     The  pipes  would  have  to  be  filled  with  coke;  and 
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there  would  have  to  be  a  sufficient  number  of  them  to  gire  the 
necesBary  horizontal  sectioa.  The  author  does  not,  however,  know 
of  such  an  apparatus  having  been  anywhere  put  into  operation. 

A  stoneware  apparatus  manufactured  by  Fikentscher,  of  Zwickau, 
and  represented  iu  fig.  160,  used  in  several  works,  is  said  to  have 

Fig.  leo. 


given  good  results ;  but  the  surface  of  the  acid  in  it  must  he  much 
smaller  than  in  a  coke-tower. 

In  most  cases  the  absorbing-tower  is  made  of  lead  and  packed 
with  coke.  The  lead  in  continental  works  is  often  made  unneces- 
sarily thick,  from  14  to  28  lb.  to  the  square  foot ;  in  British  worts 
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it  is  often  no  more  than  7  lb.  or  even  6  lb.  to  the  square  foot^ 
like  the  chamber-lead.  There  is  no  reason  why  the  lead  should  be 
stronger :  the  gas^  as  well  as  the  acid^  in  this  apparatus  are  only 
moderately  warm^  and^  indeed^  ought  to  be  as  cool  as  possible ; 
nor  is  the  lateral  pressure  of  the  coke^  if  properly  packed^  so  great 
that  it  need  cause  any  fear.  At  any  rate  the  lead  sides  arc  neces- 
sarily supported  by  a  wooden  frame.  Both  circular  and  square 
towers  are  found ;  the  former  take  less  lead  for  the  same  area. 
They  are  frequently  lined  inside  with  bricks^  which  are  put  in  dry 
along  with  the  packing ;  ^^  split  bricks  ^^  of  1  inch  thickness  are 
often  employed  for  this  purpose^  lest  too  much  space  should  be 
lost.  The  object  of  this  lining  is  to  prevent  the  coke  from  cutting 
the  lead  in  settling  down.  It  seems  hardly  worth  while  to  go 
to  the  expense  of  the  lining^  and  at  the  same  time  to  lessen  the 
area  of  the  tower,  for  such  a  small  matter^  which  can  be  easily 
remedied  by  putting  on  a  patch  of  lead ;  the  lateral  pressure  of 
the  coke  would  only  be  avoided  by  making  the  lining  9  inches 
thick,  which  is  rarely  done,  as  it  wastes  too  much  space. 

The  foundations  of  the  tower  must,  of  course,  be  very  substan- 
tial, and,  if  possible,  constructed  in  such  a  way  that  any  acid  run- 
ning over  will  not  damage  them.  It  is  preferred  to  make  them 
high  enough  to  avoid  the  gas  from  the  last  chamber  having  to 
descend  towards  the  tower ;  if,  however,  the  chambers  are  very 
high  above  the  groimd,  this  would  involve  considerable  diflSculty 
and  expense,  and  the  tower  is  then  raised  only  high  enough  above 
the  ground  to  leave  a  natural  fall  from  its  bottom  to  an  acid-tank, 
and  from  this  to  the  pumping-apparatus  for  the  nitrous  vitriol. 

The  packing  of  the  absorbing  column,  it  has  already  been  said, 
is  nearly  always  coke.  In  a  few  places,  instead  of  coke,  broken 
bits  of  earthenware  or  of  glass,  or  even  pieces  specially  moulded 
for  this  purpose,  are  employed,  or  very  thin  tubes  in  regular  layers, 
standing  upright.  The  former  have  too  little  action ;  the  latter  are 
good,  but  too  dear.  Coke  is  therefore  almost  universally  pre- 
ferred: owing  to  its  irregular  shape  and  rough  surface,  its  low 
price,  and  its  long  duration,  it  is  both  the  cheapest  and  the  best 
medium  for  dividing  the  acid  into  as  small  drops  as  possible, 
and  thus  offering  to  the  gas  the  largest  possible  area  of  contact 
with  the  acid.  Coke  is  also  preferable  to  the  other  materials 
in  question  on  account  of  its  lightness.  Sometimes  it  is  stated 
that  coke  is  esteemed  useful  for  this  purpose  because  of  its 
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porosity;  but  this  is  erroneous.  In  the  first  place^  porous 
coke  is  worthless  for  a  coke-tower,  for  which  dense  coke  is 
indispensable ;  secondly,  the  pores  would  at  once  be  filled  with 
liquid,  which  thus  would  not  come  into  contact  with  the  gas 
passing  outside.  It  is  not  owing  to  its  porosity,  but  to  its 
rougher,  more  irregular,  and  therefore  much  larger  surface,  that 
coke  is  preferable  to  broken  glass  or  earthenware  &c. 

It  is  necessary  to  be  very  careful  in  the  selection  of  the  coke. 
Gas-coke  is  of  no  use  at  all  here,  only  the  hardest-burnt  oven-coke, 
giving  a  clear  ring  and  as  little  porous  as  possible,  of  a  silvery 
white,  not  of  a  dull  black.  It  must  be  carefully  packed,  and  all 
dull  black  pieces  rejected.  First  only  the  large  pieces,  a  foot 
and  upwards  in  length,  are  picked  out ;  these  are  placed  in  hori- 
zontal layers  directly  over  the  grating  of  the  tower,  crossing  each 
other  if  possible ;  each  piece  must  be  placed  by  hand,  inconvenient 
ajB  it  is  that  the  workman  has  to  be  lowered  down  firom  the  top  to 
the  bottom  of  the  tower,  and  must  receive  his  material  in  the 
same  manner.  Thus  the  first  third  of  the  tower  is  packed ;  then 
come  the  pieces  next  in  size ;  and  for  the  last  third  the  smaller 
lumps  may  be  used,  and  may  be  simply  emptied  in  out  of  baskets. 
Nothing,  however,  is  allowed  to  go  into  the  tower  which  has  not 
been  sifted  on  a  riddle  with  three-inch  holes.  Unless  a  coke- 
tower  is  packed  most  carefiilly,  either  the  draught  through  it  will 
be  impeded,  or  there  will  be  too  much  way  left  for  the  gas,  or,  in 
the  most  frequent  and  worst  case,  the  packing  will  be  too  loose  in 
some  places  and  too  dense  in  others,  and  thus  there  wiU  be  bad 
absorption  along  with  bad  draught. 

Soft  porous  coke  has  to  be  rejected  for  two  reasons :  first,  it 
cannot  support  the  pressure  of  the  superjacent  column  without 
being  crushed,  thus  stopping  the  draught;  secondly,  such  soft 
coke  is  soon  acted  upon  by  nitrous  vitriol  (which  has  next  to  no 
action  on  hard  coke),  and  is  ultimately  converted  into  a  thick  paste ; 
this  is  very  bad  for  the  draught,  and  may  necessitate  repacking 
the  tower. 

The  above  general  remarks  must  now  be  supplemented  by  the 
description  of  a  few  apparatus  actually  constructed.  First,  we  shall 
give  a  description  of  the  Freiberg  coke-tower,  from  Schwarzen- 
berg's  ^Chemical  Products,'  pp.  384-390.  Fig.  161  is  a  sectional 
elevation,  fig.  162  a  sectional  plan  of  the  apparatus  used  at 
Freiberg  for  the  recovery  of  the  nitrous  compounds,  on  a  scale  of 
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1 :  ]  00.     Its  principal  portion  is  the  lead  tower  *,  5  feet  7  inches 
wide  and  26  feet  3  inches  high,  supported  by  a  timber  frame 
similar  to  that  of  a  lead  acid-chamber.     The  coyer,  however,  is 
not  burnt  to  the  sides,  but  can  be  taken  off.     It  consists  of  a 
wooden  frame,  lined  inside  with  lead,  with  a  flange  standing  up 
all  round  the  edge ;  the  latter,  when  the  cover  is  put  on,  fits  into 
a  channel  worked   into  the  side  sheets,  which  are  turned  hori- 
zontally over  the  crown-tree ;  by  filling  this  channel  with  sand  a 
tight  lute  is  produced.     On  the  bottom  of  the  chamber  a  kind  of 
grating  is  constructed  of  hard-burnt   fire-bricks,  consisting   of 
parallel  walls,  forming  channels  of  about  1  foot  8  inches  height. 
They  are  covered  in  such  a  way  that  between  the  covering-tiles 
empty  spaces   of  about  2^  inches   remain,    through  which  the 
gas  can  freely  pass  from  below  and  the  acid  from  above.     On  this 
grating  the  coke  is  packed,  with  which  the  tower  is  filled  close  up 
to  the  exit-tube  N,  the  larger  pieces  at  the  bottom  and  gradually 
smaller  ones  towards  the  top.     In  order  to  put  these  pieces  in 
more  conveniently,  three  man-holes  are  made  in  the  side,  consist- 
ing of  wooden  frames  lined  with  lead  and  made  tight  with  putty  at 
the  joints.    From  the  last  lead  chamber  the  gas  arrives  in  the  tower 
through  the  pipe  J,  passing  on  its  way  the  valve-box  L,  which  allows 
it  to  be  taken  away  direct  through  the  tube,  without  any  interrup- 
tion of  work,  in  special  cases — for  instance,  repairing  or  repacking 
the  tower.     For  this  object  the  valve  b  is  opened  and  c  is  shut. 
If,  on  the  other  hand,  the  valve  b  is  shut  and  c  is  open,  the  gas 
first  goes  through  the  short  pipe  d  into  a  small  space  projecting  at 
the  bottom  of  the  tower  along  the  whole  of  one  of  its  sides ;  from 
this  it  divides  itself  among  the  channels  below  the  grating,  and  then 
ascends  through  the  coke;   at  the  same  time  sulphuric  add  of 
about  152°  Tw.  trickles  down  through  the  coke,  absorbing  the 
nitrous  acid  out  of  the  gas,  and  carrying  it  down  as  a  solution  of 
'^  chamber-crystals ''  or  ''  nitrous  vitriol.^'     The  gas  deprived  of 
nitrous  acid  goes  away  through  the  pipes  N  and  M,  again  passing 
a  valve-box,  O,  which  serves  as  a  means  for  interrupting,  by  closing 
the  valve  c,  the  communication  between  the  tower  and  the  pipe 
M,  if  the  gas  is  not  to  go  through  the  tower,  but  direct  into  the 
pipe  M. 

The  nitrous  vitriol  runs  from  the  tower  through  a  tube/,  visible 
in  the  plan  fig.  162,  into  a  tank  R,  from  which  it  goes  into  the 
"  steam-column,'^  in  which  its  nitrous  acid  is  driven  off  again  for 
further  use,  as  we  shall  see  below. 


RECOVERT  OF  7HE  NITROGEN  COMFOX7ND8.  883 

At  the  Freiberg  works  the  above-described  tower  is  situated 
close  to  the  steam-column^  which  stands  beside  the  first  lead 
chamber^  into  which  the  nitric  acid  is  introduced.  This  arrange- 
ment causes  the  gas  escaping  from  the  last  lead  chamber  to  travel 
through  a  very  long  pipe  to  the  tower.  The  friction  in  this  pipe 
and  the  further  checks  caused  through  the  ascending  and  descend- 
ing of  the  gas  are  probably  the  reasons  why^  at  Freiberg,  it  has 
been  found  necessary  to  connect  the  exit- tube  M  with  an  aspirating 
chimney.  Schwarzenberg  is  against  the  use  of  a  chimney^  and 
prefers,  therefore,  to  place  the  apparatus  immediately  beside  the 
last  lead  chamber,  so  that  a  very  short  connecting-tube  takes  the 
gas  from  the  latter  into  the  tower,  and  a  long  lead  tube  the  nitrous 
vitriol  into  the  steam-column.  In  this  case  the  aspiration  of  the 
gases  through  a  chimney  is  unnecessary ;  they  can  be  taken  away 
direct  into  the  atmosphere  from  the  top  of  the  tower  through  a  pipe 
P,  of  which  a  piece  can  be  seen  in  fig.  161.  We  have  seen  before 
that  the  employment  of  chimney-draught,  which  Schwarzenberg 
rejects,  can  be  looked  at  in  a  very  different  way ;  and  we  have  re- 
marked that  the  draught  in  this  case  can  be  regulated  with  great 
ease,  and  the  '^  sight "  can  be  very  conveniently  placed.  Large 
sets  of  chambers,  indeed,  almost  regularly  work  with  a  chimney, 
and  do  better  than  small  sets  without  the  same.  Instead  of  the 
loose  cover  and  fixed  bottom  of  the  Freiberg  towers,  most  works 
prefer  a  fixed  cover  with  a  man-hole  hydraulically  luted  and  an 
independent  bottom  with  upstanding  sides,  similar  to  a  chamber- 
bottom.  Instead  of  the  grating  made  of  fire-bricks,  many  works 
have  a  kind  of  dry  arch  (see  below) .  In  a  few  cases  iron  rods 
covered  with  lead  are  used ;  but  these  cannot  be  recommended,  as 
the  lead  may  be  cut  in  some  places,  and  the  iron  would  then  be 
acted  upon. 

To  return  to  the  Freiberg  towers,  it  should  be  noted  that,  for 
the  observation  of  the  colbur  of  the  gas  before  and  after  its  pas- 
sage through  the  tower,  two  glass  panes  are  placed  in  each  of  the 
two  valve-boxes  L  and  O,  opposite  to  each  other ;  or  a  portion  of 
each  of  the  two  tubes  J  and  N  may  be  made  of  glass.  The  gas 
ought  to  be  of  a  ruddy  colour  before  entering  the  tower,  and  per- 
fectly colourless  after  leaving  it. 

In  this  process  it  is  of  great  importance  that  the  supply  of  sul- 
phuric acid,  which  is  to  deprive  the  gases  of  their  nitrous  acid,  be 
exactly  regulated,  and  that  from  the  beginning  this  acid  be  spread 
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equally  over  the  coke ;  otherwise  too  much  sulphuric  acid  may  he 
used^  and  the  gas  may  pass  through  the  tower  without  giving  up 
the  whole  of  its  nitrous  acid.  Special  care  must  therefore  he 
taken  in  the  construction  of  the  apparatus  for  spreading  the  vitriol. 
In  the  Freiberg  towers  this  apparatus  consists  of  two  leaden  tanks, 
S  and  T  (fig.  161),  and  the  special  distribuing  arrangement  fixed  on 
the  cover  g.  The  vitriol  is  generally  charged  into  the  lai^er  tank 
S  from  the  lower  part  of  the  works  by  means  of  a  pumping- 
apparatus,  consisting  of  an  air-tight  vessel,  into  which  air  can  be 
forced  by  means  of  a  pump,  which  then  forces  the  acid  upwards 
through  a  pipe^  A,  reaching  to  the  bottom  of  the  vessel.  This 
pumping-apparatus  will  be  described  in  detail  below.  The  pipe 
h  ends  at  the  tank  S  in  a  rose,  i,  made  of  ^^regulus'^  metal 
(a  mixture  of  5  parts  of  lead  and  1  part  of  antimony) ;  this  rose 
serves  for  retaining  any  solid  bodies  suspended  in  the  acid, 
and  can  be  opened  at  the  top  in  order  to  be  cleaned.  From  the 
tank  S  the  vitriol  runs  through  a  tube  at  its  bottom  into  the 
smaller  tank  T;  the  supply  into  the  latter  is  regulated  auto- 
matically by  means  of  a  lead  float  suspended  from  an  arm  of  the 
beam  A:,  which  in  descending  lifts  a  conical  valve  suspended  from 
the  other  arm,  that  closes  the  running-off  tube  when  the  float 
rises  too  high.  The  tube  /  only  serves  for  taking  away  any 
excess  of  acid  in  case  of  an  irregular  working  of  the  float,  so  as  to 
avoid  any  running  over. 

From  the  smaller  tank,  T,  the  vitriol  runs  to  the  tower  *, 
where  it  has  first  to  pass  through  the  spreading-apparatus.  An 
ordinary  oscillating  bucket  was  formerly  used  as  such;  but  the 
quantity  of  acid  employed  is  so  small  that  the  oscillations  only  took 
place  at  pretty  long  intervals,  and  too  large  a  quantity  of  acid  was 
then  emptied  out  at  a  time ;  moreover  the  play  of  the  bucket  was 
often  interfered  with  from  mechanical  causes.  At  most  works, 
therefore,  it  is  no  longer  used.  Another  arrangement  (sketched  in 
fig.  161)  consists  of  four  series  of  four  dropping-tubes  each,  fixed 
in  the  top  of  the  tower  at  equal  distances ;  they  are  provided  with 
a  funnel  at  the  top  and  a  swan-neck  bend  at  the  bottom,  inside 
the  tower,  so  as  to  form  a  lute  against  the  outside  air  by  the  liquid 
remaining  in  the  bend.  The  vitriol  is  conveyed  to  these  drop-tubes 
by  the  tube  o,  which  divides  itself  into  two  arms,  running  each  be- 
tween two  tows  of  the  drop-tubes,  and  provided  with  a  small  tap  for 
each  of  the  latter,  so  that  each  small  tube  gets  its  special  supply  of 
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acid.  There  are  thus  sixteen  taps  for  the  regulation  of  the  flow 
of  vitriol.  This  is  a  very  faulty  arrangement;  for  it  is  next  to 
impossible  to  regulate  them  all  so  as  to  give  a  perfectly  equal 
supply  from  each^  considering  the  very  small  quantity  of  acid  that 
has  to  pass  through  them ;  and  both  the  taps  themselves  and  the 
bends  of  the  tubes  are  also  very  easily  choked  up. 

For  this  reason  another  arrangement  for  distributing  the  vitriol, 
which  was  first  applied  at  the  Aussig  chemical  works  by  Mr.  Schaff- 
ner,  and  has  turned  out  entirely  successful,  is  generally  preferred. 
In  this  the  supply  of  vitriol  is  regulated  by  a  single  tap,  which 
can  be  opened  wide  enough  not  to  be  choked  as  easily  as  the 
sixteen  small  taps  in  the  former  arrangement.  Fig.  163  (from 
Schwarzenberg)  represents  this  apparatus  on  a  scale  of  1 :  25.  In 
the  top  of  the  tower  there  are  again  sixteen  holes,  c,  through 
which  the  vitriol  trickles  onto  the  coke  below.  Each  hole  has  an 
upstanding  rim  about  1^  inch  in  height,  which  is  covered  by  a 
lead  cap,  nicked  at  the  bottom  in  a  few  places  to  the  depth  of 
I  inch,  so  that  the  acid  can  pass  through  without  hindrance.  As 
soon  as  the  top  of  the  tower  is  covered  with  vitriol  to  the  depth  of 
that  rim,  the  vitriol  runs  over  into  the  inside  of  the  tower;  but 
no  gas  can  escape  through  the  holes,  since  they  are  luted  with 
acid.  The  spreading  of  the  vitriol  is  effected  by  a  small  reaction- 
wheel  U,  fed  from  the  tank  T  by  the  tube  a  and  the  tap  b,  which 
regulates  the  supply.  The  lower  part  of  the  wheel  and  the  two 
arms  consist  of  lead ;  in  this  is  fixed  above  a  strong  glass  tube, 
and  below  another  short  glass  tube,  drawn  out  to  a  point  whicli 
runs  in  a  socket  of  glass  or  lead.  One  of  the  arms  is  also  fitted 
with  a  glass  tube,  from  which  the  vitriol  runs  out.  There  is  a 
guide,  consisting  of  two  parallel  rods  of  lead  or  of  wood  covered 
with  lead,  which  rest  on  frames  fixed  in  the  holes  e  6  of  the  top- 
frame,  and  on  which  four  glass  tubes  are  placed  close  to  the 
upright  column  of  the  apparatus,  so  that  they  form  a  square 
within  which  the  column  revolves.  As  soon  as  the  column  is 
filled  with  vitriol,  the  wheel  revolves  regularly,  the  liquid  running 
out  of  the  open  arm.  On  the  quantity  of  the  acid  run  in  depend 
the  height  to  which  the  column  is  filled  and  the  velocity  of  its 
revolution.  The  axle  of  the  wheel  is  exactly  in  the  centre  of  the 
tower;  and  a  cylinder  of  lead  about  4  inches  in  height  is  burnt  to 
the  top  of  the  tower,  so  as  to  prevent  the  acid  from  getting  to  the 
centre.     Prom  this  cylinder  sixteen  radial  ledges  d,  also  made  of 
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lead  and  burnt  to  the  top-lead  of  the  tower,  branch  off  at  equal 
distances.  These  are  continued  in  a  straight  line  as  far  as  the 
periphery  of  an  imaginary  circle,  beyond  which  the  wheel  cannot 
pour  out  any  acid,  and  then  alter  their  direction ;  so  that  between 
each  two  of  them  one  of  the  above-mentioned  sixteen  holes  is 
placed.  Thus  the  top  of  the  tower  is  divided  into  sixteen  com- 
partments, each  of  which  contains  an  opening  for  running  off  the 
acid,  and  all  of  which  are  fed  by  the  wheel  with  an  equal  quantity 
of  acid. 

In  England  the  spreading-apparatus  is  generally  made  altogether 
of  lead ;  but  the  glass  one,  as  figured  by  Schwarzenberg,  is  certainly 
more  mobile.  We  shall,  further  on,  give  detailed  drawings  of 
spreading-wheels  in  the  description  of  the  Glover  tower. 

Since  it  happens  now  and  then  that  the  reaction-tube  stops, 
especially  with  a  small  feed  of  acid,  the  arrangement  of  Seybel,  at 
Liesing  near  Vienna,  can  be  recommended,  by  which  the  wheel  at 
each  revolution  strikes  against  a  bell  audible  from  below. 

It  is  evident  that  the  regularity  of  the  supply  of  vitriol  to  the 
coke-tower  is  of  the  utmost  importance  for  its  good  working.  The 
whole  acid-chamber  process  is  so  constituted  that  its  course  must 
be  kept  as  continuous  and  uniform  as  possible,  and  the  large  bulk 
of  the  lead  chambers  in  this  case  serves  as  a  regulator,  similar  to 
the  air-vessel  of  a  blowing-engine,  so  that  the  gas,  on  leaving  the 
chamber,  issues,  or  at  least  ought  to  issue,  with  nearly  absolutely 
uniform  speed  and  composition.  In  similar  spaces  of  time  there  will 
therefore  be  a  similar  quantity  of  nitre-gas  leaving  the  chambers; 
and  this  in  the  absorbing-tower  should  always  find  the  same  quan- 
tity of  vitriol,  lest  either  there  be  an  escape  of  nitre-gas  or  the 
nitrous  vitriol  come  out  too  weak.  But  if  the  vitriol  flows  out  of 
a  tank,  the  opening  of  the  tap  remaining  the  same,  the  flow  will 
be  much  quicker  at  the  beginning,  when  the  tank  is  full,  than  after- 
wards, when  it  is  partly  empty^  and  the  tower  will  thus  be  fed 
very  irregularly.  The  speed  of  outflow  of  liquids  decreases  in  the 
proportion  of  the  square  roots  of  the  heights  of  liquid  in  the  tank ; 
for  instance,  when  the  tank  is  filled  to  the  height  of  4  feet,  the 
flovr  of  acid  will  be  twice  as  fast  as  when  it  only  stands  1  foot 
high — ^both  being  cases  which  often  happen  in  practice. 

In  order  to  secure  a  very  regular  supply  of  absorbing  acid  to  the 
tower,  several  arrangements  have  been  adopted,  apart  from  that 
described  above — for  instance,  Mariotte^s  vessel  (shown  in  fig.  164), 
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similar  to  that  used  in  a  kind  of  colza-oil  lamps.  The  vessel  Z  is 
placed  with  its  mouth  downwards  in  an  open  baain  £,  in  such  a 
manner  that  its  mouth  is  luted  by  the  vitriol  contained  in  the 
hasinj  therefore  nothing  can  run  out  of  Z.     But  as  the  vitriol 

Fig.  1B4. 


runs  away  from  E  through  the  pipe  ft  onto  the  coke-tower,  the 
level  of  E  is  lowered,  the  mouth  of  Z  becomes  free,  a  few  air- 
bubbles  enter,  and  acid  flows  out  till  the  original  level  is  reached, 
and  the  mouth  of  Z  is  luted  again.  The  valve  d,  with  the  valre- 
rod  c  passing  through  a  stuffing-box,  serve  for  closing  the  month 
of  Z  during  the  time  that  this  vessel  is  being  fed  through  x. 

In  a  simpler  shape  the  same  principle  used  to  be  applied  some 
years  ago  in  a  few  English  alkali-works,  as  shown  in  fig.  165.  A 
is  a  pretty  large  leaden  vessel,  protected  against  collapsing  by  iron 
rods  covered  with  lead,  connecting  its  top  and  bottom ;  these  are 
required  because  the  air  in  A  is  at  a  lower  pressure  than  that  out- 
side, from  which  those  vessels  used  to  be  called  vacttum-retorta. 
They  are  filled  through  the  funnel  ft,  the  air  escaping  through  d; 
b  ia  then  closed  tightly  by  the  valve  c,  and  (J  by  a  stopper.  From 
the  cock  e,  made  of  antimony  and  lead,  which  must  close  air-tight, 
proceeds  a  pipe  i,  which  enters  aild  descends  about  halfway  to  the 
bottom  of  the  small  vessel  B.  The  latter  has,  at  the  bottom,  aa  exit- 
tube,/,  whose  bore  is  a  little  smaller  than  that  of  e.  When  the  cock  e 
ia  opened,  acid  will  run  out  and  air  will  enter  into  A  at  the  same 
time ;  but  as  the  acid  cannot  mo  ont  of  /  aa  fast  as  it  runs  in,  its 
level  will  rise  in  B,  and  as  soon  as  it  closes  the  mouth  of  t,  no 
more  acid  can  run  out  of  A,  because  no  air  can  enter;  but  as  aoon 
as  a  little  acid  runs  out  ot^  a  few  air-bubbles  will  get  into  A,  and 
a  corresponding  quantity  of  acid  will  run  out ;  so  that  the  level 
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of  the  acid  in  B  will  remain  nearly  the  same  until  A  is  totally 
enaptied.     The  acid,  therefore,  runs  out  of /  constantly  under  that 


pressure  which  is  determined  by  the  vertical  distance  between  the 
mouth  of  t  and  the  junction  of/ — that  is,  in  a  uniform  jet.  It 
thus  gets  into  the  vessel  C,  and  from  this  through  the  intermittent 
siphon  g  (comp,  p.  318)  into  the  coke-tower, 

The  vacuum -retorts  have  been  abandoned  again,  because  their 
action  entirely  depends  upon  no  air  entering  the  vessel  A  other- 
wise than  through  the  cock  e;  in  any  other  case  the  vessel  B  must 
run  over,  and  the  action  of  the  apparatus  as  a  regulator  ceases 
altogether.  It  is,  however,  very  difficult  always  to  make  a  per- 
fectly air-tight  stopping  at  b  and  d;  and  therefore  overflowing 
often  h^pened.  Besides,  in  consequence  of  the  partial  vacuum 
in  A,  air  was  apt  to  enter  through  the  least  fault  in  soldering  the 
lead  &c. 

The  object  in  question  is  better  accomplished  by  the  balancing 
apparatus  shortly  described  above  after  Schwarzenberg;  it  shall 
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HOW  he  explained  in  more  detail.     In  fig.  166,  A  is  the  large 
acid'taiik  on  the  top  of  the  coke-tower,  made  of  wood  lined  with 


lead,  which  is  filled  from  time  to  time.  Beside  it  stands  a  lead 
cyliiider  B  of  equal  height  and  13  inches  wide;  the  two  commu- 
nicate at  the  hottom  through  the  lead  pipe  a.  This  pipe  ends  in 
A  with  a  valve-seat  b  of  hard  lead,  bored  out  in  a  taper  shape. 
In  this  plays  a  ball  valve  c,  also  made  of  hard  lead  ("regulus"), 
which  ia  continued  below  into  a  small  guide-rod,  and  above  into 
the  lead-covered  iron  rod  d,  which  projects  above  A,  and  ia  sus- 
pended by  a  short  chain  from  one  arm  of  the  balancing-beam  e. 
The  latter  swings  with  its  centre  on  a  steel  edge  /,  and  carries  on 
its  other  arm,  exactly  over  the  cylinder  B,  another  chain,  from 
which  a  leaden  bucket  g  is  suspended  inside  B.  Acid  is  poured 
into  the  bucket  g  until  it  sinks  to  a  certain  depth  iu  the  acid 
standing  in  B ;  by  pouring  in  more  or  taking  out  some  of  the 
acid  in  g  that  depth,  and  with  it  the  height  of  acid  in  B  itself,  can 
be  regulated  at  any  time :  this  bucket  is  therefore  a  form  of  float, 
preferable  to  the  solid  lead  float  figured  by  Schwuzenbei^.     The 
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bucket  g  is  so  weighted^  and  the  length  of  the  chain  such^  that  at 
a  certain  height  of  acid  in  B  the  valve  c  must  close  the  opening  b. 
The  valve  c  with  the  rod  d  and  its  chain  is  about  as  heavy  as  the 
float  g  along  with  its  chain,  and  closes  the  opening  b  so  long  as  a 
portion  of  the  weight  of  g  is  neutralized  by  the  upward  pressure 
of  the  acid  in  B.  As  soon^  however,  as  the  cock  A  begins  to  run 
and  the  float  sinks  down^  the  rod  d  is  raised  by  means  of  the 
beam  By  and  the  ball  valve  c  leaves  the  opening  b  free ;  thus  acid 
flows  across  into  B  through  a,  lifts  the  float  g^  and  c  sinks  down 
into  its  position,  closing  b  again.  Thus,  by  small  oscillations  of  e^ 
always  the  same  quantity  of  acid  will  run  out  of  B  in  the  same 
time^  as  this  only  depends  on  the  weight  of  ^  and  the  length  of  the 
chain^  but  is  independent  of  the  level  of  the  acid  in  A.  The  ends 
of  the  beam  e  are  shaped  as  segments  of  a  circle,  in  order  (by 
means  of  the  chains)  to  convert  their  circular  movement  into  a 
rectilinear  one  for  the  rod  d  and  the  bucket  g. 

The  above  apparatus,  as  it  has  hitherto  been  figured  in  books 
and  carried  out  in  many  works,  does  not  work  well^  and  has  even 
been  given  up  in  many  places  where  it  had  been  erected.  In  the 
first  place^  the  beam  is  usually  represented  swinging  on  a  pin 
which  passes  through  its  centre  ,*  but  then  the  friction  is  very 
great,  and  soon  becomes  greater  by  the  iron  rusting,  so  that  the 
beam  sticks  fast.  This  cannot  happen  if  the  arrangement  is  that 
shown  in  the  above  diagram,  viz.  a  steel  edge  like  those  of  delicate 
balances ;  when  plated  with  nickel  it  remains  free  from  rust.  But, 
above  all,  the  valve  c  ought  not  to  be  a  truncated  cone,  as  hitherto 
figured  in  the  books.  The  guiding  by  the  arc-shaped  arms  of  the 
beam  is  not  so  absolutely  vertical  that  a  conical  valve  cannot  now 
and  then  jam  itself  in  its  seat  during  its  play  upwards  or  down- 
wards j  in  that  case  the  apparatus  ceases  to  work.  If,  however, 
the  valve  is  ball-shaped,  a  slight  deviation  from  the  vertical  does 
no  harm,  as  it  always  closes  the  hole,  and  jamming  fast  is  out  of 
the  question.  Whilst  those  manufacturers  who  had  erected  the 
above-mentioned  imperfect  apparatus  were  mostly  induced  to  give 
it  up  again  on  account  of  its  constantly  breaking  down,  the  arrange- 
ment figured  here  works  with  the  greatest  ease  and  regularity,  and 
can  be  highly  recommended.  At  some  of  the  largest  works,  from 
not  being  acquainted  with  the  right  way  of  making  the  apparatus, 
they  have  abandoned  automatic  regulation  altogether,  and  leave  it 
to  the  workmen  to  set  the  running-off  tap  of  the  acid-tanks  accord- 
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ing  to  the  level  of  the  acid — a  very  rude  method,  which^  according 
to  the  explanation  just  given^  there  is  no  reason  for  retaining. 

Whenever  '^  lead-covered  '^  iron  rods  are  mentioned^  it  should 
be  understood  that  for  this  purpose  the  iron  rod  is  put  into  a 
pressed  lead  tube  of  convenient  bore^  and  both  ends  of  the  latter 
are  soldered  up. 

It  will  rarely  be  possible  to  feed  the  acid-tank  on  the  top  of  the 
absorbing-tower  with  concentrated  vitriol  by  natural  fall;  where 
the  concentration  takes  place  in  the  Glover  tower^  that  possibility 
is  excluded  from  the  outset.  There  is  therefore  need  for  an 
apparatus  to  force  the  acid  up  to  the  top  of  the  absorbing-tower ; 
the  same  apparatus  will  also  serve  for  forcing  the  nitrous  vitriol 
and  the  chamber-acid  to  the  top  of  the  denitrating-tower.  Ordi- 
nary  force-pumps  cannot  be  employed  here,  because  these  cannot 
be  made  without  using  metals  which  are  acted  upon  by  the  acids^ 
at  least  not  for  such  quantities  as  have  to  be  treated  in  this  case. 
Fortunately  we  have  two  metals  which  resist  the  vitriol  very  well, 
viz.  cast  iron  and  lead,  and  with  the  aid  of  these  an  apparatus  can 
be  constructed  in  which  the  force-pump  acts  only  indirectly,  viz. 
through  the  compression  of  a  column  of  air^  which  thus  enters  into 
the  forcing-apparatus  proper,  and  conveys  the  acid  to  any  desired 
height.  A  similar  principle  has  been  employed  long  since  in  sugar- 
works,  where  there  is  an  equally  good  reason  for  avoiding  direct 
pumping,  viz.  that  such  pumps  cannot  be  kept  quite  clean,  and 
would  spoil  the  sugar-liquors  by  the  acids  generated  in  them.  The 
liquids  are  therefore  pumped  up  by  running  them  into  a  small 
upright  steam-boiler,  from  whose  bottom  a  delivery-pipe  rises  up- 
wards, and  by  admitting  steam  at  the  top,  whose  pressure  forces 
the  liquid  upwards  in  the  delivery-pipe  until  the  apparatus  is 
quite  emptied.  As  the  liquids  in  sugar-works  are  mostly  treated 
at  a  boiling  heat,  they  are  not  excessively  diluted  by  condensed 
steam. 

In  sulphuric-acid  works  it  would  not  do  to  proceed  precisely  in 
the  same  way ;  for  the  strong  acid  would  instantly  condense  the 
entering  steam,  and  thus  there  would  not  only  be  no  pressure  upon 
it,  but  it  would  actually  have  a  sucking  action,  and  it  would  at  the 
same  time  become  very  much  diluted  and  very  warm,  and  therefore 
useless  for  absorbing  the  nitrous  gas.  It  has  certainly  been  sug- 
gested (see  Kerl-Stohmann^s  Chemie,  3rd  ed.,  vi.  p.  239)  to  connect 
the  pressure-apparatus  with  another  boiler,- and  to  admit  steam  into 
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the  latter ;  it  would  then  cause  a  sudden  expansion  of  air  in  the 
second  boiler^  and  this  would  press  on  the  surface  of  the  acid  in  the 
first  boiler^  and  force  it  up  in  the  delivery-pipe.  If  such  an  arrange- 
ment has  really  been  introduced  into  practice^  it  must^  for  all  that^ 
be  very  little  adapted  to  the  purpose ;  there  will  be  incomparably 
more  steam  used  in  this  way  than  suffices  for  working  an  air-pump^ 
and  a  portion  of  the  steam  will  certainly  pass  over  into  the  pres- 
sure-apparatus and  dilute  the  acid  within  it. 

The  ordinary  plan  of  working  (introduced  about  1838  by  Harri- 
son Blair^  according  to  Richardson  and  Watts^s  '  Chemical  Tech- 
nology/ vol.  i.  pt.  V.  p.  217)  is  this,  to  convey  air  compressed  by 
an  air-pump  or^  more  properly  speaking,  by  a  small  blowing-engine 
into  the  pressure- apparatus,  above  the  surface  of  the  acid,  exactly 
similar  to  the  way  in  which  every  chemist  in  his  wash-bottle  forces 
the  liquid  up  in  the  outlet-tube  by  blowing  air  in  through  another 
tube.  In  this  there  is  no  special  limit  of  height,  so  long  as  the 
apparatus  is  made  strong  enough  to  resist  the  pressure  and  the  air- 
pump  is  sufficiently  powerful. 

The  air-pumps  are.  generally  constructed  in  this  way : — ^The 
steam-cylinder  and  the  air-cylinder  are  both  fixed  on  a  common 
horizontal  ground-plate,  or  cast  in  one  piece  with  the  same ;  they 
are  then  worked  by  a  common  piston-rod  with  a  piston  at  each 
end.  A  cross-head  sliding  between  motion-bars  gives  the  neces- 
sary giiidance ;  and  a  pretty  heavy  fly-wheel  secures  regvlav  action. 
The  dimensions  of  the  pump  are  chosen  according  to  the  siae  of  the 
works ;  for  a  set  of  chambers  of  from  140,000  to  200,000  cubic  feet 
a  steam-cylinder  of  8  inches  diameter,  an  air-cylinder  of  12  inches 
diameter,  aftd  a  stroke  of  18  inches,  with  from  40  to  60  revolutions 
per  miBote^snfficie  for  pumping  aU.  the  nitrous  vitriol,  concemtrated 
acic^  wmA  cftaraber-aeMl.  Tbe  ecnnfvessed-air  pipe  in  this  case  has 
1:^  to  I^  mcti  bore.  Much  care  has  to  be  taken  of  the  valves  of 
these  pumps  :  if  they  work  with  too  nach  noise,  they  last  only  a 
very  short  time ;  but,  in  any  case,  a  seeond  pair  must  always  be 
ready  for  putting  on  when  the  first  give  way.  The  author,  at  his 
workBf  seKt  the  exhaust-steam  of  the  engine  into  the  steam^-pipe 
for  the  chambers,  the  steam-boiler  belonging  to  which  worked  at 
only  10  lb.  pressure  per  square  inch ;  thus  the  steam  for  pumping 
the  acid  was  got  for  next  to  nothing,  since  only  the  difference  of 
pressure  before  and  behind  the  steam-cylinder  had  to  be  made 
good  by  consumption  of  fuel. 
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The  air-pipe,  whicli  mnat  be  made  of  very  strong  lead  tnbing,  is 
not  conducted  direct  irom  the  air-pump  to  the  pressure-apparatoB, 
because  in  that  case  acid  would  inevitably  be  squirted  back  into 
the  air-cylinder  and  soon  ruin  the  valves ;  but  the  air-pipe  is 
carried  upwards  a  distance  of  from  10  to  13  feet,  and  tiien  as 
much  downwards,  before  entering  the  acid-vessel.  Close  to  the 
air-cylinder  a  small  branch  tube  with  a  cock  is  soldered  on,  in 
order  to  let  out  the  air  when  the  pumping  is  finished.  Sometimes 
there  is  also  a  pressure-gauge  fixed  to  it :  but  this  is  not  of  mudi 
use;  for,  in  the  first  place,  it  is  soon  destroyed  by  the  violent 
oscillations  at  every  stroke  of  the  piston  and  by  the  acid  fumes ; 
and,  secondly,  the  workman  can  judge  much  more  conveniently 
than  by  looking  at  the  gauge,  from  the  noise  of  the  pump  and  the 
valves,  whether  it  works  easily  or  heavy — that  is  to  say,  with  mnch 
or  little  pressure. 

The  acid-vessel  serving  as  pressure-apparatus  is  made  in  various 
forms.     At  the  commencement  (and  even  now  in  many  places)  it 

Rr.  167.  Fig.  168. 


was  made  in  the  shape  of  a  soda-water  bottle,  as  shown  in  fig.  167, 
afterwards  as  a  horizontal  cylinder  (fig.  168)  with  bolted>on  covers; 
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but  it  is  now  more  usually  as  shown  in  fig.  169,  a  horizontal  cylinder 
with  one  Bemicircular  and  one  neck-shaped  end,  the  latter  closed 
by  a  man-hole  door.  These  vessels  are  called  "  acid-eggs."  The 
vessels  like  fig.  168  are  usually  lined  with  lead ;  those  like  figs.  167 
and  169  are  not.     In  England  experience  has  everywhere  shown 

Fig.  169. 


that  it  is  needless  to  protect  the  cast-iron  of  the  acid-egg  by  a  lining 
of  lead ;  even  the  nitrous  vitriol  and  the  chamber-acid  of  122°  Tw. 
act  BO  little  on  cast  iron  that  such  a  protection  becomes  unneces- 
sary. The  author  has  found  an  acid-egg,  after  five  years'  con- 
tinuous use  for  all  three  kinds  of  acid,  in  entirely  good  working- 
order.    Lining  with  lead  has  this  drawback,  that  as  soon  as  a  little 
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air  enters  between  the  lead  and  the  cast  iron  by  the  smallest  possible 
chink  the  lead  is  driven  away  from  the  iron  in  many  places,  and  its 
protecting  action  becomes  quite  illusory,  whilst  the  contents  of  the 
egg  are  diminished. 

The  horizontal  has  the  advantages  over  the  vertical  shape: — 
first,  that  no  well  is  needed  for  the  acid-egg,  which  may  lie  on  the 
floor  and  thus  be  accessible  all  round ;  secondly,  that  in  the  case 
of  excessive  pressure,  the  weakest  part  (viz.  the  man-hole)  being 
situated  sideways,  the  acid  squirting  'out  is  not  so  likely  to  do 
damage  to  men  and  machinery  as  in  the  case  of  squirting  out 
vertically,  especially  if  the  cylinder  is  at  once  laid  with  the  man- 
hole turned  away  frdm  the  machinery. 

In  fig.  169,  A  is  the  acid-egg,  whose  walls  are  2  inches  thick ; 
b  is  the  neck,  with  the  man-lid  a  fixed  to  it  by  bolts  and  nuts; 
a  thick  india-rubber  washer  makes  the  joint  tight;  c  is  a  recess 
at  the  bottom  of  A,  into  which  the  delivery-pipe  g  projects,  in 
order  to  expel  the  contents  of  A  as  completely  as  possible ;  d,  e, 
and /are  three  branch  pipes,  d  (or  introducing  the  acid,  e  for  the 
air-pipe,  and  /  (the  widest  of  them)  for  the  delivery-pipe.  The 
pipes  have  each  a  strong  lead  flange  soldered  to  it,  which  rest  on 
the  flanges  of  the  branches  d,  e,f;  by  putting  loose  iron  washers 
on  the  top,  and  screwing  all  three  together  by  bolts  and  nuts,  the 
joint  becomes  perfectly  tight.  The  inlet  branch  d  may  be  left 
open  and  closed  after  each  filling  by  a  smaU  i^late  bolted  on;  but 
in  most  cases  there  is  an  inlet  valve  for  the  acid,  of  the  shape 
shown  in  fig.  170.  (The  plain  stoppers  with  lever-rods,  figured  in 
Muspratt's  ^Chemistry,'  cannot  support  any  great  pressuve.)  A  and 
B  are  aeid^^tanks,  which  need  not  be  placed  so  close  to  the  pressure- 
valve  C  as  they  are  represented  in  the  diagram.  C  is  a  cylinder 
of  strong  lead,  about  10  inches  wide,  whose  top  is  at  a  level  with 
the  top  of  the  tanks,  but  which  is  deeper  than  these,  so  that  they 
may  communicate  with  C  through  the  pipes  a  and  b,  connected 
with  their  bottoms,  a  and  b  end  in  the  bottoms  of  the  tanks  with 
valve-seats  of  ^'regulus^'  metal,  and  are  usually  closed  by  taper 
valves  with  long  lead-covered  handles :  there  is  no  pressure  upon 
these  exercised  from  below ;  and  therefore  they  need  not  be  pro- 
vided with  any  special  contrivance  against  this.  When  it  is  necessary 
to  run  the  contents  of  these  two  tanks,  or  that  of  a  third  tank,  not 
visible  in  the  diagram,  but  similarly  communicating  with  C,  into 
the  acid-egg,  the  respective  bottom-stopper  is  taken  out,  the  bot- 
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tom-ralve  c  in  C  also  remaining  open.  The  latter  valve,  which 
must  be  very  well  ground  into  its  regulus  seat,  connnunicatea 
through  the  pipe  d  with  the  correspond  in  g  inlet  branch  of  the 
acid-egg.  On  the  top  it  is  connected  with  the  lead-covered  iron 
rod  e,  which  ends  above  in  a  screw-worm  e*,  and  can  be  turned 
by  means  of  the  hand-wheel  /,    A  very  strong  iron  fi-ame,  gg,  with 


a  female  thread  corresponding  to  the  worm  e',  is  l)olted  to  the 
bottom -joists,  i  i ;  both  the  timber  and  the  iron  rods  must  be  very 
itroDg,  as  there  is  a  good  deal  of  strain  upon  them  in  screwing  the 
valve  in  and  out.  As  the  cylinder  C  is  equal  in  height  to  A  and 
B,  it  can  never  run  over;  and  when  the  acid  in  C  stands  at  the 
same  level  as  that  in  the  tank,  the  valve  c  is  screwed  down  tightly 
by  means  of  the  hand-wheel,  the  corresponding  stopper  is  put  into 
its  seat  in  the  tank,  and  the  air-pump  is  started.     The  whole 
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pressure  of  the  acid^  which  has  sometimes  to  be  lifted  to  a  height 
of  100  feet,  will  then  act  from  below  on  the  valve  c ;  and  unless  the 
latter  has  been  screwed  down  perfectly  tight,  the  acid  wiQ  squirt 
out  vehemently.  Although,  with  a  little  care  on  the  part  of  the 
workman,  this  should  never  happen,  yet  several  accidents  caused  by 
men  being  splashed  with  acid  have  led  to  providing  the  cylinder 
with  a  cover  and  a  stuffing-box,  k,  through  which  the  rod  e  passes ; 
the  splashing  does  then  no  harm,  as  the  acid  cannot  get  out.  At 
the  same  time  the  stuffing-box  serves  as  a  guide  for  the  valve-rod, 
which  would  otherwise  have  to  be  provided  in  some  other  way. 
Sometimes  (not  always)  there  is  a  small  pipe  provided  for  taking 
any  acid  squirted  out  into  one  of  the  three  tanks.  In  this  way 
the  same  acid-egg  can  serve  for  pumping  strong  acid,  nitrous 
vitriol,  and  chamber-acid  out  of  their  respective  tanks  one  after 
another. 

A  self-acting  apparatus  for  filling  the  acid-eggs,  constructed  by 
Mr.  Harrison  Blair,  which,  Mr.  Mactear  says  (Joum.  Soc.  Arts, 
1878,  p.  558),  works  well,  is  shown  here  according  to  the  descrip- 
tion in  Richardson  and  Watts's  j^  ^^^ 
^  Chemical  Technology,^  vol.  i.  '  *  * 
part  V.  p.  217.  A  (fig.  171 )  is  a 
strong  cylinder  of  lead  closed 
at  both  ends  [probably  cast 
iron  would  be  preferable] ;  B  a 
valve-box,  and  C  a  delivery-pipe,  into  which  the  pipe  D  enters  a 
little  above  the  vessel.  D  is  continued  to  E,  where  it  passes  to  the 
inside  of  the  vessel,  and  joins  D  at  the  lowest  part.  G  is  the  pipe 
which  brings  the  air  from  the  pump.  So  long  as  D  contains  no 
liquid,  the  air  from  the  vessel  will  pass  through,  and  by  thus  pre- 
venting any  pressure  on  the  liquid  in  the  vessel,  it  will  be  filled 
through  the  valve-box.  When  the  vessel  is  full,  the  egress  of  the 
air  through  F  being  stopped  by  the  liquid,  the  latter  will  be  forced 
up  E  (being  lower  than  F),  which,  acting  as  a  siphon,  fills  D  and 
effectually  stops  the  passage  of  air.  As  the  pressure  of  air  increases, 
the  liquid  rises  up  the  delivery-pipe  and  is  conveyed  to  any  required 
point,  while  the  liquid  in  D  falls  with  the  level  of  that  in  the  vessel, 
until  this  sinks  below  the  bend  in  D,  when  the  air  rushes  through, 
carrying  with  it  all  the  liquid  out  of  D.  This  leaves  a  free  passage 
for  the  escape  of  air  during  the  time  the  vessel  is  again  being  filled, 
the  air-pump  working  the  whole  of  the  time. 
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As  Booa  as,  in  the  ordioary  kind  of  spparatns,  the  pumping  ia 
finiahedj  the  air-pump,  to  which  now  no  resistance  is  offered, 
begins  all  at  once  to  go  extremely  fast,  and  draws  by  its  noise  the 
attention  of  the  workman  to  the  necessity  of  stopping  it.  Directly 
after,  the  air-cock  in  the  pipe  conducting  the  compressed  air  to 
the  acid-egg  is  opened.  NererthelesB  some  compressed  air  accom- 
panies the  last  portions  of  the  acid  and  rushes  vehemeatly  out  of 
the  top  of  the  delivery-pipe ;  and  in  order  to  prevent  the  acid  from 
being  thrown  about  a  special  contrivance  must  be  adopted,  for 
instance  that  shown  in  fig.  172.    A  leaden  cylinder,  open  at  top 

%.172. 


and  bottom,  stands  within  the  tank  A;  it  is  jagged  out  at  the 
bottom  in  a  few  places;  and  the  holes  a  a  higher  up  also  help  to 
give  free  communication  between  B  and  A.  Also  the  top  of  B  is 
cut  out  pretty  deeply  in  a  few  places  (6  b) .  Within  B  the  per- 
forated plate  c  ia  suspended  by  a  few  lead  strips,  it;  the  whole  is 
covered  by  a  loose  cover  d  d,  which  is  kept  at  a  little  distance 
from  the  top  of  B  by  the  lead  strips,  so  that  the  air  can  escape 
between  them,     dhtia  a,  flange  of  8  in.  depth ;  in  the  centre  it 
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carries  a  short  tul)e  e,  to  which  the  "  regulus  "  cock  of  the  delivery- 
pipe  A  is  burnt.  Since  it  is  extremely  difficult  to  keep  such  a  cock 
tight,  especially  under  great  pressure,  it  is  surrounded  helow  by 
the  pipe  ff,  which  also  joins  into  d,  and  thus  carries  avay  the 
droppings.  This  contrivance  acta  in  the  following  way.  When 
the  acid  forced  up  through  A  arrives  at  the  top,  it  runs  through/ 
and  e,  then  through  the  sieve  c  and  into  the  cylinder  B,  whence  it 
easily  passes  through  into  A.  But  in  the  last  stage,  when  com- 
pressed air  arrives  at  the  same  time  with  the  acid,  the  latter  cannot 
be  squirted  about,  nor  can  the  current  of  air  act  upon  the  surface 
of  the  acid  within  the  tank  so  as  to  splash  it  about ;  for  it  is  liroken 
by  the  sieve  c  and  escapes  through  the  openings  of  c  and  the 
annular  space  below  d  without  doing  any  damage ;  the  acid  accom- 
panying it  runs  quickly  down  through  the  sieve  c.  The  cock  /  and 
the  pipe  ff  are  required  only  when  a  single  acid-egg  has  to  feed 
several  tanks  placed  at  a  considerable  distance  &om  each  other,  for 
instance  one  on  the  absorbing -tower  and  two  on  the  Glover  tower; 
for  then  the  delivery -pipe  must  be  divided  into  two  parts,  and  each 
must  be  provided  with  a  stop-cock,  only  that  leading  to  the  working 
tank  being  opened.  If,  however,  the  tanks  to  be  filled  are  placed 
close  together,  no  cocks  are  required,  but  the  simpler  arrangement, 
fig-  173,  can  be  employed,  which  can  also  be  made  much  smaller 

Kg.  173. 


than  (for  the  sake  of  clearness)  it  haa  been  drawn  here.     Within 
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the  same  lead-lined  box  A  there  is  a  special  compartment  B  con- 
structed by  means  of  a  lead  partition,  a,  and  cover,  b.  The  side  of  B 
is  jagged  out  at  the  bottom  at  c  c,  in  order  to  communicate  with  A. 
The  delivery-pipe  joins  into  the  cover  b ;  the  air  rushes  against  the 
sieve  e  and  escapes  out  of  the  pipe/  without  doing  any  harm.  In 
the  bottom  of  A  there  are  three  valve-seats,  g,  k,  and  i,  connected 
with  as  many  pipes  leading  to  different  tanks ;  but  only  one  of  the 
valves  is  left  open  at  a  time ;  the  two  others  are  closed  by  plugs, 
and  the  tanks  communicating  with  them  therefore  receive  nothing. 

In  smaller  works  there  is  usually  only  one  acid-egg,  which  serves 
for  pumping  all  the  strong  acid,  nitrous  vitriol,  and  chamber-acid, 
one  after  another.  In  this  case  the  air-pump  has  nothing  to  do 
during  the  time  that  the  egg  is  getting  filled  from  one  of  the  tanks ; 
but  if  the  cubic  contents  of  the  chambers  do  not  exceed  200,000  cub. 
feet,  there  is  time  enough  for  that.  But  where  the  chamber-space 
is  larger,  there  will  be  at  least  two  acid-eggs  required,  of  which 
one  usually  serves  for  the  strong  acid  and  nitrous  vitriol,  the  other 
for  the  chamber-acid ;  in  that  case  the  same  air-pump  can  do  all 
the  work  if  the  air-delivery  pipe  is  provided  with  two  branches  and 
two  stop-cocks,  one  of  the  eggs  always  getting  filled  whilst  the 
contents  of  the  other  egg  are  being  pumped  up ;  the  air-pump  is 
thus  fully  utilized. 

Instead  of  the  Gay-Lussac  coke- tower  in  some  works,  but  rarely 
in  large  ones,  and  altogether  only  exceptionally,  absorbing-appa- 
ratus similar  to  JVouIfe's  bottles  are  used.  Such  an  apparatus  is 
represented,  after  Schwarzenberg,  in  figs.  174  &  175,  in  elevation 
and  plan,  on  a  scale  of  1 :  50.  It  consists  of  from  30  to  40  jars, 
i,  about  3  feet  high,  made  of  stoneware  and  well  burnt.  They  are 
connected  together  by  pipes  made  of  the  same  material,  which  are 
put  into  the  necks,  c,  and  made  tight  with  oil  cement. "  The  gas  from 
the  last  lead  chamber  is  deprived  of  moisture  as  much  as  possible  in 
the  box  a ;  it  then  traverses  the  jars,  which  are  filled  to  about  one 
third  with  vitriol  of  152°  Tw. ;  the  gas  yields  up  its  nitrous  acid  to 
the  vitriol,  and  is  carried  away  at  d  into  a  chimney.  In  order  to  fill 
the  jars  more  conveniently,  funnel  tubes,  A,  are  put  iu  through  the 
openings/,  which  reach  down  almost  to  the  bottom  of  the  jars,  so 
that  they  are  luted  by  the  vitriol :  the  latter  is  run  off  by  the  cocks 
g.  The  vitriol  remains  24  hours  in  each  series  of  the  jars.  The  first 
series  is  emptied  daily ;  and  each  jar  is  filled  up  again  with  the  con- 
tents of  the  corresponding  jar  of  the  second  series ;  the  jars  of  the 
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Fig.  174. 


1 1  I  I  I  1 1  I 


KECOVERY  0?  THB  NITROGEN  COHPOVNDS.  403 

second  series  receive  the  contents  of  the  thirdj  and  tlie  latter  fresh 
vitriol.  To  facilitate  this,  the  second  series  should  be  placed  at  a 
higher  level  than  the  first,  and  the  third  series  higher  than  the 
second,  so  that  the  acid  can  run  away  at  once  into  the  jars  of  the 
next  lower  series.  A  special  tank  feeds  the  top  series. 

-  -    -  ^^  large  dishes,  a, 

:ted  by  wide  pipes,  c. 


lingle  pieces  of  the 
oy^iviuo  t>iui  UE  uiau^  uiui^  ipo^iij  o-u  v»v«|<>/  and  of  larger  size, 
and  that  the  vitriol  flows  by  itself  through  all  the  dishes  of  the 
apparatus,  which  are  placed  terrace-wise,  in  a  direction  opposite  to 
that  of  the  current  of  gas. 

This  kind  of  apparatus  is  certainly  much  cheaper  than  coke- 
towers,  hut  is  so  inferior  to  them  in  its  absorbing  action  that  it  is 
not  at  all  adapted  for  a  large  scale  of  working. 

After  the  above  explanations  very  little  need  be  said  on  the 
working  of  the  absorbing-tower.  The  following  points  have  to  be 
observed  in  this : — 

The  gas  entering  the  tower  must  show  a  distinctly  red  colour  in 
the  "  sight ;"  on  the  other  hand,  the  exit  "  sight,"  behind  which 
a  board  painted  white  ought  to  be  placed,  should  show  a  perfectly 
colourless  gas.  The  gas  escaping  from  the  top  of  the  tower,  or  of 
the  chimney  connected  with  it,  ought  not  to  produce  red  vapours 
when  it  meets  the  outer  air.  Furthermore  the  chamher-gas 
before  entering  the  tower  should  he  as  dry  and  as  cool  as  possible, 
lest  the  absorbing  acid  be  diluted  or  heated.  For  this  purpose  the 
last  chamber  receives  very  little  steam,  so  that  its  acid  remains 
at  about  106°  Tw. ;  moreover  the  gas  is  often  conducted  through  a 
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second  aeries  receive  the  contents  of  the  third,  and  the  latter  fresh 
vitriol.  To  facilitate  this,  the  second  series  should  be  placed  at  a 
higher  level  than  the  first,  and  the  third  series  higher  than  the 
second,  so  that  the  acid  can  run  away  at  once  into  the  jars  of  the 
next  lower  series.  A  special  tank  feeds  the  top  series. 

p  xmr.   IP  .    .  ,     ^^  large  dishes,  II, 

;ted  by  wide  pipes,  c. 


tingle  pieces  of  the 
_j.,  .  „  .  /  and  of  larger  size, 

and  that  the  vitriol  £ows  by  itself  through  all  the  dishes  of  the 
apparatus,  which  are  placed  terrace-wiae,  in  a  direction  opposite  to 
that  of  the  current  of  gas. 

This  kiud  of  apparatus  is  certainly  much  cheaper  than  coke- 
towers,  but  is  so  inferior  to  them  in  its  absorbing  action  that  it  is 
not  at  all  adapted  for  a  large  scale  of  working. 

After  the  above  explanations  very  little  need  be  said  on  the 
vjorking  of  the  absorbing-tower.  The  following  points  have  to  be 
oheerved  in  this : — 

The  gas  entering  the  tower  must  show  a  distinctly  red  colour  in 
the  "  sight ;"  on  the  other  hand,  the  exit  "  sight,"  behind  which 
a  board  painted  white  ought  to  be  placed,  should  show  a  perfectly 
colourless  gas.  The  gas  escaping  from  the  top  of  the  tower,  or  of 
the  chimney  connected  with  it,  ought  not  to  produce  red  vapours 
when  it  meets  the  outer  air.  Furthermore  the  chamber-gas 
before  entering  the  tower  should  be  as  dry  and  as  cool  as  possible, 
lest  the  absorbing  acid  be  diluted  or  heated.  For  this  purpose  the 
last  chamber  receives  very  little  steam,  so  that  its  acid  remains 
at  about  106°  Tw, ;  moreover  the  gas  is  often  conducted  through  a 
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long  pipe  or  a  tunnel,  or  into  a  shallow  box  with  several  vertical 
partitions  (as  shown  in  figs.  174  and  175  at  a),  where  it  has  to  go 
backwards  and  forwards.  In  these  cooling-apparatus  water  may  be 
applied  outwardly  to  assist  the  cooling,  especially  in  summer  time- 
Sometimes  the  bottom  of  the  box  is  covered  with  strong  vitriol, 
in  order  to  dry  the  gas ;  this,  however,  to  a  certain  extent,  only 
anticipates  the  tower.  The  sulphuric  acid  serving  for  absorption 
must  show  at  least  144°  Tw. ;  but  this  is  only  a  minimum,  which 
ought  to  be  exceeded,  if  possible;  acid  of  148°  absorbs  much 
better,  that  of  150°  or  152°  Tw.  much  better  again ;  wherever  it 
can,  acid  of  152°  Tw.  will  be  taken  for  the  absorption.  Such  acid 
can  be  got  without  any  difficulty  from  the  Glover  tower — with 
more  difficulty  from  pans  placed  on  the  top  of  the  pyrites-burners, 
where  the  acid  rarely  gets  beyond  144°.  Schwarzenberg  even  pro- 
poses to  use  acid  of  170°  Tw.,  because  it  absorbs  three  times  as 
much  as  that  of  144°;  but  this  is  out  of  the  question,  owing  to  the 
large  additional  cost  of  concentrating  from  152°  to  170°. 

Above  every  thing  care  must  be  taken  that  the  acid  used  for  ab- 
sorbing is  as  cool  as  possible.  Hot  acid  absorbs  very  badly ;  much 
nitre  is  lost  (especially,  according  to  Winkler,  hyponitric  acid,  more 
than  nitrous  acid) ;  and  at  the  same  time  a  weak  nitrous  vitriol  is 
produced.  It  is  therefore  necessary  either  to  provide  a  very  large 
tank  for  cooling  the  vitriol  concentrated  in  pans  or  in  the  Glover 
tower,  before  it  is  employed  in  the  Gay-Lussac  tower ;  or,  as  the 
cooling  by  mere  exposure  to  the  air  is  a  very  slow  process,  espe- 
cially in  summer,  and  in  large  works  enormous  tanks  would  be 
required  for  it,  special  cooling-apparatus  is  employed.  As  such 
many  works  use  double  spouts — an  outer  one  filled  with  water, 
and  an  inner  one,  in  which  the  hot  acid  runs.  In  this  case  it  is 
rarely  possible  to  apply  the  rational  principle  of  running  the  cool- 
ing water  in  a  current  opposite  to  that  of  the  acid  to  be  cooled, 
because,  on  account  of  the  length  of  the  spouts,  there  is  no  fall 
for  this.  Such  double  spouts  also  have  a  disagreeable  tendency 
to  swell  out  at  the  bottom  whenever  a  little  more  pressure  takes 
place,  because  the  lead  when  hot  loses  part  of  its  strength,  which 
in  any  case  is  not  considerable.  This  drawback  can  be  avoided 
by  the  arrangement  sketched  in  fig.  177^  viz.  by  attaching  -p.  j-r^ 
to  the  spout,  at  about  every  30  feet  of  its  length,  a  tube 
rising  perpendicularly  from  the  double  bottom  through  the 
upper  spout  and  bending  over  the  side  of  the  latter ;  the 
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water  c&n  issne  out  of  this,  in  case  of  stronger  pressure,  without 
mixing  with  the  acid.  The  upright  tube  also  serves  for  the  escape 
of  the  air-bubbles  which  arc  often  contained  in  the  water,  and  which 
may  stop  the  stream  as  well  as  cause  the  spout  to  bulge  out. 

Among  the  various  contrivances  for  cooling  the  strong  acid, 
which,  in  spite  of  their  great  diversity,  have  nearly  all  one  com- 
mon feature,  that  of  an  extreme  liability  to  break  down,  the  fol- 
lowing apparatus  is  at  English  works  cousidercd  one  of  the  most 
practicable.  Fig.  178  shows  a  sectional  elevation  through  the  line 
AB  of  the  plan;  fig.  179,  a  section  through  CD;  fig.  180,  a  sectional 
plan.     The  diagram  lb  on  a  scale  of  I  :  25 ;  but  the  cooling-trough 


Fi^.  178. 


Kg.  180. 


and  its  pipes,  as  a  rule,  must  be  longer  than  represented  here  (in 
order  not  to  extend  the  diagram  too  much) .  For  a  weekly  make  of 
100  tons  of  acid,  for  instance,  the  trough  ought  to  be  20  feet  long. 
It  is  4  feet  wide  and  3  feet  high,  and  lined  with  lead ;  two  vertical 
lead  partitions  divide  it  into  three  compartments — two  small  ones, 
a,  b,  at  the  ends,  and  one  large  onej  c,  in  the  middle,    a  and  b  con- 
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tain  acid^  c  water ;  a  and  b  are  connected  by  about  20  lead  tubes^ 
dd,  of  1^-inch  bore^  which  are  burnt  into  the  cross  partitions  and 
stay  them  at  the  same  time^  so  that  the  partitions  can  easily  resist 
the  pressure  of  the  liquids.  The  hot  acid  runs  in  through  the 
pipe  e,  collects  in  the  compartment  b,  and  runs  across  to  the  com- 
partment a  through  the  pipes  d  d,  in  order  to  run  away  through  the 
pipe/.  Cold  water  runs  into  the  inner  box  c  through  g ;  and  the 
hot  water  leaves  it  again  through  h.  The  flow  of  acid  through  the 
great  number  of  pipes  is  only  slow ;  and  the  acid  thus  has  time  to 
give  up  its  heat  to  the  cooling- water.  The  vertical  tubea^  t  f 
(3^  inches  wide)^  attached  one  to  each  of  the  tubes  dd,  and  pro- 
jecting above  the  level  of  the  water  in  c,  serve  for  giving  an  outlet 
to  the  gas  going  along  with  the  hot  acid^  and  also  for  blowing 
through  the  pipes  in  cases  of  stoppage.  This  apparatus^  which  was 
first  constructed  by  Mr.  Stuart^  now  of  the  Hebbum  alkali-works^ 
is  usually  emptied  and  cleaned  and  examined  every  three  weeks ; 
the  cooling-water  should  be  daily  tested  several  times  for  acid  with 
litmus-paper.  The  acid  is  thus  easily  cooled  down  from  130^  C.  at 
e  to  37^  C.  at  /,  and  can  be  used  for  absorption  at  the  latter  tem- 
perature without  any  fear,  whilst  even  at  50°  C.  its  absorbing- 
power  is  sensibly  less,  and  of  course  still  less  at  a  higher  tempera^ 
ture.  In  another,  larger  manufactory,  there  is  a  trough  of  ]  00  feet 
length  by  4  feet  wide ;  the  acid,  first  cooled  from  132°  down  to 
100°  C.  in  a  double  spout,  is  further  cooled  in  the  trough  down  to 
16°  C,  the  apparatus  cooling  the  acid  for  three  sets  of  chambers  of 
140,000  cubic  feet  each. 

A  much  simpler  but  perfectly  efficient  cooling-apparatus  exists 
in  the  works  at  Aussig,  Stolberg,  and  others.  The  acid  runs  out 
of  the  Glover  tower  immediately  into  a  cylindrical  trough  of  thick 
lead,  about  2  feet  high  and  wide,  and  runs  out  of  it  again  through 
a  pipe  coming  away  from  its  bottom  and  turned  upwards.  In  the 
trough  there  is  a  narrowly  wound  lead  coil,  through  which  cold 
water  is  continually  running  from  above ;  getting  heated  in  the 
bottom  part  of  the  coil,  it  rises  up  and  is  taken  away  hot  at  the 
top.  The  cooling  here  generally  goes  down  to  40°  C,  and  is  sup- 
plemented by  letting  the  acid  stand  in  tanks ;  but  30°-35°  C. 
might  easily  be  attained.  This  is  a  very  rational  method  of  cooling, 
because  the  hot  acid  running  in  at  the  top  comes  into  contact  with 
the  upper,  hot  part  of  the  water-coil,  whilst  the  acid  ultimately 
flowing  away  from  the  bottom^  which  is  already  cooled  down  to  a 
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great  extent^  is  cooled  still  further  by  the  cold  water  in  the  bottom 
of  the  coil. 

In  ordinary  circumstances  the  absorption  in  the  Oay-Lussac 
tower  requires  at  least  one  half  of  all  the  acid  produced.  This 
is  got  firom  the  Glover  tower  without  any  other  cost  but  that 
of  pumping  up ;  in  the  case  of  other  denitrating  apparatus  the  cost 
of  concentration  has  to  be  added  to  this.  Frequently  the  necessary 
quantity  of  absorbing-acid  is  stated  at  a  lower  figure — ^f or  instance, 
as  one  third  of  the  whole  production ;  but  this  in  most  cases  is 
certainly  insufficient,  and  no  doubt  a  large  loss  of  nitre  would  be 
the  consequence  of  it.  On  the  other  hand,  manufacturers  working 
with  Glover  towers,  who,  apart  from  the  trifling  expense  of  pump- 
ing, have  no  concentrating-expenses  at  all,  send  all  their  acid  once 
a  day  through  the  Gay-Lussac  tower.  This  is  quite  right.  Bode 
('On  the  Glover  Tower,'  p.  49)  calculates  that,  with  a  loss  of  4 
part«  of  nitre  or  1'75  of  N^Og  to  100  parts  of  acid  of  170°  Tw.,  the 
absorption  requires  at  least  56  per  cent,  of  all  the  acid  of  144° 
manufactured,  if  very  strong  nitrous  vitriol  (with  1*75  per  cent. 
of  NjO^)  is  to  be  obtained.  Such  strong  nitrous  vitriol,  however, 
is  not  obtained  in  ordinary  working ;  and  therefore  considerably 
more  than  56  per  cent,  of  all  the  acid  manufactured  must  be  run 
through  the  Gay-Lussac  tower  in  order  not  to  lose  any  nitre. 

The  fdtrous  vitriol  (that  is,  the  acid  issuing  at  the  foot  of  the 
Gay-Lussac  tower)  should  only  be  about  2°  Tw.  weaker  than  the 
strong  acid  fed  in  at  the  top ;  otherwise  too  much  moisture  has  got 
into  the  tower.  It  is  essentially  a  solution  of  chamber-crystals 
(nitrosulphonic  acid)  in  sulphuric  acid ;  but  it  may  also  contain  a 
little  hyponitric  or  nitric  acid.  According  to  some  chemists  it 
contains  considerable  quantities  of  the  latter  acids  (hyponitric  acid, 
or  rather  nitrogen  tetroxide  is  in  no  case  present  as  such,  but  at 
once  decomposes  into  nitrous  and  nitric  acids);  but  the  author 
has  found  the  contrary  in  all  the  nitrous  vitriols  analyzed  by  him. 
When  properly  treated,  nitrous  vitriol  ought  to  be  very  little 
coloured,  and  ought  to  smell  very  little  of  nitrous  add ;  but  on 
being  diluted  with  water,  especially  hot  water,  it  ought  to  effervesce 
strongly  and  to  give  oS  thick  red  vapours.  At  a  few  works  this 
rough  test  is  considered  sufficient  for  judging  of  the  quality  of  the 
nitrous  vitriol;  but  at  all  the  better  works  it  is  properly  tested  in 
the  laboratory,  according  to  one  of  the  methods  described  in  a  pre- 
vious chapter  (p.  59  et  seq.)^  which  can  be  accomplished  in  a  very 
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short  time ;  the  best  are  the  permanganate  and  the  mercury  methods. 
With  the  help  of  these  it  can  be  seen  from  day  to  day  whether  the 
percentage  of  nitre  increases  or  decreases.  In  the  former  case^  if 
the  other  tests  of  the  chamber-process  agree  with  it,  this  is  an  in- 
timation that  some  of  the  nitre  must  be  taken  ofT ;  in  the  latter 
case  this  test  will,  better  than  any  other,  show,  before  any  damage 
has  been  done,  that  more  nitre  is  wanted.  In  any  case  nitrous 
vitriol  ought  not  to  contain  less  than  1  per  cent,  of  N^Os ;  above 
2i  per  cent,  it  is  too  strong,  and  there  is  danger  of  nitrous  gas 
escaping  without  being  absorbed,  which  can  be  controlled  by  the 
colour  of  the  exit-^'  sight."  In  this  case  more  strong  acid  must 
be  charged  at  the  top ;  and  if  there  is  an  excess  of  nitre-gas  in  the 
chambers,  a  little  less  nitre  must  be  used. 

The  exact  composition  of  nitrous  vitriol  has  been  determined  by 
several  chemists.  Winkler  found  in  a  tower-acid  of  the  Halsbriicke 
works  (near  Freiberg) : — 

Sulphuric  anhydride  60*200 

Water 37191 

Nitrous  acid,  NgOg     2550 

Nitric  acid,  NgOg    0-256 

Organic  colouring-matter  0022 

100-219 

Kolb  (Bull.  Soc.  Mulhouse,  1872,  p.  235)  gives  the  following 
analyses : — 

Density  of  acid     1-714  1*721 

Sulphuric  acid,  SO4H2 I^'l  75-8 

Nitrous  acid,  N2O3  16  3*17 

Nitric  acid,  N^Og 0*9  1*14 

Lead  sulphate,  PbS04 0006  traces 

These  results  can  hardly  be  accepted  as  certain,  so  far  as  the 
nitric  acid  is  concerned,  since  the  author  has  shown  (Chem.  News, 
xxxvi,  p.  147)  that  the  nitric  acid  found  by  Winkler  and  Kolb  has 
probably  been  generated  during  the  analyses,  as  Winkler  himself 
considers  to  be  possible.  The  author  found,  both  in  artificially 
prepared  nitrous  vitriol,  and  in  samples  obtained  from  the  Uetikon 
works  near  Zurich,  from  the  Dienze  works  in  Alsace-Loraine,  and 
from  the  works  of  G.  C.  Zimmer  near  Mannheim,  no  nitric  acid 
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whatever,  but  merely  nitrous  acid — for  instance,  in  the  acid  from 
Uetikon,  whose  spec.  grav.  at  15°  C.  was  1'691,  2'44  per  cent,  (by 
weight)  of  N2O3,  corresponding  to  5*46  per  cent,  of  nitrate  of  soda. 
Latterly  Hurter  (Dingler's  Journal,  ccxxvii.  p.  472)  and  Davis 
(Chem.  News,  xxxvii.  p.  125)  assert  that  they  have  found  more  or 
less  NO2  in  nitrous  vitriol ;  but  the  mode  of  testing  may  have 
affected  the  result  here  also. 

The  success  of  the  working  of  the  Gay-Lussac  towers  depends 
above  every  thing  upon  the  proper  regulation  of  the  draught.  If  the 
draught  is  insufficient,  the  chamber- process  will  from  the  outset  be 
injured  by  the  continual  leakage  of  gas  and  by  all  the  other  draw- 
backs enumerated  before,  and  especially  by  the  behaviour  of  the 
pyrites  in  burning.  In  that  case  the  Gay-Lussac  tower  itself  will 
not  work  properly ;  for  unless  oxygen  be  present  in  the  last 
chamber  before  the  gas  leaves  it,  there  will  be  unoxidized  nitric 
oxide  left,  which  will  pass  through  the  tower  unabsorbed  and  only 
form  red  vapours  when  issuing  into  the  outer  air.  At  the  same 
time  there  will  be  sulphurous  acid  present  in  this  case ;  and  this 
acts  still  worse,  since  it  decomposes  the  nitrosulphonic  acid  still 
present  in  the  vitriol  with  which  the  coke  in  the  tower  is  soaked^ 
and  carries  away  its  nitre  as  nitric  oxide.  If  the  waste  gas,  as 
previously  insisted  upon,  contains  5  or  6  per  cent,  of  free  oxygen, 
the  above  cannot  happen  to  an  appreciable  extent,  except  in  the 
presence  of  much  arsenious  acid  (see  Chap.  XV.) . 

If,  on  the  other  hand,  the  draught  is  too  strong,  therefore  with 
poor  kiln-gas,  the  sulphurous  acid  will  not  have  time  to  condense 
within  the  chambers  as  sulphuric  acid ;  it  will  partly  get  into  the 
tower,  and  there  cause  the  decomposition  just  mentioned  and  loss 
of  nitrous  compounds. 

In  both  cases,  therefore,  the  same  consequence  will  happen  as  if 
the  last  chamber  did  not  contain  an  excess  of  nitre-gas  j  and  if  nitre 
is  too  much  economized,  it  will  indeed  be  wasted  all  the  more  in 
the  way  just  described,  the  sulphurous  acid  driving  oflf  the  nitrogen 
of  the  tower-acid  into  the  air  in  the  shape  of  nitric  oxide. 

Such  a  faulty  working  of  the  tower  will  announce  itself  by  the 
escape  of  red  vapours  out  of  the  chimney,  by  the  tests  of  the  tower- 
acid,  and  even  by  its  appearance,  since  the  vitriol,  which  otherwise 
is  nearly  or  quite  colourless,  turns  of  a  dark  purple,  and  is  filled 
with  countless  small  bubbles  of  nitric  oxide,  at  the  same  time 
getting  heated  by  the  formation  of  sulphuric  acid  (Bode,  in  a  note 
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to  the  translation  of  H.  A.  Smith's  pamphlet^  p.  122).  It  is 
therefore  the  worst  case  of  all^  if  alternately  sulphurous  acid  gets 
into  the  tower  and  the  reverse.  In  that  case  nitrous  vitriol  is 
alternately  produced  and  decomposed  again.  When,  however,  sul- 
phurous acid  constantly  passes  into  the  tower,  there  is  no  absorp- 
tion of  nitre-gas  at  all,  and  the  tower  in  this  case  does  not  act 
as  an  absorbing  apparatus,  but  simply  as  a  continuation  of  the 
chamber-space  (Bode,  ib.  p.  124).  This  proves,  as  Bode  justly 
remarks,  that  one  improvement,  viz.  the  recovery  of  the  nitrous 
acid,  necessarily  led  to  another,  viz.  to  a  better  condensation  of 
the  sulphurous  acid,  or  a  better  yield  on  the  sulphur  burnt. 

Merely  for  the  sake  of  completeness  be  it  mentioned  that  several 
other  plana  have  been  proposed  for  utilizing  the  nitre-gas  escaping 
from  the  chambers.  Not  one  of  them  has  ever  possessed  any  prac- 
tical value ;  and  they  can  hardly  be  said  to  possess  even  an  historical 
value,  since  they  have  never  been  employed  except  in  a  few  isolated 
cases.  Kuhlmann,  for  instance^  employed  30  Woulfe's  bottles,  the 
first  ten  of  which  were  filled  with  water,  the  second  ten  with  a 
solution  of  barium  nitrate,  and  the  third  ten  with  barium  carbo- 
nate suspended  in  water;  the  mixture  resulting  in  the  last  ten 
bottles  was  used  in  the  second  ten  bottles,  where  barium  sulphate 
C'  permanent  white  ^'  or  ^^  blanc  fixe '')  was  precipitated.  Others 
have  used  milk  of  lime,  ammoniacal  liquor,  or  even  pure  water 
for  the  absorption  of  the  acid  vapours.  All  these  plans  are  so  very 
much  less  advantageous  or  complete  than  Gay-Lussac's  process 
that  they  cannot  at  all  compete  with  it. 

Denitration  of  the  Nitrous  VitrioL 

The  operation  going  on  in  the  Oay-Lussac  towers,  or  in  the  jar 
apparatus  serving  for  the  same  purpose,  and  whose  final  result  is 
the  production  of  an  acid  more  or  less  charged  with  nitrous  com- 
pounds, viz.  the  "  nitrous  vitriol,"  requires  for  its  necessary  com- 
plement another  operation,  by  which  the  nitrous  vitriol,  which  by 
itself  has  no  practical  use,  can  be  reintroduced  into  the  chamber- 
process^  both  in  order  that  the  absorbed  nitrous  compounds  may 
be  restored,  and  that  the  sulphuric  acid  originally  employed  may 
be  recovered  in  a  pure  state.  It  cannot  be  denied  that  Ghiy- 
Lussac  was  not  sufficiently  successful  in  completing  his  invention 
(which  has  been  so  important  and  useful  for  the  manufacture  of  sul- 
phuric acid)  in  this  particular ;  and  it  is  more  than  probable  that 
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the  slow  spread  of  his  process^  nay^  even  the  far  from  excep-. 
tional  abandonment  of  it  where  it  had  been  introduced  in  the  first 
instance^  must  be  attributed  to  the  fact  that  the  denitration  of  the 
nitrous  acid  was  attended  with  too  many  difficulties^  expenses^  and 
breakdowns  of  apparatus.  The  invention  of  the  Glover  tower, 
which  does  away  with  all  this^  must  therefore  be  considered  almost 
equally  important  with  that  of  the  Gay-Lussac  tower  itself;  and  in 
fact  the  general  introduction  of  the  latter  only  dates  from  the 
time  when  manufacturers  were  able  to  combine  it  with  the  Glover 
tower. 

The  various  contrivances  for  denitrating  nitrous  vitriol  have 
been  described  andcriticised  thoroughly  and  in  detail  by  Fr.  Bode, 
in  1876,  in  a  paper  "  On  the  Glover  Tower/'  which  obtained  the 
great  prize  of  the  Berlin  Society  for  the  Promotion  of  Industry ; 
and  this  essay  has  been  used  to  a  great  extent  in  the  following  de- 
scription. Bode's  paper  has  also  been  published  by  instalments  in 
'  Dingler's  Journal/  vols,  ccxxiii.  to  ccxxv. 

The  methods  for  denitrating  nitrous  vitriol  are  founded^  on  the 
one  hand^  on  diluting  it  either  with  hot  water  or  steam,  or  with  a 
combination  of  both,  or,  on  the  other  hand,  on  the  action  of  sul- 
phurous acid,  mostly  along  with  a  certain  amount  of  dilution.  That 
in  these  cases  the  nitrosulphonic  acid  is  completely  decomposed, 
either  by  the  dilution  or  the  action  of  the  sulphuric  acid,  has  been 
proved  in  detail  at  the  beginning  of  this  Chapter  from  theoretical 
investigations.  We  shall  now  treat  of  the  apparatus  and  modes  of 
procedure  employed  in  practice  for  that  purpose. 

One  of  the  oldest  apparatus  was  described  in  Payen's  '  Chimie 
Industrielle,'  and  has  been  copied  out  of  this  into  most  text-books; 
it  may  be  called  the  ^^  shelf  apparatus/'  It  is  described  in  Schwar- 
zenberg's  work  as  follows  : — 

'^This  operation  can  be  carried  out  in  a  small  lead  chamber, 
shown  in  fig.  181  in  section  at  B.  The  nitrous  vitriol  is  first  con- 
veyed into  the  tank  F,  placed  above  the  chambers,  and  from  this 
flows  into  the  chamber  through  the  cock  e  (by  which  its  flow  is 
regulated)  and  the  bent  funnel  tube  d.  The  chamber  is  pro- 
vided with  horizontal  shelves,  a,  over  which  the  acid  runs  down. 
They  are  burnt  to  the  chamber- walls  on  three  sides ;  and  on  the 
fourth  side  there  is  a  small  upstanding  margin,  /,  for  retaining  a 
layer  of  liquid  about  4  inches  in  depth.  The  gas  eaters  the 
chamber  direct  from  the  sulphur-burner  through  the  tube  C,  a 
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little  above  the  bottom  of  the  chamber ;  the  pipe  b  introduces  the 
necessary  steam  in  the  same  place.     The  latter  decomposes  the 

Kg.  181. 


liquid  standing  on  the  shelves  a,  whilst  passing  over  its  sur&ce, 
carryiug  along  the  gases.  On  the  top  the  gaseous  mixture,  along 
with  the  nitrous  acid  set  free,  passes  through  the  pipe  E  into  the 
lai^e  lead  chamber,  whilst  the  sulphuric  acid  deprived  of  nitrous 
acids  runs  through  c  into  the  bottom  of  the  same  chamber." 

Another  apparatus,  constructed  on  the  same  principle  as  that  just 
described,  is  the  "  Deuitrificateor  "  proposed  by  Gay-Lussac  him- 
self. It  is  a  lead  column  of  square  or  circular  section,  provided 
with  a  grating  a  little  above  the  bottom,  and  packed  with  coke  on  the 
top  of  this.  The  nitrous  acid  runs  in  at  the  top,  and  is  scattered 
by  means  of  a  rose.  Below  the  grating  the  gas  of  the  sulphur-  or 
pyrites-burners  enters  and  meets  the  nitrous  vitriol  descending;  at 
the  same  time  either  a  jet  of  steam  is  introduced  separately,  or  the 
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gas  is  previously  conducted  through  tanks  filled  with  water^  in  order 
to  be  saturated  with  moisture. 

In  these  apparatus  the  denitration  evidently  took  place  by  the 
joint  action  of  the  steam  and  the  sulphurous  acid.     The  acid  ought 
to  arrive  at  the  bottom  entirely  free  from  nitrogen  compounds ; 
but  it  is  so  dilute  that  it  can  only  be  run  into  the  chambers.    Such 
apparatus  are  hardly  to  be  found  in  use  in  any  place  now-a-days, 
for  good  reasons.     Since  the  acid  is  in  them  diluted  to  the  same 
extent  as  in  the  process  of  denitrating  by  hot  water  or  steam  alone^ 
they  present  no  advantage  over  the  latter ;  indeed  they  were  in  the 
first  instance  replaced  by  the  latter  processes.     But  the  apparatus 
just  described  have  this  drawback^  that  they  last  a  very  short  time^ 
on  account  of  the  rapid  destruction  of  the  lead.     The  destructive 
action  is  always  very  strong  in  the  first  chambers,  which,  even 
under  the  best  conditions^  and  in  the  presence  of  a  Glover  tower, 
sufier  more  than  the  remaining  chambers^  and  have  to  be  made  of 
thicker  lead  if  they  are  to  last  as  long.  The  reason  of  this  is  partly 
the  heat  of  the  gas^  partly  the  nitrous  compounds  themselves.     It 
is  evident  how  much  more  of  this  action  must  take  place  in  a  very 
small  chamber,  such  as  the  ^' shelf  apparatus^'  or  Gay-Lussac's 
''  D&itrificateur.^'     The  worst,  however,  of  these  apparatus  is  that 
tbe  steam  introduced  into  them  necessarily  leads  to  the  condensa- 
tion of  very  dilute  sulphuric  acid  and  nitric  acid  on  the  sides  of  the 
apparatus,  which  must  rapidly  corrode  the  lead.    Bode  calls  atten- 
tion to  another  very  important  circumstance.      Considering  the 
small  size  of  the  chambers  serving  as  shelf  apparatus  or  denitrifi- 
cateurs,  any  changes  in  the  chamber-process,  in  the  composition  of 
tbe  kiln-gas,  of  the  supply  of  steam,  of  the  outer  temperature,  &c. 
must  be  felt  in  them  very  much  more  than  in  a  large  lead  chamber. 
Therefore,  from  time  to  time,  stronger  nitrous  vitriol  will  condense 
on  the  walls,  and  be  diluted  directly  after  by  an  increased  con- 
densation of  water,  and  thus  become  charged  with  nitric  acid. 
As  every  practical  man  knows,  the  interior  walls  of  a  working 
lead  chamber  are  always  covered  with  a  white  slimy  lining  of  lead 
sulphate,  which  holds  back  acid  like  a  sponge,  but  at  the  same 
time  protects  the  lead  from  further  action,  until  such  time  as  the 
acid  is  diluted  by  condensed  steam,  gas  is  given  off  from  it,  and 
the  slimy  mass  of  lead-sulphate  is  loosened  and  washed  off,  where* 
upon  the  lead  is  again  exposed  to  fresh  attacks.     The  older  deni- 
trating-apparatus,  therefore,  were  doomed  to  very  rapid  destruc- 
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tion,  because  they  employed  the  simultaneous  action  of  sulphurous 
acid  and  of  steam. 

In  England,  most  manufacturers  passed  over  to  diluting  the 
nitrous  vitriol  in  separate  small  boxes  with  water  and  tteam,  whilst 
on  the  Continent  usuidly  "steam  columns"  or  "cascades"  were 
preferred.  The  English  arrangementj  such  as  was  almost  general 
up  to  a  few  years  ago,  and  which  has  only  been  thrown  into  the 
Irackground  by  the  Glover  tower,  is  shown  in  fig.  182.  a  is  a 
lead  vessel,  about  1  foot  high  and 
18   inches    wide,    which    stands  ng.  132. 

within  the  lead  chamber,  very 
rear  the  inlet  for  the  kiln-gases. 
Three  pipes,  b,  c,  and  d,  lead  into 
a,  passing  through  the  side  of  the 
chamber  and  burnt  into  it.  Of 
these  4  conveys  steam,  c  water, 
and  d  nitrous  vitriol ;  c  and  d  end 
in  funnels,  through  which  the 
liquids  run.  The  steam  comes 
from  a  steam-boiler.  The  vessel 
a  is  first  filled  with  water ;  this  is 

then  heated  to  the  boiling-point  by  steam ;  and  now  steam,  water, 
and  nitrooB  Titriol  are  admitted  in  such  proportions  that  the  latter 
is  completely  denitrated  before  it  can  run  over  out  of  the  box  a. 
The  proximity  of  the  gas  coming  from  the  pyrites-burners  acts  in 
this  way :  the  escaping  oxides  of  nitrogen  are  at  once  spread 
through  the  chamber  and  are  mixed  with  the  other  gases ;  and  at 
the  same  time  that  gas  protects  the  lead  against  corrosion. 

More  perfect  is  the  arrangement  usual  on  the  Continent,  where 
the  denitration  takes  place  on  cascades,  entirely  similar  to  those 
described  previously  (p.  309),  only  with  the  addition  of  a  contri- 
vance for  introducing  hot  water,  which  is  visible  at  a  in  fig.  144,  on 
page  315.  This  is  a  wrought-iron  box,  with  an  outlet-cock,  in 
which  water  is  always  kept  at  the  same  height  by  means  of  a  higher 
tank  with  a  self-acting  float-cock,  or  in  any  other  convenient  way. 
The  water  in  a  is  heated  by  means  of  a  steam-pipe.  It  is  cheaper 
to  put  the  waste-cock  for  the  water  condensing  in  all  the  chamber 
steam- pipes  over  the  vessel  a,  wherever  the  levels  admit  of  it ;  then 
warm  water  will  be  got  without  any  expense.  Furthermore,  in  this 
case  a  porcelain  dish  is  set  on  the  top  of  the  cascade,  into  which 
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the  nitrous  acid  and  warm  water  are  poured  out^  lest  through  the 
heat  generated  in  mixing  the  strong  acid  and  the  hot  water  the  ma- 
terial of  the  cascade  itself  should  suffer.  The  pot  e  is  also  here  very 
useful  in  order  to  take  samples  for  testing  the  strength  and  the 
degree  of  denitration  of  the  acid.  The  latter,  when  arriving  at  the 
bottom,  ought  to  show  at  most  110°,  better,  according  to  Bode, 
only  100°  Tw.,  to  make  sure  that  it  is  completely  denitrated; 
exactly  the  same  holds  good  of  the  steam-columns,  to  be  described 
directly. 

The  denitration  by  steam  alone y  or  by  steam  with  very  little  water, 
takes  place  in  the  so-called  steam-columns,  of  which  Schwarzenberg 
has  described  one  of  the  most  usual  forms  as  follows : — 

''  Fig.  183  represents  a  steam-column  on  a  scale  of  1 :  25.  In  the 
diagram  a  piece  of  the  side  is  cut  out  to  show  the  interior  of  the 
apparatus.  It  consists  of  a  cylinder  about  11  feet  6  inches  high 
and  3  feet  wide,  standing  on  a  solid  piece  of  masonry.  It  is  made 
of  strong  sheet-lead,  and  composed  of  three  pieces,  whose  joints,  at 
a,  4,  are  burnt  together.  The  bottom.  A,  is  united  to  the  cylinder 
in  the  same  way.  Four  strong  iron  hoops,  c,  increase  its  stability. 
In  order  to  protect  the  lead  against  the  corrosive  action  of  the  hot 
acids,  it  is  provided  with  a  lining,  B,  of  hard-burnt  fire-bricks,  which 
are  specially  moulded  for  this,  and  ground  together  so  as  to  make 
a  tight  joint.  The  joints  are  grouted  with  a  mortar  made  of  ground 
fire-clay.  On  the  top  the  steam-column  is  closed  tight  by  means  of 
a  slab  of  fire-clay  resting  on  the  brick  lining.  In  the  centre  of  the 
cover  the  lead  pipe,  D,  serves  for  feeding  the  column  with  nitrous 
vitriol.  Its  funnel  is  closed  with  an  acid  lute.  Beside  this  the 
stoneware  pipe,  E,  is  put  tight  into  the  cover,  for  taking  the 
nitrous  acid  away  into  the  chamber.  Sometimes  these  pipes  are 
surrounded  by  a  jacket  of  lead,  in  order  to  avoid  any  interruption 
of  work  by  their  cracking.  The  steam  is  introduced  into  the  column 
through  the  pipe  F,  near  its  bottom,  at  such  a  height  that  the  mouth 
of  the  steam-pipe  remains  above  the  sulphuric  acid  collecting  there. 
This  mouth  is  covered  up  and  built  round  with  bricks  in  such  a  way 
that  proper  channels  remain  for  the  steam  and  the  acid.  On  the 
top  of  this  the  column  is  fiUed  with  bits  of  flint  nearly  up  to  its 
cover ;  they  are  about  the  size  of  a  fist  near  the  bottom,  and  decrease 
towards  the  top  to  the  size  of  a  walnut.  In  the  place  of  these  some 
works  use  bits  of  broken  stoneware.  The  nitrous  vitriol  running 
in  at  the  top  trickles  down  through  the  bits  of  flint,  and  is  decom- 
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posed  in  this  way  by  the  rising  steam.  Whilst  the  nitrous  acid 
give^  off  from  it  goes  away  into  the  chamber  through  the  pipe  E 
in  the  state  of  vapour,  the  sulphuric  acid,  diluted  by  the  condensed 
water,  arrives  at  the  bottom  of  the  steam- column,  and  runs  through 
the  pipe  G  into  the  tank  H.  The  pipe  C  is  so  bent  as  to  remain 
always  luted  by  the  acid/' 

According  to  Bode,  this  column,  at  the  Royal  Saxon  factories  at 
Freiberg,  suflices  for  a  system  producing  125  cwt.  of  sulphuric 
acid  of  170°  Tw.  in  24  hours.  He  further  remarks  that  the 
bottom  of  the  cylinder  is  not  joined  to  the  lead  saucer  A,  but 
stands  loose  in  it.  He  also  says,  very  justly,  that  the  fire-bricks 
forming  the  lining  must  be  boiled  in  coal-tar,  and  joined  with 
tar  mortar,  not  with  ground  fire-clay  alone.  Such  ground  fire-clay 
would  not  only,  as  Bode  says,  be  washed  out,  but  it  might  swell, 
by  the  formation  of  aluminium  sulphate,  and  lift  off  the  cylinder- 
cover.  The  tar  mortar  is  made  by  kneading  together  finely  ground 
fire-clay  with  coal-tar,  thickened  by  boiling.  It  must  form  a  per- 
fectly homogeneous,  plastic  mass — which  is  effected  on  a  small 
scale  by  beating  with  a  mallet,  on  a  larger  scale  by  grinding  under 
edged  runners. 

In  a  large  factory  near  Newcastle  there  existed,  till  1873,  steam- 
columns  consisting  of  a  cast-metal  pipe  3  feet  wide  and  9  feet  high, 
with  a  lining  of  lead  and  another  lining,  inside  the  first,  of  thin 
bricks  (2  inches),  and  a  packing  of  flints.  Since  then  they  have  been 
replaced  by  a  Glover-tower  steam-columns. 

There  are  also  steam-columns  made  without  a  lead-jacket;  but 
they  cannot  then  be  built  up  of  bricks,  but  must;  consist  of  a  single 
piece.  Bode  figures  such  a  column,  erected. by  Dr.  Gilbert  at  Ham- 
burg (fig.  184) .  Its  inner  diameter  is  1  foot  3^  inches,  its  height 
]  3  feet  1  inch.  It  conshts  of  two  gas-retorts,  a  a,  made  tight  at 
the  joint,  after  heating  the  same,  by  asphalt.  The  bottom,  b,  and 
the  cover,  c,  are  formed  of  round  fireclay-slabs ;  the  latter  contains 
an  opening  for  the  stoneware  pipe  d  for  carrying  off  the  nitre-gas 
and  the  excess  of  steam  into  the  chamber.  The  nitrous  vitriol  enters 
at  e,  the  steam  at/,  and  the  denitrated  sulphuric  acid  runs  off  at^. 
The  retorts  are  surrounded  by  the  cylinders  h  A,  of  ^-inch  cast  iron, 
which  are  bolted  together  and  to  the  cast-iron  top-  and  bottom- 
platefl.  A  space  of  1  ^  inch  remains  between  the  cast  iron  and  fire-clay, 
and  is  filled  with  melted  asphalt  having  a  very  high  fusing-point. 
The  column  is  filled  with  bits  of  flint ;  the  mouth  of  the  steam-pipe 
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is  protected  by  loose  bricks.  This  apparatus  has  been  in  operation 
for  five  years  without  giving  any  trouble,  and  has  supplied  a  set 
making  6  tons  of  acid  of  170°  Tw.  in  24  hours. 

Fig.  184. 


In  other  works  the  steam-columns  are  made  much  smaller,  which 
agrees  with  Bode's  views.  In  Wiirtz's  '  Dictionary  of  Chemistry,' 
iii,  p.  157,  Scheurer-Keatner  figures  a  column  made  of  a  piece  of 
lava  6  feet  6  inches  high,  and  only  8  inches  wide  inside,  2feetout^ 
side,  filled  with  broken  glass.  Otherwise  it  offers  no  peculiarities. 
The  simplest  and  cheapest  for  this  object  are  stoneware  Woulfe's 
bottles  of  about  55  gallons  capacity,  as  shown  in  figs.  185-187 
(after  Bode) .     They  are  filled  with  bits  of  flint.     Of  the  two  bottom 
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^.  185.  Fig.  186. 


118.167. 
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branches^  a  and  b,  one  seryes  for  running  off  tlie  dilute  acid^  the 
other  for  tbe  steam-pipe.  The  nitrous  gas  escapes  through  the  two 
pipes  c  c,  joined  to  the  jar  with  cement  (like  d),  or  by  a  hydrauhc 
lute  (like  c").  The  pipes  c  are  continued  into  lead  pipes  having 
some  fall  towards  the  chambers.  The  jar  stands  in  a  stoneware 
saucer^  e,  on  a  foundation  of  fire-bricks ;  through /nitrous  vitriol, 
through  Qy  in  case  of  need,  water  is  introduced.  K  one  jar  is 
not  found  sufficient,  a  secoud  one  can  be  put  up  at  very  little 
expense. 

The  first  exact  comparison  between  steam-columns  and  cascades, 
touching  their  capacity  and  expense  of  working,  was  made  by  Bode 
in  his  prize  essay.  His  conclusions  were  as  follows : — ^Aa  to  first 
cost  of  erection,  a  complete  steam-column  is  dearest,  next  to  it  a 
cascade;  the  cheapest  are  the  jars,  even  if  several  of  them  have 
to  be  employed.  In  the  steam-columns  and  the  jars  the  acid  can 
be  completely  denitrated,  so  that  it  will  give  no  reaction  with  sul- 
phate of  iron ;  with  cascades  it  is  not  possible  to  go  so  far ;  but, 
for  all  that,  no  more  nitre  seems  to  be  used  with  the  latter.  In  the 
steam-columns  the  most  vulnerable  part  is  the  stoneware  pipe  for 
taking  away  the  gas ;  in  the  cascades,  the  junction-pipe  between 
the  two  lead  pots.  Bode  also  quotes,  as  a  drawback  of  the  steam- 
columns,  that  it  is  mostly  necessary  to  pump  the  acid  out  of  them 
into  the  chambers,  because  they  are  mostly  placed  on  the  ground. 
In  the  factories  visited  by  the  author  he  has  always  found  the  columns 
placed  high  enough  for  the  acid  to  run  direct  out  of  them  into  the 
chambers.  If  the  nitrous  acid  has  to  be  pumped  to  the  top  of  the 
steam-column,  this  will  not  be  appreciably  higher  than  to  the  top 
of  the  cascades.  Bode  on  the  whole  prefers  the  jars,  if  no  Glover 
tower  can  be  erected ;  but  he  makes  a  condition  very  difficult  of 
fulfilment,  viz.  that  the  jars  be  of  a  material  capable  of  resisting 
the  heat.  So  far  as  the  author's  experience  goes,  he  has  never  seen 
jars  of  55  gallons  which  could  hold  out  for  any  length  of  time  against 
the  successive  action  of  cold  nitrous  acid  and  of  steam;  and  he 
would  advise  any  manufacturer  not  to  practise  such  economy  in  a 
matter  of  very  small  moment,  but  to  prefer  to  perishable  stoneware 
jars  an  everlasting  piece  of  lava  or  of  basalt.  The  small  size  men- 
tioned by  Scheurer-Kestner  is  quite  sufficient. 

The  expense  of  denitrating  in  steam-columns  and  cascades  has 
been  calculated  by  Bode  (/.  c.  p.  48),  so  far  as  this  is  possible,  consi- 
dering the  many  circumstances  coming  into  play.  But  since  for  these 
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calculations  such  a  number  of  arbitrary  a9sumptions  have  to  be 
made  that  the  results  cannot  be  applied  to  real  cases^  we  will  only 
remark  that^  according  to  them^  the  denitration  in  steam-columns 
is  dearer  than  that  on  cascades^  as  may  be  imagined  beforehand — 
the  former  consuming  a  great  deal  of  steam^  the  latter  little  or 
none,  if  hot  condensation-water  be  used.  Many  manufacturers 
still  prefer  the  steam-columns  to  the  cascades,  as  in  the  former 
the  denitration  is  much  more  under  control  than  in  the  latter,  or 
in  the  boxes  described  at  p.  414.  On  the  other  hand,  at  the  Oker 
works  {cf  .Brauning,  /.  c.  p.  141)  the  steam-columns  previously 
erected  have  been  abandoned  owing  to  their  continuously  breaking 
down ;  and  they  have  been  replaced  in  the  older  sets  by  cascades, 
in  eight  more  recent  sets  by  Glover  towers.  It  has  been  found 
there  that  the  cascades  often  yield  sulphuric  acid  containing  nitric 
acid ;  and  therefore  a  steam-injector  has  been  fixed  to  the  first  small 
chamber,  by  which  the  strength  of  the  acid  in  this  chamber  is  re- 
duced to  110°  Tw. 

The  apparatus  which  is  now  used  more  than  all  the  other  deni- 
trating'  apparatus  taken  together  is  the  Glover  tower,  which  is  pro- 
perly treated  in  this  Chapter,  since  its  inventor  had  in  the  first 
instance  constructed  it  for  denitration,  although  it  might  just  as 
well  be  described  as  a  cooling  and  as  a  concentrating  apparatus. 
The  Glover  tower  was  invented  by  Mr.  John  Glover,  of  Wallsend, 
near  Newcastle-on-Tyne.  According  to  personal  information  re- 
ceived from  Mr.  Glover,  he  had  built  his  first  tower  already  in  1859, 
at  the  Washington  Chemical  Works,  near  Durham.  This  tower  was 
made  of  fire-bricks,  and  packed  with  a  network  of  thin  fire> tiles.  It 
lasted  a  year  and  a  half,  and  proved  the  correctness  of  the  principle; 
In  1861  Glover,  at  the  same  place,  built  a  lead  tower ;  and  when 
founding  another  works  at  Wallsend  in  the  same  year,  he,  of  course, 
built  a  similar  tower  there  as  well,  which  worked  until  1863  or 
1864.  From  the  experience  gained  in  this  way.  Glover  constructed 
in  1864  a  third  tower,  which,  in  all  essential  points,  was  the  same 
as  is  used  to  this  day.  Up  to  that  time  only  his  nearest  neigh- 
bours had  introduced  the  tower.  It  must  here  be  observed  that  its 
inventor  had  not  only  taken  out  no  patent  for  it,  but,  with  great 
liberality,  showed  it  to  every  one  interested  in  the  matter.  In 
spite  of  that,  some  of  the  manufacttirers  on  the  Tyne,  intending  to 
''improve''  the  tower,  committed  mistakes  in  its  construction; 
and;  at  least  in  one  case,  this  led  to  its  being  given  up  again^ 
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although  it  has  since  been  reintroduced.  Between  1868  and  1870 
all  the  larger  and  better-managed  works  on  the  Tyne  introduced 
the  Glover  tower;  it  was  adopted  in  Lancashire  about  1868,  at 
London  in  1870.  Until  1871  nothing  had  been  published  about 
the  Glover  tower;  and  it  was  entirely  unknown  outside  the 
English  alkali-works  till  the  author  published  a  paper  on  it 
in  'Dingler's  Journal'  (vol.  cci.  p.  341),  which  made  it  generally 
known  in  Germany,  and  led  to  its  adoption  in  that  country.  The 
objections  raised  against  the  tower  as  a  denitrating  apparatus  (no- 
body has  ever  doubted  its  excellence  as  a  concentrating  and  cooling 
apparatus)  have  been  completely  refuted.  The  first  objections 
raised  by  Bode  (^  Dingler's  Journal,'  ccii.  p.  448)  were  immediately 
refuted  by  the  author  (ib.  p.  532),  and  have  since  been  withdrawn 
by  Bode  himself.  Bode  has  become  one  of  the  most  zealous 
constructors  and  advocates  of  the  Glover  tower.  Also  the  objec- 
tions raised  by  M'Culloch  (Chem.  News,  xxvii.  p.  135)  have  been 
answered  by  Glover  (ib.  p.  152),  by  the  author  (ib.  p.  162),  and  Bode 
(prize  essay,  p.  5).  M'Culloch  himself  afterwards  changed  his 
opinion.  Much  more  serious  objections  have  been  made  by  Kuhl- 
mann  (Hofmann's  Official  Report,  i.  p.  174)  and  by  Vorster 
('Dingler's  Journal,'  ccxiii.  p.  506),  on  the  assumption  that  the 
contact  of  hot  sulphurous  acid  and  nitrous  vitriol  in  the  tower 
causes  a  considerable  loss  of  nitre  compounds  in  the  shape  of  nitrous 
oxide  or  of  free  nitrogen.  It  is  certainly  a  fact  that,  under  certain 
conditions,  hot  sulphurous  acid  reduces  the  nitrogen  oxides  down 
to  nitrous  oxide  or  even  to  nitrogen.  But  that  such  conditions 
exist  in  the  Glover  tower  Kuhlmann  could  not  prove,  because  he 
had  none  at  his  disposal ;  nor  has  Vorster  experimented  with  the 
tower  itself  in  this  direction,  although  he  made  other  interesting 
observations  respecting  it ;  but,  entirely  on  the  strength  of  labora- 
tory experiments,  he  asserted  that  40  to  70  per  cent,  of  the  nitrous 
compounds  were  lost  in  the  Glover  tower.  His  experiments,  how- 
ever, were  made  under  totally  different  conditions  from  those  exist- 
ing in  the  Glover  tower ;  and  the  author  succeeded  in  reducing 
Yorster's  inferences  on  the  loss  of  nitre  ad  absurdum  from  his  own 
figures  ('Dingler's  Journal,'  ccxv.  p.  56,  ccxvi.  p.  79).  In  the 
experiment  considered  by  Vorster  the  most  conclusive,  he  passed  hot 
sulphurous  acid  mixed  with  air  for  27  minutes  through  nitrous 
vitriol  heated  to  180°  C. ;  and  it  is  inconceivable  how  he  could  assert 
that  this  condition  answers  to  that  in  the  Glover  tower.     Into  this 
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the  nitrous  vitriol  enters  quite  cold^  mixed  with  chamber-acid ;  and 
only  on  leavings  when  its  heat  is  greatest^  does  it  attain  130°  C.  It 
is  out  of  the  question  that  it  should  have  that  temperature  in  any 
considerable  part  of  the  tower,  much  less  180°,  as  in  Vorster's  ex- 
periment. On  the  contrary,  that  acid  which  shows  a  little  higher 
temperature  (but  never  as  high  as  in  Vorster^s  experiments)  con- 
tains next  to  no  nitrous  acid,  but  is  only  further  concentrated  by 
hot  kiln-gas ;  and,  at  all  events,  the  deuitration  takes  place  to  the 
greatest  extent  in  the  upper  part  of  the  tower,  where  the  acid  is 
still  pretty  cold.  This  follows  with  certainty  from  the  well-known 
fact  that  the  denitration  of  dilute  acid  takes  place  readily,  that  of 
concentrated  acid  with  great  difficulty.  Apart  from  this,  the  acid 
is  never  exposed  to  the  current  of  hot  sulphurous  acid  so  long  as  in 
Vorster's  experiments.  If  once  the  packing  has  been  quite  impreg- 
nated, the  acid  gets  from  the  top  to  the  bottom  in  a  few  minutes ;  but, 
owing  to  its  fine  division,  it  is  almost  entirely  denitrated  near  the 
top.  In  short,  Vorster's  experiments  must  be  caUed  worthless  for 
deciding  the  matter  in  question,  even  if  they  were  not  refuted  by 
the  plain  fact,  that  with  the  Glover  tower  the  waste  of  nitre  is 
at  least  no  higher  than  with  any  other  process.  More  about  this 
below. 

The  author  has  lately  (Berichte  der  deutschen  chem.  Gesellsch. 
X.  p.  14?32 — more  explicitly  in  ^  Dingler's  Journal,'  1877,  ccxxv. 
p.  474)  criticised  in  detail  the  experiments  and  statements  of 
Kuhlmann  and  Vorster,  and  has  proved  their  irrelevancy.  He 
has  further  proved  by  experiments  that,  if  the  sulphurous  acid  gas 
is  mixed  with  a  similar  excess  of  oxygen  as  in  the  kiln-gas,  this 
mixture  decomposes  nitrous  vitriol,  even  at  a  temperature  of  200® 
(in  the  Glover  tower  it  never  gets  beyond  130°),  in  such  a  way  that 
the  whole  of  the  nitrogen  oxides  can  be  recovered  by  absorption  in 
concentrated  sulphuric  acid.  Pure  sulphur  dioxide,  free  from 
oxygen,  does  not  act  on  nitrous  vitriol  at  110°-130°,  but  only  at 
200^  C,  in  such  a  way  as  to  cause  the  formation  of  some  nitrous 
oxide.  This,  however,  is  not  a  practical  case  at  all ;  audit  remains 
a  fact  that  in  the  Glover  tower  neither  nitrous  oxide  nor  nitrogen 
are  formed  in  appreciable  quantities.  The  author's  experiments  and 
calculation  have  been  attacked  as  inexact  by  Hurter  {'  Dingler^s 
Journal,'  ccxxvii.  pp.  465  &  563),  but  have  been  completely  vindi- 
cated by  the  author  (ib.  ccxxviii.  pp.  70  &  152). 

If  there  were  any  truth  whatever  in  Kuhlmann's  and  Vorster's 
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assertions^  it  would  certainly  be  a  cause  of  still  greater  loss  when 
the  fresh  supply  of  nitre-gas  is  carried  through  the  tower^  as  is  done 
in  the  great  majority  of  English^  or  when  even  the  liquid  nitric 
acid  is  run  through  it^  as  in  many  continental  works.  Then  not 
merely  70  per  cent,  of  the  nitrous  vitriol,  but  aUo  70  per  cent, 
of  the  fresh  supply  of  nitre,  or  nitric  acid,  would  be  wasted 
by  the  tower.  This  certainly  would  be  felt  in  a  very  sensible 
manner.  But  in  1871,  of  the  ten  works  on  the  river  Tyne  which 
possessed  Glover  towers,  only  three  worked  so  as  to  decompose  the 
nitre  by  the  gas  of  separate  pyrites-burners,  and  to  take  the  gaseous 
mixture  past  the  Glover  tower  direct  into  the  chambers.  The  other 
seven  works  sent  the  gas  of  all  burners,  along  with  all  the  &esh 
nitre-gas,  through  the  towers,  without  consuming  any  more  nitre 
than  the  three  former  ones.  Amoug  these  three  works  was  that 
managed  by  the  author,  who,  in  his  first  publication,  recommended 
this  arrangement.  Later  on,  from  experience  gathered  in  the  mean- 
time, the  plant  was  altered,  and  all  the  kiln-gas,  along  with  the 
nitre-gaSj  was  taken  into  the  Glover  tower;  but  no  extra  con- 
sumption of  nitre  whatever  could  be  detected.  In  the  same  way 
Mr.  Schaffner,  of  Aussig,  found  no  extra  consumption  ensue  when 
he  began  introducing  aU  the  liquid  nitric  acid  through  the  Glover 
tower. 

Glover  himself  reports  (Chem.  News,  xxvii.  p.  152)  that  he  had 
consumed,  for  1651  tons  of  sulphur  (from  Norwegian  pyrites),  only 
63  tons  13  cwt.  of  nitre,  =3*8  per  cent.,  with  a  chamber-space  of 
20  cubic  feet  to  1  lb.  of  sulphur  burnt  in  24  hours.  His  pyrites 
only  contained  40  per  cent,  of  sulphur,  as  the  author  knows  very 
well,  since  he  used  the  same  quality  at  that  time ;  the  conditions 
of  work  were  therefore  not  so  favourable  as  with  richer  ores.  At 
the  same  time  Glover  concentrated  all  his  chamber-acid  to  140^- 
150^;  and  this  is  a  common  experience  in  most  works. 

The  most  important  thing  is  this :  it  is  absolutely  certain,  firom 
the  practical  experience  of  many  works,  that  with  the  Glover  tower 
rather  less  nitre  (never  more)  is  used  than  with  steam-columns  or 
cascades.  This  is  witnessed,  for  instance,  by  the  former  opponent  of 
the  Glover  tower.  Bode,  in  '  Dingler^s  Journal,'  ccxvii.  p.  305,  and 
in  his  prize  essay,  p.  87 ;  and,  altogether,  no  contrary  statements  of 
those  who  have  had  practical  experience  of  the  tower  have  been  given 
to  the  world.  On  the  contrary,  the  Glover  tower  has  not  only  been 
generally  accepted  in  England,  but  also  to  a  great  extent  on  the 
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Continent,  especially  in  Germany ;  and  the  best  proof  of  this  ia, 
that  in  1875  the  Berlin  Society  for  the  Promotion  of  Industry 
offered  a  prize  for  an  essay  on  this  subject,  in  which  the  utility  of 
the  Glover  tower  for  most  cases  is  expressly  presupposed,  and  only 
its  applicability  for  kiln-gas  of  inferior  heat  is  mentioned  as  doubt- 
ful and  requiring  examination.    The  result  of  this  was  Bode's  often- 
mentioned  essay  on  the  Glover  tower.     Now-a-days  the  Glover 
tower  forms  an  essential  part  of  every  well-arranged  sulphuric-acid 
works,  and  holds  the  same  rank  with  the  Gay-Lussac  tower. 
Certainly  it  will  not  answer  to  the  expectations  when  constructed 
in  an  improper  way  or  from  unsuitable  material,  and  therefore,  at 
first,  was  here  and  there  demolished  again ;  but  the  same  thing  must 
be  said  of  every  apparatus  used,  in  the  whole  range  of  industry ; 
and  the  consensus  of  the  great  majority  of  manufacturers  has  entirely 
decided /or  the  Glover  tower.     Br'auning  (/.  c,  p.  140)  also  quotes 
the  experience  of  a  whole  series  of  works  at  Oker  in  which  the  tower 
is  employed,  and  where,  since  its  introduction,  less  nitre  is  used 
than  before,  in  consequence  of  the  acid  being  completely  denitrated, 
so  that  no  loss  can  be  incurred  through  the  reduction  of  nitric  acid 
to  nitrogen  or  nitrous  oxide.     On  an  extensive  tour  through  a 
niunber  of  the  best  English,  German,  and  French  alkali- works,  the 
author  has  everywhere  received  the  same  information,  viz.  that 
since  the  introduction  of  the  Glover  tower  less  acid  is  consumed 
than  formerly  (with  the  diluting  process) .    This  may  very  frequently 
be  in  consequence  of  the  chamber-acid  being  also  denitrated  in  the 
Glover  tower;  but  in  some  works  the  acid  of  the  large  (or  first) 
chamber  is  not  kept  nitrous  at  all,  and  in  others,  from  various 
causes,  only  a  small  portion  of  the  chamber-acid  passes  through 
the  Glover  tower.     In  no  case  is  there  the  slightest  reason  for 
asserting  that  the  Glover  tower,  by  itself,  wastes  more  nitre  than 
the  diluting  process.     At  Mal^tra^s  works  at  Eouen,  before  the 
introduction  of  the  Glover  tower,  2  parts,  after  it  only  1*3  part  of 
nitre  has  been  used  to  100  parts  of  pyrites. 

It  must  not  remain  unmentioned  that  01.  A.  Winkler,  in  1867 
(/.  c,  p.  24),  proposed  very  clearly  the  denitration  of  nitrous  vitriol 
by  sulphurous  acid,  without  having  any  knowledge  whatever  of  the 
fact  that  this  plan  had  been  carried  out  for  some  years  in  practice 
by  Glover  and  others.  Moreover  Winkler's  plan  was  vitiated  by 
his  proposal  to  add  a  small  quantity  of  water.     He  evidently  had 
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no  idea  of  the  concentrating  action  of  the  apparatus  which  is  now 
called  the  Glover  tower. 

Description  of  the  Glover  tower. — This  in  many  respects  resem- 
bles the  Gay-Lussac  tower,  but  in  others  is  quite  diflFerent ;  and  its 
function  is  exactly  the  opposite  of  that  of  the  Gay-Lussac  tower — 
viz.  to  deprive  the  nitrous  vitriol  running  off  at  the  bottom  of  the 
Gay-Lussac  tower  of  its  nitrous  compounds,  and  to  restore  it  to  a 
proper  state  of  concentration  for  applytng  it  i^ain  at  the  top  of  that 
tower.     This,  certainly,  is  only  one  of  the  functions  of  the  Glover 
tower,  but  the  most  important  and  characteristic  of  all.     The  tower 
fulfils  this  function  by  exposing  the  nitrous  vitriol,  usually  mixed 
with  chamber-acid,  in  a  finely  divided  form,  to  the  action  of  the 
hot  burner-gas,  whose  heat  acts  concentratingly  upon  the  sulphuric 
acid,  and  whose  sulphurous  acid  acts  denitratingly  upon  the  nitro- 
sulphonic  acid  ;  and  the  simultaneous  concentration  and  action  of 
the  sulphurous  acid  seem  very  much  to  advance  the  denitration. 
Glover's  apparatus  cannot  be  put  in  the  same  line  with  the  appa- 
ratus described  above  (p.  412),  because  in  it  no  condensation  of 
dilute  vitriol  containing  nitric  acid  can  take  place  on  the  lead  walls, 
and  because  it  is  altogether  so  constructed  that  the  lead  nowhere 
comes  into  contact  with  the  hot  gas  and  the  nitrous  vitriol.     Once 
properly  built,  it  goes  on  working  for  many  years,  and  causes  no 
interruption  of  the  process.     Besides,  it  possesses  two  very  great 
advantages.    The  first  is,  that  it  is  both  the  most  complete  and  the 
most  rational  of  all  cooling-contrivances  for  the  burner-gas  : — the 
most  complete,  because  the  gas  is  brought  into  immediate  contact 
with  the  cooling-liquid  in  the  shape  of  a  fine  spray,  not  separated 
from  it  by  a  metallic  wall  or  only  exposed  to  the  cooling  action  at 
the  circumference  of  the  current ;  the  most  rational,  because  no 
expense  has  to  be  incurred  for  pumping  up  cold  water  for  cooling, 
but  the   generated   steam   is  at  once  usefully  employed  in  the 
chamber.     The  second  and  still  greater  advantage  of  the  Glover 
tower  is  that  in  it  not  only  all  the  acid  serving  for  absorption  in 
the  Gay-Lussac  tower,   but   the  whole   of  the   chamber-acid  is 
brought  to  152°  Tw.  without  any  expense  except  that  of  pump- 
ing the  acid  to  the  top  of  the  tower — ^an  expense  which  is  very 
small  indeed,  especially  in  the  case  mentioned  on  p.  393,  where 
the  exhaust-steam  of  the   air-pumping  engine  is  used  as  steam 
for  the  chambers. 
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The  Glover  tower  is,  moreover,  now  used  for  introducing  the 
requisite  fresh  nitric  acid,  or  a  solution  of  nitrate  of  soda^  into  the 
chambers  without  any  special  apparatus,  by  running  it  down  along 
with  the  nitrous  vitriol.  Before  it  arrives  at  the  bottom  it  is 
fully  denitrated,  as  well  as  the  nitrous  vitriol  itself. 

The  Glover  tower  may  also  operate  with  only  the  nitrous  vitriol 
itself  running  down  in  it,  without  any  chamber-acid ;  but  in  that 
case  it  does  not  deprive  it  of  all  the  nitrous  compounds,  but  of  the 
principal  part  only  (down  to  about  0*2  per  cent,  of  N^Oa),  and  at 
the  same  time  concentrates  it  to  152°  Tw.  This  acid  may  now  be 
used  again  in  the  Gay-Lussac  tower  for  absorption ;  and  thus  a 
circulation  of  acid  may  take  place  between  the  two  towers.  There 
is  in  this  always  a  little  addition  to  the  acid,  as  within  the  Glover 
tower  itself,  by  the  action  of  the  sulphur  dioxide  on  the  nitrosul- 
phonic  acid,  free  sulphuric  acid  is  formed. 

2S02(OH)(N02)  +  SOj  +  2H2O = 3S02(OH)2 + 2NO. 

This  equation  represents  the  essential  reaction  going  on  in  the 
Glover  tower. 

However,  the  Glover  tower  is  not  usually  fed  (in  the  way  just 
mentioned)  with  nitrous  vitriol  alone,  but  only  in  the  case  of 
temporary  disturbances.  The  apparatus  is  always  so  arranged 
as  to  be  fed  with  nitrous  vitriol  (or  with  fresh  nitric  acid)  and 
chamber-acid  together y  in  which  case  not  only  is  the  denitration 
completed,  owing  to  the  initial  dilution,  but  the  acceptable  secon- 
dary eflfect  is  obtained  of  concentrating  the  chamber-acid  up  to 
152°  Tw.,  and  of  depriving  it  also  of  the  minute  proportion  of  nitre 
which  it  generally  contains.  If  the  acid  is  not,  as  is  usually  assumed 
here,  brought  in  the  chambers  themselves  to  116°-124°,  but  only 
to  106°  Tw.,  it  can  for  all  that  be  concentrated  to  14 1®  without  any 
difficulty  in  the  Glover  tower,  even  when  the  gas  comes  from  a 
shelf  burner  for  pyrites  smalls  and  has  therefore  to  be  somewhat 
cooled  in  dust-chambers,  on  the  supposition  that  the  tower  is 
placed  close  to  the  burners.  This  is  done,  for  instance,  at  the 
Anssig  works  in  Bohemia.  That  the  denitration  by  sulphurous 
acid  becomes  more  perfect  by  dilution,  is  a  matter  of  course,  accord- 
ing to  the  above-quoted  researches  of  R.  Weber  and  CI.  Winkler 
{suprhy  p.  370). 

The  stream  of  nitrous  vitriol  and  that  of  chamber-acid  are  regu- 
lated entirely  according  to  the  degree  of  denitration  and  of  concen- 
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tration  shown  by  the  acid  miming  off  at  the  bottom  of  the  Glover 
tower.  The  more  chamber-acid  is  rmi  through  (that  is  to  say^  the 
greater  the  dilution)^  the  easier  will  be  a  full  denitration;  the  less 
chamber-acid  is  used^  the  more  concentrated  will  the  acid  arrive 
below.  There  ia,  however^  no  difficulty  in  attaining  both  objects^ 
viz.  to  get  an  acid  at  the  same  time  completely  denitrated  and 
showing  152°  Tw.,  if  good  pyrites  (with  42  per  cent,  and  upwards  of 
sulphur)  be  burnt^  and  if  the  burner-gas  be  employed  as  hot  as  pos- 
sible^ say  300°  C.  and  upwards^  by  placing  the  tower  close  to  the 
burners.  In  the  case  of  poor  ores^  or  of  smalls-burners  with  large 
dust-chambers^  the  denitrating  action  wiU  also  be  complete ;  but  the 
concentration  cannot  then  be  carried  so  far. 

If  it  be  assumed  that  the  Gay-Lussac  tower  receives  a  quantity 
of  acid  equal  to  the  total  daily  production  (and  this^  indeed^  satisfies 
all  requirements)^  there  will^  of  course^  be  just  the  same  quantity 
of  SO4H9  running  down  the  Glover  tower  in  the  shape  of  chamber- 
acid^  along  with  the  nitrous  vitriol^  and  therefore^  according  to  bulk 
and  weighty  a  little  more  of  the  chamber-acid^  as  this  is  more  diluted. 
If  the  chamber-acid  is  on  an  average  =123°  Tw.,  equal  to  70  per 
cent.  SO4H,  (it  may  be  safely  brought  up  to  this  strength^  precisely 
because  the  nitre  dissolved  in  chamber-acid^  when  rather  strong^ 
will  be  expelled  and  utilized  in  the  Glover  tower),  117  parts  by 
weight  of  the  same  correspond  to  100  parts  by  weight  of  an  acid 
of  152''  Tw.,  =81-7  per  cent.  SO^Hj;  or  100  vols,  of  the  latter  arc 
equal  to  128  vols,  of  the  123°  acid,  and  the  latter  would  be  the 
proportion  in  which  the  two  acids  are  mixed.  The  result  would  be 
a  mixture  of  acids  of  136°  Tw.  enteriug  the  Glover  tower  at  the  top, 
which  can  be  fully  denitrated  by  sulphurous  acid,  especially  when 
hot  (Weber,  supri,  p.  370) .  If  less  Gay-Lussac  acid  has  been  used 
than  the  above,  the  mixture  of  acids  entering  the  Glover  tower  wiU 
show  a  lower  specific  gravity  than  136°  Tw.,  and  will  be  all  the  more 
easily  denitrated. 

During  the  first  years  of  the  working  of  the  Glover  tower  it  was 
generally  assumed  that  the  acids  must  only  be  mixed  inside  the 
tower y  because  during  their  mixture  nitric  oxide  would  be  given  off. 
On  this  principle  was  founded  the  mixing-apparatus  described  by  the 
author  in  his  first  publication  on  the  Glover  tower  (in  Dingler's 
Journal,  cd.  p.  348),  and  the  distributing  wheels  with  double  outlet 
and  separate  distributing  chambers  and  pipes.  But  it  follows  from 
the  calculation  just  made  that  a  mixture  of  equal  parts  of  acids, 
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-when  chamber-acid  of  123°  Tw.  is  used  and  the  daily  make  of  acid 
is  passed  through  the  Gay-Lussac  tower  once  a  day^  would  be  equal 
to  136°  Tw.  In  an  acid  of  this  strength  nitrosulphonic  acid  is 
entirely  stable,  at  least  at  the  ordinary  temperature ;  and  it  is  pos- 
sible, and  has  been  done  in  many  places  for  years  past,  to  mix  the 
two  acids  before  they  enter  the  Glover  tower,  which  greatly  sim- 
plifies the  distributing  apparatus.  Even  when  only  one  half  of  the 
total  daily  make  of  acid  is  used  for  absorbing,  the  mixture  of  this 
■with  the  total  chamber-acid  still  comes  to  131°  Tw.,  which  is 
equally  a  safe  strength.  If,  however,  the  conditions  are  the  most 
unfavourable  in  this  respect,  the  dilution  can  no  longer  take  place 
outside  the  tower.  If,  for  instance,  the  chamber-acid  is  only  106° 
Tw.  strong,  131  parts  by  weight  of  it  correspond  to  100  parts  of 
acid  of  152°;  and  if  of  the  latter  only  half  the  equivalent  is  taken 
(that  is  to  say,  100  parts  by  weight  of  acid  of  152°  Tw.  to  262  parts 
of  106°),  the  density  of  the  mixture  only  comes  to  118°,  at  which 
strength  nitric  oxide  begins  to  escape  from  a  solution  pretty  rich 
in  nitrosulphonic  acid. 

In  these  calculations  the  degree  of  saturation  of  the  vitriol  with 
nitrous  compounds  is  not  yet  taken  into  account;  the  less  the 
amount  of  acid  used  every  day  in  the  Gay-Lussac  tower,  the  more 
will  it  be  saturated  with  nitre,  and  there  will  be  more  danger  of 
gas  escaping  from  the  nitrous  vitriol  when  mixing  it  with  chamber- 
acid. 

The  temperature  of  the  acid  running  oflf  from  the  Glover  tower 
is  usually  between  120^  and  130°  C.  If  the  work  is  very  much 
pushed,  it  may  reach  140°  or  even  150°.  In  the  few  works  where 
this  happens,  no  bad  consequences  have  been  observed;  but  in 
one  works  the  author  was  told  that  a  little  more  nitre  was 
always  used  whenever  the  acid  became  hotter  than  138°  C.  Still 
the  observations  made  there  were  not  sufficient  to  establish  this 
result  as  certain,  if  all  disturbing  conditions  be  eliminated.  The 
gas  leaving  the  tower  at  the  top  has  generally  a  temperature  of 
firom  5(f  to  80°  C. ;  it  should  not  be  above  60°,  at  which  tempera- 
ture cooling  it  before  it  enters  the  chambers  is  quite  unnecessary. 

The  following  is  a  description  of  a  Glover  tower  erected  by  the 
author  in  1873,  which  served  for  a  chamber-space  of  about  160,000 
cubic  feet  and  a  daily  consumption  of  9  tons  of  48-per-cent.  pyrites. 
The  following  diagrams  and  descriptions  are,  of  course,  only  meant 
to  serve  as  an  instance  of  a  tower  that  worked  well,  but  do  not 
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claim  to  be  authoritative  in  all  details.  Fig.  188  is  a  front  eleya- 
tion ;  fig.  189,  a  eectioaal  elevation  through  the  line  AB  (fig.  190) ; 
fig.  190,  a  sectional  plan  through  CD  (fig.  189) ;  fig.  191,  a  section 
through  the  frame,  in  order  to  show  the  way  in  which  the  lead  ia 
attached  to  it ;  fig.  192,  a  view  from  the  top,  showing  the  acid- 
distributor  and  the  man-hole.  Figs.  193  &  194  are  sectional 
plans,  showing  a  different  arrangement  for  a  grating,  viz.  fig.  193 
below,  and  fig.  194  above  the  same.  The  foundation  consists  of 
two  pillars  of  ordinary  good  brickwork,  joined  by  a  fourfold  arch 
and  braced  together  by  railway-rails  and  tie-rods  a  a.  It  is  covered 
with  a  lead  apron,  b,  of  7  lb.  to  the  square  foot,  the  sole  object  of 
which  is  to  secure  that  in  case  of  leaki^  of  the  tower-bottom 
the  acid  cannot  get  to  the  brickwork,  but  must  run  off  sideways. 
Instead  of  turning  this  apron  down,  it  can  be  turned  up  in  the 
shape  of  a  saucer  with  a  spout.  The  tower  itself  is  erected  within 
8  strong  frame  of  pitcb-pine,  which  at  the  same  time  carries  the 
necessary  tanks.  Four  pillars,  cc,  12  inches  square,  which  are 
vitb  advantage  placed  on  stoneware  slabs  to  protect  their  feet  from 
being  corroded  by  acid  running  over,  are  joined  together  by  joists 
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6  inches  square^  mortised  in  such  a  way  that  they  can  be  knocked 
out  upwards  when  they  have  got  damaged^  whilst  the  weight 
of  the  lead  otherwise  pulls  them  downwards.  To  effect  this^  the 
mortise-holes  in  the  uprights  are  continued  upwards  in  a  slanting 
direction ;  figs.  188  &  189  show  this  clearly  at  e  e.  At  the  top  of 
the  tower  stronger  joists,  //,  6x9  in.,  run  all  roimd;  these  have 
to  support  a  greater  weight.  Instead  of  this  kind  of  frame,  the 
ordinary  frame  with  diagonal  stays  can  be  employed ;  in  this  case 
the  whole  weight  of  the  lead  must  be  carried  by  the  top  joists, 
because  the  lower  joists  are  missing.  At  the  top  the  uprights 
are  tied  together  by  the  crown-trees  gg  (12  x  12  in.) ;  on  these  a 
wooden  cabin  is  erected,  within  which  the  acid-tanks  are  placed. 
There  is,  properly  speaking,  only  one  tank,  which  is  divided  into 
two  by  a  partition ;  it  stands  on  the  joists  A  A ;  and  its  wood  con- 
struction can  easily  be  seen  from  the  figure.  Both  compartments 
are  lined  inside  with  lead  of  7  lb.  to  the  square  foot ;  one  of  them 
receives  nitrous  vitriol,  the  other  chamber-acid  by  the  distributing- 
box  i  (details  in  figs.  196  &  197),  to  which  the  acid  is  conveyed  from 
the  delivery-pipe  of  the  higher  Gay-Lussac  tower,  either  by  means 
of  a  special  splashiog-apparatus  (as  in  fig.  172),  or,  omitting  the 
box  f,  from  a  distributing-box  with  3  plug- valves,  common  to  them 
and  to  the  Gay-Lussac  tower  (as  in  fig.  173).  The  latter  is  the 
proper  thing  when  both  towers  are  placed  side  by  side,  and  when 
their  tanks  are  covered  by  the  same  wooden  house,  which  is  by  far 
the  best  arrangement;  in  that  case  the  tops  of  the  two  towers 
are  placed  at  the  same  level ;  but  the  foundations  of  the  Glover 
must  be  made  much  higher  than  those  of  the  Gay-Lussac  tower, 
on  account  of  its  smaller  height.  This  is  far  from  a  disadvantage, 
as  the  Glover  tower  must  anyhow  be  placed  at  such  a  height  that 
the  burner-gas  will  have  to  rise  a  little  in  passing  to  it. 

The  acid-tanks  are  each  provided  with  an  outlet-valve  k  and  a 
waste-pipe  /;  the  former  leads  to  the  acid-distributor,  the  latter 
direct  to  the  tower-cover  n.  This  cover  is,  as  seen  best  in 
fig.  189,  suspended  from  joists  je>je>,  which  lie  across  the  beams//; 
strong  straps,  nailed  to  both  sides  of  the  joists  alternately  (figs.  189 
&  192),  hold  the  cover  fast.  This  (precisely  like  a  chamber-top, 
on  the  edges,  where  it  is  burnt  to  the  chamber-sides)  is  jammed 
between  the  beams  /  and  joists  p ;  but  thence  towards  the  centre 
it  is  dished  out,  so  that  any  acid  running  onto  it  cannot  run  down 
the  sides  of  the  tower,  but  stands  in  the  depression  of  the  cover  and 
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runs  into  the  interior  of  the  tower  through  the  hydraulic  joint  of  the 
man-hole^  or  through  a  small  swan-neck  pipe  provided  on  purpose. 

The  tower  itself  is  made  of  14-lb.  lead^  its  bottom  of  35-lb.  lead^ 
the  straps  of  9-lb.  lead.  Its  sides  are  suspended  from  the  top  and 
side  joists^  just  like  those  of  a  chamber.  Figs.  189  &  191  show 
clearly  that  the  lead  stands  a  little  off  the  wood^  which  is  of  import- 
ance for  the  protection  of  both  the  wood  and  the  lead.  At  the  same 
time  figure  191  shows  how  the  sides  are  constructed.  In  order  to 
avoid  seams  at  the  comers^  where  they  would  be  weakest  and  where 
they  could  not  be  very  well  repaired  on  account  of  the  uprights  c  c, 
two  of  the  sides  are  made  of  two  sheets  of  lead  (1^  2)  each^  which  are 
burnt  together  in  the  middle^  and  which  reach  round  the  corners, 
where  the  sheets  3  are  burnt  to  them.  All  the  side  sheets  reach 
down  from  the  top  to  the  bottom  without  any  horizontal  seams, 
and  hang  loosely  within  the  saucer.  The  tower  proper  is  30  feet 
high  and  has  a  horizontal  section  of  9  feet  by  9. 

The  bottom  saucer  is  formed  of  two  sheets  of  lead  burnt  together 
in  the  middle  and  turned  up  all  round  to  a  height  of  12  inches. 
Since  sheets  of  35  lb.  to  the  square  foot  cannot  be  burnt  together 
in  the  usual  manner,  they  are  joined  thus :  they  are  placed  close 
together,  after  having  the  edges  cut  off  slantingly  and  scraped  clean 
(fig.  195) ;  into  the  rebate,  a,  thus  formed,  lead  heated  a  good  deal 

Fig.  195. 


beyond  its  melting-point  is  poured ;  the  latter,  before  solidifying 
itself,  fuses  the  margins  of  a ;  and  this  is  further  assisted  by  a  red- 
hot  iron,  so  that  the  whole  unites  into  a  solid  mass. 

In  England  the  frame  and  the  towers  themselves  have  latterly 
been  made  more  and  more  substantial ;  for  instance,  towers  are 
met  with  whose  sides,  up  to  the  height  of  the  gas-pipe,  are  of 
25-  to  30-lb.  lead,  and  whose  saucer  is  of  50-  to  60-lb.  lead. 

The  tower  is  now  lined  and  at  the  same  time  provided  with  a 
gating  (dome)  for  the  packing.  The  lining  must  consist  of  the 
best  hard-burnt,  acid-resisting  fire-bricks  that  can  be  procured. 
Some  bricks  are  not  quite  so  suitable  as  others ;  for  instance,  the 
*'  blue "  bricks  of  Mold,  in  Flintshire,  are  better  adapted  for  this 
purpose  than  other  bricks  of  a  more  refractory  but  less  acid-resisting 
nature.     Best  of  all,  but  more  expensive,  are  bricks  of  stoneware  or 

2p 
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glass.     The  Aussig  chemical  works  and  the  Bendorf  works  near 
Coblence  likewise  make  very  good  lining-bricks  for  Glover  towers. 
The  lining  is  made  2  feet  3  inches  thick  at  the  bottom  all  round,  as 
high  as  the  grating,  so  that  a  clear  space  of  4  feet  5  inches  re- 
mains open  in  the  centre;   the  1  inch  remaining  from  a  total 
section  of  9  feet  square  is  caused  by  not  putting  the  lining  close 
to  the  lead  sides,  but  leaving  a  clear  space  of  ^  inch  all  round 
(see  fig.  190).     Immediately  over  the  entrance-pipe  r  for  the  gas 
there  are  four  semicircular  arches,  «  «,  as  seen  in  fig.  189  in  sec- 
tion, in  fig.  190  from  above.    They  are  arched  from  the  side  lining, 
made  so  strong  for  this  very  purpose,  and  serve  both  for  carrying 
the  lining  and  for  dividing  the  current  of  gas.     To  avoid  the  side- 
pressure  altogether,  some  manufacturers,  instead  of  arches,  con- 
struct a  grating  of  fire-clay  slabs,  as  shown  in  figs.  193  &  194 ;  the 
former  shows  how  a  dwarf  wall  runs  almost  through  the  middle 
of  the  tower-bottom,  carrying  on  its  top  (fig.  194)  a  number  of 
slabs  standing  edgewise,  3  feet  3  inches  long  by  18  inches  height 
and  6  inches  thickness,  which  rest  on  this  dwarf  wall  and  upon 
the  side  walls.     In   any  case  the  arches,  if  such  are  used,   are 
levelled  up  to  a  plane  surface  at  the  top  (fig.  189).     The  lining 
of  the  tower  is  now  continued  for  a  height  of  about  4  feet  with  a 
thickness  of  18  inches,  then  for  8  feet  with  only  14  inches,  and  for 
the  last  8  feet  with  only  9  inches  thickness. 

The  whole  lining  of  the  tower  as  well  as  the  dome  (arch)  must 
be  walled  dry,  without  any  mortar  of  any  kind.  Tar  mortar  would 
melt ;  and  fire-clay  would  be  converted  into  aluminium  sulphate. 
This  happened  to  one  of  the  first  works  on  the  Tyne  at  which  the 
Glover  tower  was  tried,  where  after  a  few  weeks  the  lining  lifi;ed  up 
the  cover  and  rose  above  the  tower.  In  order  to  make  the  arch 
sufficiently  stable  without  any  mortar,  it  should  not  be  made  of 
ordinary  fire-bricks  cut  to  shape,  but  of  large  fire-clay  lumps  ex- 
pressly manufactured  for  the  purpose,  whose  sides  join  smoothly 
together.  In  some  works  all  the  bricks  of  the  lining  are  ground 
upon  one  another,  so  that  only  extremely  small  joints  remain. 

The  packing  consists  of  flints  which  have  been  purified  by 
hydrochloric  acid  from  all  soluble  impurities,  such  as  adhering 
chalk,  or  of  any  other  acid-resisting  and  not  disintegrating  material ; 
in  one  case  the  author  found  stoneware  seltzer- water  bottles  with 
their  bottoms  knocked  out.  The  upper  third  may  be  made  of  the 
hardest  and  best  picked  coke,  because  here  the  heat  is  no  longer 
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considerable,  and  the  acid  is  not  yet  too  concentrated.  Unless, 
however,  a  description  of  coke  can  be  obtained  that  really  fully 
resists  the  acid,  it  must  decidedly  be  left  out ;  for  it  will  soon  be- 
came rotten,  the  pieces  will  be  disintegrated,  and  the  draught  will 
be  stopped.  There  are  also  instances  of  the  coke  having  taken 
fire  when  the  Glover  tower  was  going  empty,  which  sometimes 
cannot  be  avoided.  Just  over  the  dome,  in  order  to  divide  the 
current  of  gas  in  a  regular  way,  first  two  courses  of  the  same 
kind  of  bricks  as  serve  for  the  lining  are  placed  pigeonholewise. 
On  the  very  top  a  few  small  slabs,  t,  are  laid  down,  which  cause 
the  acid  running  in  to  splash  about  before  reaching  the  coke.  It 
is  a  matter  of  course  that  the  packing  must  be  done  as  systema- 
tically and  carefully  as  that  of  the  Gay-Lussac  tower. 

In  some  cases  it  is  preferred  not  to  fill  the  tower  to  its  very 
top,  viz.  if  the  gas  is  cooled  too  much ;  for  then  even  a  part  of  the 
first-formed  aqueous  vapour  might  be  condensed  again  to  the  liquid 
state,  dilution  thus  counteracting  the  concentration.  The  tempe- 
rature of  the  outgoing  gas  ought  in  no  case  to  be  below  60°  C;  some 
manufacturers  prefer  from  60°  to  75°  C.  But  if  too  much  cooling 
must  be  avoided  by  leaving  the  upper  portion  of  the  tower  empty, 
that  portion  might  be  left  out  altogether  and  the  tower  might  be 
made  so  much  lower.  In  fact,  at  some  works  in  England  towers 
of  firom  18  to  20  feet  height  are  are  preferred  to  higher  ones.  This 
will,  of  course,  depend  upon  the  heat  which  the  gas  possesses  when 
entering  the  tower,  therefore  upon  the  kind  of  ore  burnt,  upon  the 
presence  of  dust-chambers,  upon  the  length  of  way  fix)m  the  pyrites- 
burners  to  the  tower,  and  so  forth.  According  to  numerous  notes 
taken  on  this  subject,  the  proper  height  for  a  Glover  tower,  under 
ordinary  circumstances,  seems  to  be  from  26  to  30  feet. 

The  ffos  enters  through  the  cast-iron  pipe  r,  2  feet  6  inches  wide, 
and  leaves  the  tower  through  the  lead  pipe  u,  2  feet  3  inches  wide. 
About  the  latter  nothing  need  be  said,  except  that  on  its  bottom 
a  small  ledge  Ui  is  formed,  which  compels  the  acid  squirted  into  it 
to  run  back  into  the  tower;  this  pipe  also  usually  rises  a  little 
towards  the  chamber.  On  the  other  hand,  the  fixing  of  the  en- 
trance-pipe r,  which  ought  to  have  a  little  fall  towards  the  tower, 
is  not  quite  such  a  simple  matter,  and  at  first  caused  much  diffi- 
culty. It  is  mostly  made  of  cast  iron,  and  has  therefore  in  the 
great  majority  of  acid- works,  except  in  the  above-mentioned  cases, 
a  temperature  of  at  least  300°  C.  The  lead  of  the  tower,  where 
it  touches  the  cast  iron,  will  therefore  be  quickly  wasted,  and  any 
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kind  of  cement  put  between  the  two  will  not  do  much  good ;  in 
most  works  a  little  gas  was  seen  escaping  at  this  joints  and  it  gave 
occasion  for  many  repairs.  The  arrangement  drawn  in  the  diagram 
obviates  this  drawback.  The  pipe  r  here  is  not  at  all  in  contact 
with  the  lead,  but  with  a  metal  castings  v.  The  latter  is  in  the 
shape  of  a  ring  with  two  flanges  perpendicular  to  the  plane  of  the 
ring ;  the  thickness  of  the  metal  is  1  inch,  the  clear  space  between 
the  flanges  4  inches,  the  total  height  8  inches,  the  inner  diameter  of 
the  ring  2  feet  9^  inches.  Since  the  outside  diameter  of  the  pipe 
r  is  2  feet  7\  inches,  there  is  a  caulking-joint  of  1  inch  left  free  all 
round,  which  can  be  filled  up  with  any  hard  cement — ^f  or  instance, 
the  ordinary  rust  cement  made  of  iron  filings,  sulphur,  and  sal 
ammoniac ;  this  cement  can  be  rammed  in  hard,  as  it  lies  between 
two  iron  surfaces.  In  the  side  of  the  tower,  in  the  place  in  ques- 
tion, there  is  a  circular  hole  to  whose  circumference  an  upstanding 
flange  is  burnt,  fitting  the  outer  circumference  of  the  ring  v ;  be- 
tween the  lead  and  the  iron  a  little  ordinary  tar  and  fire-clay 
cement  is  put ;  and  a  wrought-iron  hoop  in  two  parts  with  screw 
joints  firmly  binds  together  lead,  cement,  and  cast  iron.  Since  the 
outer  part  of  v  is  cooled  by  the  air  circulating  in  the  hollow  space 
of  the  ring,  only  a  small  part  of  the  heat  can  be  communicated  to 
it,  which  the  inner  part  of  the  ring  receives  (already  weakened  by 
the  layer  of  cement)  from  the  pipe  r ;  and  therefore  no  difficulty  is 
experienced  in  keeping  the  joint  between  lead  and  iron  tight. 

At  the  Aussig  works  the  difficulty  is  obviated  by  attaching  to 
the  cast-iron  gas-pipe  coming  from  the  burners  a  short  piece  of 
fire-clay  pipe  with  a  flange  joint;  the  latter  projects  into  the 
Glover  tower ;  and  the  lead  side  of  this  is  simply  joined  to  the 
fire-clay  pipe  by  a  bumt-on  flange  surrounding  the  pipe,  with  tar 
cement  between,  and  with  an  iron  hoop  pressing  the  lead  flange 
onto  the  pipe.  As  the  fire-clay  pipe  has  much  thicker  walls,  and 
is  a  so  much  worse  conductor  for  heat  than  a  cast-iron  one,  this 
joint  keeps  tight  even  without  the  air-cooling  just  described. 

Lastly,  we  must  notice  the  "  lip  ''  w,  where  the  lead  side  of  the* 
saucer  is  turned  over  to  form  a  place  for  the  acid  to  run  oflF  con- 
tinually into  a  leaden  spout.  This  part,  over  which  hot  acid  is 
incessantly  running,  and  which  cannot  remain  covered  by  a  pro- 
tecting layer  of  lead  sulphate,  is  exposed  to  very  great  wear  and 
tear ;  and  as  it  cannot  well  be  repaired  while  the  tower  is  at  work, 
the  plumber  must  not  neglect  to  put  a  false  lip,  consisting  of  a 
piece  of  sheet  lead  beaten  down  close  upon  the  real  lip.     The  acid 
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will  tben  mn  over  the  false  lip ;  and  the  latter,  when  worn  out, 
can  be  replaced  by  a  fresh  piece  in  a  few  toiautes'  time. 

Instead  of  a  "lip,"  a  lead  tabe  of  about  IJ  inch  bore  can  be 
burnt  in  the  side  of  the  saucer,  a  little  below  its  upper  edge ;  but 
the  plumber  must  do  this  with  the  utmost  care,  and  make  the  joint 
extremely  strong,  in  order  to  save  repairs,  which  can  only  be  done 
by  stopping  the  work.  At  Stolberg,  where  the  Glover  tower  has 
no  saucer,  but  the  bottom  and  the  sides  are  in  one  piece,  there  are 
two  mnning-off  pipes  provided,  so  that  one  can  work  when  the 
other  is  stopped  up,  &c. 

For  the  distribution  of  the  acid,  nearly  everywhere  reaction-wheels 
are  used.  They  can  be  constructed  as  originally  designed  by 
Schafiher  (p.  386) ;  in  England,  however,  they  are  usually  made 
almost  altogether  of  lead:  this  construction  is  shown  on  a 
larger  scale  in  figs.  196  and  197.  On  a  small  wooden  frame  is 
Ktr.  196.  Fig.  187, 


a  cast-iron  plate,  o,  perforated  with  holes  in  the  centre  and  in 
twenty-four  places  not  far  from  the  circumference.  It  serves  as  a 
support  for  a  lead  cylinder  b,  of  2  feet  6  inches  width  and  13  inches 
height,  whose  bottom  is  divided  into  twenty-four  compartments 
by  radial  ledges  1^  inch  high;  in  each  of  them  there  is  a  hole 
corresponding  to  one  in  the  cast-iron  plate ;  and  lead  tubes,  o  o,  of 
j  inch  bore,  burnt  to  the  lead  of  the  cylinder,  are  carried  thence 
to  the  tower-cover,  where  the  pipes  are  put  loosely  into  short 
branches  burnt  to  the  cover,  the  joint  being  made  with  tar  cement; 
fignres  188  and  192  show  the  way  in  which  the  pipes  are  distributed. 
In  the  middle  of  the  cylinder  b  (fig.  196)  a  smaller  cylinder,  c  (7 
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iaches  wide),  is  burnt  on,  whose  top  13  covered  with  a  loose  cap, 
contracted  in  the  centre.  All  these  parts  are  fast.  The  movable 
parts  consist,  first,  of  an  iron  spindle,  e,  passing  through  the  cast- 
metal  plate  a,  and  resting  below  with  its  steeled  point  on  a  piece 
of  plate  glass,  /;  on  the  top  it  is  guided  by  an  iron  point  screwed 
into  an  iron  support,  g ;  by  turning  the  screw  the  spindle  e  can  be 
made  faster  or  looser.  The  upper  part  of  e  is  surrounded  by  a  thin 
lead  tube ;  and  at  this  part  a  dish,  h,  of  thin  lead  is  burnt  on,  from 
which  the  four  tubes  i  i  descend  in  the  curve  shown  in  both  figures, 
so  that  the  acid  from  the  pipe  k,  when  running  out  of  i  i,  causes,  by 
the  reaction,  the  spindle  e  to  rotate  in  the  opposite  direction,  along 
with  the  parts  fixed  to  it.  Both  acids,  the  nitrous  vitriol  and  the 
chamber-acid,  run  into  the  lead  dish  h.  The  gas  is  preveuted 
from  escaping  by  small  caps  put  on  the  mouths  of  the  pipes  00, 
or  in  any  other  way.  Exactly  the  same  apparatus  is  used  in  the 
English  works  for  the  Gay-Lusaac  towers. 

A  contrivance  for  producing  a  constant  flow  of  acid,  euoli  as  we 
have  recommended  for  the  Gay-Lussac  tower  {see  p.  391),  is  very 
rarely  used  for  the  Glover  tower,  simply  because  the  quantities 
of  both  acids  must  be  regulated  by  hand  in  order  to  get  properly 
concentrated  and  denitrated  acid  at  the  bottom ;  and  this,  again, 
depends  to  such  an  extent  upon  the  variable  percentage  of  nitrogen 
compounds  in  the  nitrous  vitriol,  that  a  constantly  equal  supply, 
such  as  that  for  the  Gay-Lussac  tower,  cannot  be  carried  out. 

Through  the  kindness  of  Mr,  Schafl'ner  the  author  is  enabled  to 
give  diagrams  of  the  distributing-apparatus  at  present  working  the 
Glover  towers  at  the  Aussig  works,  in  figs.  198  and  199;  the  reac- 

Fig.  198, 
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tion- wheel  is  shown  on  a  larger  scale  in  figs,  200  and  201 .  There  are 
here  two  reaction-wheels,  which  in  most  cases  is  not  necessary. 
A  is  the  tank  for  nitrous  vitriol,  B  that  for  chamber-acid,  C 
the  distributing  apparatus,  a  the  reaction-wheel,  b  the  pan  on 
which  the  spindle  revolves,  made  of  hard-burnt  fire-clay,  c  lead 
tubes,  d  supply  to  the  tower  (with  hydraulic  joints — h  for  the  Gay- 
Lussac  acid,  k  for  the  chamber-acid),  /  luting-cup,  g  stoneware 
cock,  0  the  common  opening  into  the  Glover  tower. 

According  to  the  dimensions  given  above,  it  is  seen  that  the 
cubic  contents  of  the  Glover  tower,  measured  inside  the  lead,  with- 
out  taking  any  account  of  the  lining,  the  space  underneath  the 
dome,  &c.,  for  a  daily  consumption  of  9  tons  pyrites  with  48  per 
cent,  sulphur,  amounts  to  9  x  9  x  30  feet — ^that  is,  to  2430  cubic 
feet.  This  for  every  ton  of  sulphur  put  in  daily  amounts  to 
about  550  cubic  feet ;  and  this  number  may  be  considered  the  proper 
one  for  the  proportions  of  a  Glover  tower ;  and  at  some  of  the  largest 
works  it  is  closely  approached. 

Another  Glover  tower  erected  by  Bode  has  been  described  and 
figured  in  detail  by  himself  (prize  essay,  p.  60,  Dingler^s  Journal, 
ccxxiii.  623) ;  as  in  principle  it  ofiers  no  deviation  from  the  above- 
described  tower,  only  those  matters  will  be  mentioned  in  which 
there  are  divergencies  in  detail.  His  tower  is  7  feet  6  inches 
square  and  25  feet  high.  The  packing  consists  of  broken  pottery 
and,  at  the  very  top,  of  a  little  coke.  For  the  acids  there  are  sixteen 
inlet-pipes  with  two  reaction- wheels.  Bode  (/.  c.)  also  describes  a 
floating  reaction-wheel  for  very  small  pressure,  which  certainly 
is  very  perishable,  being  made  of  glass.  He  also  describes  a 
special  contrivance  for  mixing  the  nitrous  vitriol  and  the  chamber- 
acid,  which  are  supplied  separately  to  the  two  reaction- wheels,  imme- 
diately after  their  entrance  into  the  tower.  Two  branch  pipes 
enter  into  a  common  hydraulic  lute ;  and  from  these  a  bent  pipe 
goes  into  the  tower,  which  at  the  lowest  part  of  the  bend,  where 
the  two  acids  meet,  has  an  outlet-hole.  Such  precautions,  in  most 
cases,  are  quite  unnecessary ;  the  acids  can  be  mixed  outside  (see 
p.  429) . 

Some  Glover  towers  are  cylindrical  (instead  of  square),  with 
polygonally  built-up  packing.  Instead  of  a  timber  frame,  such  as 
is  described  above,  in  some  places  a  cast-iron  or  even  a  wrought- 
iron  frame  has  been  employed  with  great  advantage. 

Bode^s  Glover  tower  served  for  a  set  of  ''  pebble ''  kilns,  be- 
tween which  and  the  tower  a  large  dust-chamber  had  been  built. 
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The  gas,  therefore,  only  reached  the  tower  152°  to  180°  C.  hot ;  and 
the  temperature  on  leaving  it  varied  between  30°  and  40°  C.  The 
hot  acid  running  oflf  showed  between  96°  and  110°  C.  When  this 
tower  was  only  employed  for  concentrating  chamber-acid,  it  daily 
evaporated  6  tons  of  water  and  produced  2  tons  3^  cwt.  acid  of 
144°  Tw.  from  chamber-acid  of  110°.  This  corresponds  to  a 
saving  of  coals  for  chamber-steam  equal  to  1^  cwt.  per  diem. 
When  the  tower  was  employed  both  for  concentrating  and  deni- 
trating,  it  supplied  daily  on  an  average  2  tons  of  acid  of  144°  Tw., 
and  evaporated  9  cwt.  of  water ;  the  denitration  was  perfect.  The 
kiln-gas  had  7i  per  cent,  by  volume  of  sulphur  dioxide.  Of 
course  the  above  results  are  much  less  favourable  than  with  the 
usual  initial  temperature  of  300°  to  400°  C.  Even  in  the  latter 
case  the  temperature  of  the  gas  leaving  the  tower  does  not  ex- 
ceed 50°  to  60°  C.  Such  a  hotter  tower  of  8*28  square  metres 
section,  according  to  Vorster  (Dingl.  Joum.ccxiii.  p. 411),  in  twenty- 
four  hours  evaporated  1400  kilog.  water ;  another  tower  of  4*55 
square  metres  section,  1048  kilog.  water,  the  kiln-gas  containing 
8  per  cent,  by  volume  of  sulphurous  acid. 

According  to  Wunderlich  (Zeitschr.  f.  d.  chemische  Grossge- 
werbe,  i.  p.  74)  and  Brauning  (/.  c.  p.  140),  Glover  towers  do  not 
seem  to  offer  any  advantage  when  the  temperature  at  the  kiln- 
gas  on  entering  is  below  200°  C. ;  this  is  the  experience  of  the 
Oker  smelting- works.  There  each  Glover  tower,  5  feet  8  inches 
square  and  17  feet  3  inches  high^  concentrates  daily  6  tons  2  cwt. 
of  acid  to  144°  Tw.,  but  only  when  pyrites  is  used ;  with  lead 
matt  and  the  like  the  initial  temperature  of  the  gas  sinks  to 
230°,  and  the  quantity  of  acid  concentrated  to  3  tons  of  144°  Tw. 

Even  when  in  Bode's  Glover  tower,  by  an  accident,  the  percent- 
age of  the  kiln-gas  had  sunk  down  to  6  or  5  per  cent,  of  sulphur 
dioxide,  there  was  still  complete  denitration  and  an  evaporation  of 
7  cwt.  of  water  daily,  equal  to  1*7  ton  of  acid  of  144°  Tw.  Bode 
calculates  from  this  that,  even  when  calcining  the  poorest  ores,  the 
Glover  tower  still  remains  a  useful  apparatus. 

Hasenclever  reports  (Ber.  d.  deutsch.  chem.  Gesellsch.  1872, 
p.  506)  that  the  Glover  tower  had  been  successful  in  combination 
with  his  plate-burners ;  the  author  has  found  the  same  in  combi- 
nation with  so-called  Maletra^s  or  shelf  burners  in  a  large  number 
of  works,  at  all  of  which,  of  course,  there  were  dust-chambers. 

There  are  certainly  two  drawbacks  connected  with  the  Glover 
tower,  one  of  which  is  temporary,  the  other  permanent.    The  coke 
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used  for  packing  the  Gay-Lussac  tower,  and  partly  also  the  Glover 
tower,  communicates  to  the  acid,  especially  at  the  beginning,  a  browu 
colour  (due  to  organic  substances),  which  is  quite  immaterial  to  its 
technical  application,  but  injures  its  sale.  After  a  little  time  this 
ceases ;  and  the  acid  running  away  from  the  Glover  tower  is  then 
as  clear  as  water,  and,  on  account  of  its  strong  refraction  of  light 
and  oily  appearance,  is  compared  by  the  workmen  to  "  whisky.'' 

The  contamination  with  iron  is  permanent,  and  is  somewhat 
stronger  than  in  acid  made  from  the  same  pyrites  in  ordinary 
chambers,  precisely  because  the  tower  at  the  same  time  senses 
for  keeping  back  the  flue-dust.  Anyhow  this  contamination 
will  amount  to  less  than  in  acid  made  from  pyrites  dust  in 
Gerstenhofer's  burner  (Bode).  According  to  Hasenclever,  his 
Glover-tower  acid  contains  0*05  per  cent,  of  iron  (/.  c.  p.  506). 

If,  therefore,  acid  very  free  from  iron  is  desired,  this  can  be 
obtained  very  easily,  in  presence  of  a  Glover  tower,  by  taking 
it  direct  out  of  the  chambers,  for  which  the  tower  serves  as  a 
dust-retaining  apparatus.  For  most  technical  purposes  the  excess 
of  iron  found  in  the  Glover-tower  acid  is  altogether  unimportant, 
since  anyhow  the  same  material  would  have  furnished  an  acid  con- 
taining iron,  although  a  little  less  of  it.  Where  that  excess  is 
of  importance,  the  Glover  tower  need  not  be  given  up ;  but  it  must 
be  placed  a  little  further  away  from  the  burners,  of  course  with  some 
loss  of  its  concentrating-power. 

For  concentration  in  platinum  stills  up  to  1 70P  Tw.  the  Glover- 
tower  acid  has  hitherto  not  been  found  applicable,  hard  crusts  form- 
ing in  the  platinum  dishes.  In  that  case  the  acid  must  be  brought 
to  144°  Tw.  by  the  waste  heat  of  the  platinum  stills,  as  previously. 

Under  all  circumstances,  as  recognized  long  since  in  England, 
and  as  proved  conclusively  from  direct  numerical  results  by  Bode, 
the  Glover  tower  remains  by  far  the  cheapest  apparatus  for  deni- 
trating  and  concentrating ;  it  saves  all  cooling  contrivances,  and 
is  able  to  bring  the  whole  of  the  acid  up  to  152°,  nay,  even  some- 
times up  to  160°  Tw.  That  against  these  advantages  there  is  no 
set-off  of  a  larger  consumption  of  nitre,  has  been  mentioned  pre- 
viously (p.  423). 

An  interesting  application  of  the  Glover  tower  is  that  for  utili- 
zing the  nitrogen  acids  remaining  in  the  acid  from  the  manufacture 
of  nitrobenzene ;  these  are  used  in  some  works  for  running  down 
in  the  Glover  tower.  Of  the  utilization  of  the  acid  from  nitro- 
glycerine mention  has  been  made  already  (p.  132). 
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CHAPTER  XI. 

THEOEY  OF  THE  FORMATION  OF  SULPHURIC  ACID  IN  THE 

LEAD  CHAMBERS. 

The  behaviour  of  sulphurous  acid  towards  the  various  nitrogen 
compounds  in  the  presence  of  water,  sulphuric  acid,  &c.  having 
been  explained  in  the  previous  Chapters,  and  the  so-called  chamber- 
crystals  (nitrosulphonic  acid  or  nitrosyl  sulphate)  especially  having 
been  treated  of  in  detail,  the  exposition  of  the  theories  which  have 
been  propounded  regarding  the  chamber-process  will  be  a  compara- 
tively simple  task. 

Wemust  from  the  commencement  bear  in  mindthefact  that  during 
the  burning  of  sulphur,  whether  in  the  form  of  brimstone  or  pyrites, 
substantially  sulphur  dioxide  (SOg)  alone  is  formed;  the  formation 
of  sulphuric  anhydride  or  acid,  always  occurring  at  the  same  time 
(at  least  in  the  c^e  of  pyrites),  is  not  taken  into  account  here,  being 
merely  a  secondary  reaction,  and  not  exempting  us  from  the  task 
of  explaining  the  oxidation  of  the  sulphurous  acid  in  the  lead 
chambers.  That  this  does  not  take  place  to  an  appreciable  extent 
by  the  direct  action  of  the  atmospheric  oxygen,  may  at  the  outset 
be  taken  as  established.  But  it  is  just  as  certain  that  the  oxygen 
of  the  nitre  introduced  into  the  process  does  not  suffice  to  account 
for  it ;  for  the  sulphurous  acid  from  100  parts  of  sulphur  requires 
another  50  parts  of  oxygen  in  order  to  be  oxidized  to  sulphuric 
acid,  which  would  correspond  to  88*5  parts  of  nitrate  of  soda,  even 
if  this  compound  were  reduced  to  nitrogen.  But  it  is  well  known 
that,  under  favourable  conditions,  only  ^S  to  t^  of  the  above 
quantity  of  nitre  is  used ;  and  this  fact  must  now  be  explained. 

The  first  theory  on  this  subject  was  propounded  as  early  as  1806, 
by  Clement  and  Desormes  ('  Annales  de  Chimie,^  lix.  p.  329) ;  and 
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it  cannot  be  safely  said  that^  in  any  essential  points^  we  have  at  all 
got  beyond  the  lines  they  laid  down.  They  had  studied  the  beha- 
viour of  sulphurous  acid  towards  a  mixture  of  nitric  acid  and  atmo- 
spheric air ;  and  they  proved  that^  even  in  the  crude  process  then 
in  use  (where  a  mixture  of  brimstone^  saltpetre^  and  moist  clay  was 
heated  in  a  furnace  and  the  gaseous  products  were  conducted  into 
the  lead  chamber),  considerably  more  oxygen  was  transferred  to  the 
sulphurous  acid  than  the  saltpetre  contained.  They  already  ex- 
plained this  fact  in  substantially  the  same  way  as  it  is  explained 
now-a-days,  viz.  thus  ^ — From  the  nitre-gas  oxidized  by  atmospheric 
oxygen,  and  from  the  sulphurous  acid,  sulphuric  acid  is  generated, 
whilst  the  nitre-gas  is  reformed.  The  nitric  acid  is  only  the  instru- 
ment for  the  complete  oxidation  of  the  sulphur,  which  in  doing  its 
work  is  not  destroyed ;  for  its  ''  basis  "  the  nitre-gas  takes  up  oxy- 
gen from  the  atmospheric  air  in  order  to  present  it  to  the  sulphurous 
acid  in  a  suitable  state;  but  it  remains  in  its  original  state  at  the  end 
of  the  process  of  forming  the  sulphuric  acid.  The  presence  of  water 
they  explain  as  necessary,  first,  for  keeping  the  temperature  of  the 
reaction  sufficiently  low;  secondly,  for  condensing  the  sulphuric  acid 
as  it  forms.  They  also  observed  in  the  process  the  production  of 
white  star-shaped  crystals,  which  on  contact  with  water  gave  out 
nitre-gas  with  a  strong  evolution  of  heat. 

H.  Davy  showed,  in  1812,  that  the  presence  of  water  is  absolutely 
necessary  (Berzelius, '  Lehrbuch,'  i.  p.  47 1),  because  in  the  dry  state 
the  gases  do  not  react  upon  each  other ;  but  a  small  quantity  of 
water  added  to  the  mixture  of  sulphur  dioxide  and  nitrogen  tri- 
oxide  causes  the  formation  of  the  crystals  observed  by  Clement  and 
D^sormes.  Davy,  therefore,  considered  that  body  an  intermediate 
link  indispensable  for  the  formation  of  sulphuric  acid ;  with  our 
present  notation  we  should  express  his  opinion  in  this  way  : — 

I.  2SO2+8NO2       -|-H20=2SO,(OH)(N04)+NO; 
II.,  2  S03(0H)  (NOj)  -h  H20=2  SOa(OH)2  +  NOa+NO; 
III.  2  NO +20  =2N08. 

Therefore  we  commence  with  3  NOg ;  and  we  recover  of  this 
1  NOj  in  the  equation  II.,  2  NO,  in  the  equation  III.,  in  order  to 
begin  the  process  over  again. 

This  opinion  has  been  accepted  by  many  other  chemists,  for  in- 
stance La  Prevostaye  (Ann.  de  Chim.  et  de  Phys.  Ixxiii.  p.  326). 
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Gmelin  also  adopts  it ;  he  says  ('  Handbuch/  5th  ed.  i.  p.  875)  : — 
"  In  all  these  eases  there  are  mixed  in  the  chamber  sulphurous  acid 
gas,  vapour  of  hyponitric  acid,  arising  from  the  nitric  oxide  gas 
and  from  the  oxygen  of  the  air,  and  aqueous  vapour,  which  is  in- 
troduced on  purpose.  There  is  a  crystalline  compound  of  sulphate 
of  nitric  oxide  with  oil  of  vitriol  formed,  which  sinks  down  to  the 
bottom  of  the  lead  chamber  in  the  shape  of  a  thick  white  mist  and 
dissolves  in  the  water  present  there  and  forms  dilute  sulphuric  acid, 
nitric-oxide  gas  being  evolved.  This  nitric  oxide  gas,  with  the 
remaining  oxygen  of  the  air,  again  forms  vapour  of  hyponitric  acid, 
which  condenses  a  fresh  quantity  of  sulphurous  acid  gas  into  the 
crystalline  compound,  and  so  forth.^^ 

A  simpler  explanation  was  given  by  Berzelius  ('  Lehrbuch,'  i. 
p.  470) .  According  to  him  the  formation  of  chamber-crystals  is 
not  a  necessary  intermediate,  but  only  an  exceptional  case  which 
may  happen  in  some  parts  of  the  chamber  when  steam  is  wanting; 
the  process,  on  the  contrary,  within  the  chamber  consists  of  the 
transference  of  oxygen  and  water  from  aqueous  nitrous  acid  (NOOH) 
to  sulphur  dioxide,  converting  it  into  sulphuric  acid,  whereby  nitric 
oxide  is  formed,  from  which,  by  means  of  oxygen  and  water,  nitrous 
acid  is  regenerated.     Thus  : — 

I.  S02+2NO.OH  =  S02(OH)jH-2NO; 
IL.2NO-I-O-I-H2O  =2NO.OH. 

The  theory  of  Berzelius,  which  is  generally  accepted,  has  been 
completely  confirmed  by  the  thorough  investigations  of  Weber. 
But  for  some  time  another  theory,  that  of  Peligot,  published  in 
1844  (Annales  de  Chim.  et  de  Phys.  (3)  xii.  p.  263),  contested  the 
palm  with  it,  and  was  accepted,  more  especially  in  Prance,  until 
very  recently ;  even  Kolb  ('  Etudes  sur  la  fabrication  de  Tacide  sul- 
furique,'  Lille,  1865,  p.  22)  adhered  to  it ;  and  so  did  Pelouze  and 
Fremy  ('  Traite  de  Chimie,'  2nd  edition,  i.  p.  398). 

Peligot,  like  Berzelius,  denied  that  the  chamber-crystals  had  an 
essential  share  in  the  formation  of  sulphuric  acid,  or  that  they  ap- 
peared at  all  in  the  regular  process,  either  in  a  solid  form  or  in 
solution.  He  attributes  the  oxidation  of  the  sulphurous  acid 
within  the  lead  chamber  exclusively  to  nitric  acid,  not  to  the  lower 
oxides  of  nitrogen.  The  water  is  added  to  decompose  the  hyponi- 
tric acid  formed  from  nitric  oxide  and  atmospheric  oxygen,  or  the 
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nitrous  acid  formed  at  the  same  time^  into  nitric  oxide  and  [hy- 
drated]  nitric  acid^  and  thus  to  regenerate  the  only  oxidizing  agent 
acting  in  this  process^  viz.  nitric  acid.  In  watery  solution  no 
nitrous  acid  exists ;  from  a  mixture  of  nitric  oxide  and  atmospheric 
air  not  N^Og,  but  only  N2O4  is  formed.  These  opinions  will  be 
made  clearer  by  the  following  equations  (translated  into  modem 
symbols) : — 

I.  SOj  +  2NOe.OH=S03(OH)3+N204; 
11.  2N2O4+H2O        =NA+2N02.0H; 

III.  aNgOa-l-HaO        =4NO+2NOj.OH; 

IV.  2 NO +  20  ssNA- 

The  experiments  upon  which  Peligot  founded  his  theory  certainly 
proved  that  concentrated  nitric  acid  oxidizes  sulphur  dioxide  even 
at  the  ordinary  temperature^  hyponitric  acid  being  formed.  Sul- 
phur dioxide  acts  with  more  difficulty  on  dilute  nitric  acid^  and  only 
with  the  aid  of  heat^  nitric  oxide  being  formed.  But  Weber  points 
out  that  Peligot' s  experiments  do  not  prove  that  nitric  acid  of  that 
degree  of  dilution  which,  according  to  his  own  theory,  must  exist 
in  the  lead  chambers,  at  the  temperature  prevailing  there,  is  really 
decomposed  by  sulphurous  acid.  On  the  contrary,  according  to 
Weber's  observations,  nitric  acid  of  2  per  cent,  is  not  at  all  changed 
when  cold  by  sulphur  dioxide ;  there  is  no  appreciable  action  below 
80°  C,  a  temperature  which,  in  normal  work,  is  never  approached 
in  the  lead  chambers. 

The  classical  researches  of  R.  Weber  in  1866  and  1867  (Poggen- 
dorflf's  '  Annalen,*  cxxvii.  p.  543,  and  cxxx.  p.  329)  have  proved  the 
complete  futility,  in  all  points,  of  Peligot^s  theory,  and  have  thrown 
a  clear  light  on  the  process  within  the  lead  chamber.  Briefly,  he 
states  as  follows  : — In  the  chambers,  to  100  parts  of  sulphur,  220 
parts  of  water  are  used,  and  from  6  to  8  parts,  at  most,  of  nitrate 
of  soda.  According  to  Peligot^s  equations  the  liquid  at  the  bottom 
of  the  chamber  could  thus  only  contain  from  2  to  2*3  per  cent,  of 
N2O5,  even  without  taking  into  account  that,  according  to  him,  one 
third  of  the  nitrogen  passes  as  NO  into  the  atmosphere  of  the 
chamber :  3  '^^0^=^  2  NgO^  +  2  NO .  [Properly  speaking,  therefore, 
only  1*6  to  1*8  per  cent,  of  N9O5  could  be  present  in  the  chamber- 
acid.]  Weber  found,  by  direct  experiments,  when  sulphur  dioxide 
was  conducted  into  nitric  acid  containing  even  a  higher  percentage 
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(viz.  3  per  cent.)  of  NgOj,  that,  at  the  ordinary  temperature,  after  the 
lapse  of  half  an  hour  no  sulphuric  acid  at  all  had  been  formed,  and 
extremely  little  at  40**  C  (about  the  temperature  of  the  chambers) ; 
whilst  in  the  well-known  laboratory  experiment  in  a  glass  flask, 
from  a  mixture  of  SO^,  NO,  atmospheric  air,  and  water  there  is 
an  easy  and  instantaneous  formation  of  sulphuric  acid ;  and  the 
lead  chambers  also  produce  this  acid  so  quickly  that  the  extremely 
alow  action  of  nitric  acid  cannot  account  for  it  at  all.  Furthermore, 
Weber  proved  that  Peligot  was  mistaken  in  supposing  that  hypo- 
nitric  acid  (N2O4)  with  water  merely  decomposes  to  NO  aud  NOgH, 
and  that  N2O3  cannot  exist  in  presence  of  an  excess  of  water ;  for 
water  which  has  absorbed  vapours  of  hyponitric  acid  separates  free 
iodine  from  a  solution  of  potassium  iodide,  even  when  it  has  been 
heated  to  incipient  ebullition;  it  must  therefore  contain  N^Os; 
for  neither  pure  nitric  acid  nor  nitric  oxide  attacks  potassium 
iodide. 

Further,  whilst  dilute  nitric  acid  has  next  to  no  action  on  sulphur 
dioxide  at  the  ordinary  temperature,  there  is  a  strong  action  between 
SO2  and  water  which  has  absorbed  the  vapour  of  hyponitric  acid, 
or  if  such  water  is  added  to  the  same  dilute  nitric  acid  which  at 
first  showed  no  action,  or,  more  simply,  if,  instead  of  pure  nitric 
acid,  fuming  nitric  acid  strongly  diluted  with  water  be  used. 
Accordingly,  the  nitrous  acid  generated  by  the  contact  of  hyponitric 
acid  and  water  oxidizes  the  sulphurous  acid  much  more  readily  than 
nitric  acid  does ;  nitrous  acid  is  therefore  undoubtedly  the  primary 
cattse  of  the  reaction  for  the  formation  of  sulphuric  acid  when  moist 
air  meets  sulphurous  acid  and  the  vapour  of  hyponitric  acid.  The 
nitric  acid  which  is  formed  at  the  decomposition  of  Ng04  by  water 
remains  undecomposed  by  SOg  if  much  water  is  present.  Under 
certain  circumstances,  however,  as  will  be  shown  below,  the  nitric 
acid  is  decomposed  as  well.  For  the  chamber-process  the  behaviour 
of  N2O4  and  NgOs  towards  sulphuric  acid  of  various  degrees  of 
dilation  with  water  must  also  be  taken  into  account,  as  those  gases 
come  into  contact  with  such  acids,  both  in  the  shape  of  minute 
drops  suspended  in  the  atmosphere  of  the  chamber  and  in  the  shape 
of  the  stock  collected  at  the  bottom.  According  to  their  degree  of 
dilution,  the  sulphuric  acids  contain  nitrosulphonic  acid  (chamber- 
crystals),  free  N2O4,  or  N3O3,  as  has  been  explained  in  detail  on 
p.  370 ;  but  all  these  liquids,  when  their  density  is  much  higher 
than  that  of  ordinary  chamber-acid,  are  rapidly  decomposed  by  sul- 
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phurous  acid^  sulphuric  acid  being  formed.  The  decomposition  of 
the  absorbed  vapours  by  means  of  water,  for  the  purpose  of  forming 
nitric  acid,  is  therefore  quite  unnecessary  and  improbable;  but 
the  water  must  serve  for  forming  the  hyirate  SO4H2,  and  there- 
fore only  in  its  presence  can  SOg  be  promptly  oxidized  by  N^Og. 

It  is  of  importance  in  practice  that  the  more  dilute  mixtures  con- 
taining nitric  acid  are  more  easily  decomposed  by  sulphurous  acid 
than  concentrated  ones.  When  nitrous  acid  is  dissolved  in  the 
pure  hydrate  S04Hg,  or  even  in  ordinary  vitriol  of  170°  Tw.,  the 
sulphurous  acid  does  not  act  upon  it  at  all,  or  at  least  very  incom- 
pletely. 

When  nitric  acid  is  mixed  with  dilute  sulphuric  acid  of  varying 
concentration,  it  is  seen  that  in  a  mixture  of  pure  nitric  acid  of 
1*25  spec.  gr.  with  sulphuric  acid  of  70*^  Tw.  the  nitric  acid  is  not 
decomposed  by  sulphurous  acid  in  the  cold,  but  quickly  on  being 
heated,  with  evolution  of  nitric  oxide ;  in  the  case  of  stronger 
acids  (from  77°  Tw.  upwards)  the  decomposition  begins  in  the 
cold,  and  the  liquid  then  contains  nitrous  acid.  Evidently  the 
sulphurous  acid  first  produces  nitrous  acid  in  those  mixtures,  which 
is  proved  by  their  colour  and  by  their  action  on  potassium  iodide ; 
and  in  the  second  stage  the  nitrous  acid  yields  up  oxygen  direct  to 
the  sulphurous  acid,  without  being  compelled,  as  Peligot  assumed, 
to  be  redecomposed  into  nitric  acid  and  nitric  oxide — a  preposterous 
assumption.  Thus  even  dilute  nitric  acid,  brought  into  contact 
with  moderately  strong  sulphuric  acid,  may  be  useful  for  the 
chamber-process,  as  in  that  case  the  water  is  taken  away  from  it, 
and  in  the  concentrated  state  it  is  readily  attacked  by  sulphurous 
acid ;  this  is  just  what  takes  place  in  the  chamber. 

Berzelius  ('  Jahresbericht,'  xxv.  p.  65)  refuted  Peligofs  opinion 
that,  in  the  chambers,  no  nitrous  acid  is  formed  from  nitric  oxide 
and  atmospheric  air,  but  merely  hyponitric  acid ;  eudiometric  ex- 
periments with  nitric  oxide  and  oxygen  have  shown  that,  according 
to  the  excess  of  one  gas  or  the  other,  -there  is  more  or  less  conden- 
sation, and  that  in  any  case  there  is  always  a  formation  of  nitrous 
acid,  even  with  an  excess  of  oxygen. 

According  to  the  above  argumentation,  the  water  cannot  play 

part  which  Peligot's  theory  attributes  to  it  as  the  essential  one, 

viz.  that  of  decomposing  hyponitric  and  nitrous,  and  causing  the 

formation  of  nitric  acid.     The  water  no  doubt  acts  essentially  by 

making  possible  the  formation  of  sulphuric  acid  proper  (SO^H^). 
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With  the  modem  opinions  on  the  essence  of  acids  this  is  a  matter 
of  conrse;  and  it  is  therefore  unnecessary  to  cite  the  many  experi- 
ments and  arguments  adduced  by  Weber  as  proof  that  the  water 
disposes  the  sulphurous  acid  to  oxidation.  It  should^  however^  be 
added  at  once  that  just  enough  water  to  form  SO^H^  is  not  suffi- 
cient^ because  this  strong  acid  would  dissolve  the  nitrous  gas^  so 
as  to  form  nitrosulphonic  acid^  and  would  thus  withdraw  it  from 
the  chamber-process ;  sufficient  water  must  be  used  to  form  an  acid 
of  no  more  than  124°  or  128°  Tw. ;  then  only  does  the  chamber- 
process  go  on  regularly. 

According  to  Weber's  experiments^  the  following  process^  there- 
fore^ goes  on  within  the  chambers.  The  sulphurous  acid  is  oxidized^ 
mainly  by  the  oxygen  of  the  nitrous  acid^  which  thereby  passes  into 
nitric  oxide ;  it  does  this,  however,  only  when  dissolved  in  water  or 
in  dUute  sulphuric  acid ;  and  such  a  watery  solution  is  formed 
either  direct  from  free  N^Oj  or  by  the  decomposition  of  N2O4.  In 
the  latter  case,  at  the  same  time,  nitric  acid  is  formed,  which 
can  only  be  decomposed  by  the  mediation  of  already  formed 
sulphuric  acid.  The  part  played  by  the  water  has  just  been  ex- 
plained. 

There  is  an  agreement  in  all  essential  points,  but  not  in  all  de- 
tails, between  the  opinions  of  Weber  and  those  published  almost 
contemporaneously  by  A.  Winkler  (Untersuchungen  &c.  p.  20). 
Winkler  also  affirms  the  oxidation  of  sulphurous  acid  by  nitrous 
acid ;  but  according  to  him  the  part  played  by  hyponitric  acid  is 
more  essential  than  that  which  Weber  assigns  to  it.  Winkler 
believes  the  latter  to  be  formed  principally  by  the  action  of  air  on 
nitric  oxide  (contrary  to  the  statements  of  Berzelius  and  Weber) ; 
it  then  combines  with  sulphurous  acid  and  water  to  form  nitro- 
sulphonic acid,  which  sinks  down  to  the  bottom  in  the  shape  of  the 
well-known  mist,  here  comes  into  contact  with  the  dilute  hot  [?] 
chamber-acid  and  dissolves  in  it,  evolving  gaseous  N^Os,  which  oxi- 
dizes a  new  quantity  of  sulphurous  acid,  thereby  passing  into  NO, 
the  latter  beginning  the  process  anew.  It  is  clear  that  this  comes 
to  the  same  thing  as  the  oldest  theory  of  the  chamber-process ;  with 
Gmelin's  explanation  especially,  quoted  above,  it  agrees  almost 
word  for  word. 

From  Weber's  opinions  the  following  formulae  can  be  de- 
rived : — 

2o 
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I.  SOa+NjOa+HjO  =S03(OH)a  +  2NO; 

II.  2N0-I-0  =NaOs; 

and  as  secondary  reactions  : — 

III.  2  NO +20  =N,04; 

IV.  NA  +  HjO  =N0  .  OH  +  N0« .  OH; 

V.  4N03H+5S08+3HjO=5S04(OH)3-|-2NO  +  N,Oa; 

Winkler's  opinions  can  be  represented  thus : — 

I.  NjOs+SOa+HgO  «S03(OH),  +  2NO; 

II.  2NO+20  =N,04; 

III.  2NA+2SOj+HjO     =:2S03(OH)(N02)+N,03; 

IV.  2  SO«(OH)  (NO,)  -h  HjO =2  S0,(0H)3 +N,03. 

The  secondary  reactions  III.  to  V.  of  Weber's  theory  at  all  events 
take  place  here  as  well. 

Winkler's  theory  is  rather  more  complicated  than  that  of  Ber- 
zelius  and  Weber;  moreover  it  only  reckons  with  the  reaction 
2NO  +  20=N804,  and  leaves  out  of  sight  the  other,  certainly 
existing,  reaction,  2  NO  +  O = N^Os.  Winkler  himself  only  regards 
it  as  probable,  without  giving  any  proof  of  it,  and  no  doubt  does 
not  accentuate  the  deviation  of  his  opinions  from  those  of  Berzelius 
and  Weber. 

Whichever  formulae  may  be  chosen  for  explaining  the  chamber- 
process,  a  certain  difficulty  will  always  remain  in  the  assumption  of 
a  simultaneous  oxidation  of  nitric  oxide  and  reduction  of  higher 
oxides  to  nitric  oxide.  But  although  both  processes  undoubtedly 
take  place  at  the  same  time,  this  may  happen  in  the  same  chamber 
under  different  conditions :  when  in  a  certain  part  nitrous  gas  is 
reduced  to  nitric  oxide,  sulphurous  acid  vanishes  at  that  part,  and 
the  excess  of  oxygen  present  everywhere  can  now  oxidize  the  nitric 
oxide  again;  by  currents,  diffusion,  &c.  fresh  sulphurous  acid  is 
brought  in,  and  the  process  commences  again.  Besides,  in  any  case 
the  law  of  the  action  of  masses  comes  into  play,  which  may  even 
cause  qualitatively  inverse  reactions  between  the  same  substances^ 
when  their  relative  quantities  are  changed — for  instance,  the  reduc- 
tion of  ferric  oxide  and  formation  of  water  in  an  atmosphere  of 
hydrogen^  and  the  oxidation  of  iron  in  an  atmosphere  of  aqueous 
vapour.     In  a  similar  way  the  conditions  in  different  parts  of  the 
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chamber  may  differ  so  that  both  reactions  take  place,  the  oxidation 
as  well  as  the  reduction  of  the  nitrogen  compounds. 

The  question  may  now  be  raised.  Which  of  the  oaides  of  nitrogen 
is  principally  present  in  the  atmosphere  of  the  chamber?  or  are 
they  there  in  a  state  of  equilibrium  ?     It  is  probable  that  in  the 
atmosphere  of  the  chamber  the  highest  and  the  lowest  oxide  in 
question  here  exist  only  momentarily  and  in  certain  places.     This 
holds  good  of  the  nitric  acid,  because  it  is  reduced  immediately  on 
entering  the  chamber  by  the  sulphurous  acid  with  the  assistance 
of  the  aqueous  vapour  and  of  sulphuric  acid,  and  because,  on  the 
other  hand,  the  lower  oxides  of  nitrogen  cannot  unite  with  oxygen 
to  reform  nitric  acid,  but,  at  the  most,  only  hyponitric  acid.     On 
the  other  hand,  the  nitric  oxide,  NO,  can  only  exist  momentarily, 
although  we  consider  it  as  continuously  coming  into  existence^ 
because  there  is  oxygen  present  all  over  the  chamber,  which  imme- 
diately oxidizes  it  again.     But  as  far  as  nitrous  and  hyponitric  acid 
(nitrogen  trioxide  and  tetroxide)  are  concerned,  it  is  quite  possible 
that  in  many  places  they  are  in  excess ;  and  since  there  is  always 
an  excess  of  oxygen  present  as  well,  the  gas,  when  in  equilibrium, 
will  contain  those  two  nitrogen  oxides.     If  the  composition  of  the 
gas  could  be  fixed  at  any  given  moment,  in  a  normally  working 
chamber,  the  molecules  just  then  present  of  N^Og  and  N^O^  would 
greatly  exceed  in  number  those  of  NO.     This  is  also  proved  by  the 
yellow,  or  even  dark  red,  colour  of  the  gas  as  seen  through  the 
windows  of  the  lead  chambers.     Only  in  "  pale  ^^  chambers  will 
nitric  oxide  (NO)  predominate.     Which  of  the  two  oxides,  N9O3 
or  N3O4,  is  in  greatest  quantity  in  a  normal  chamber  is  a  different 
question.     Most  probably  both  of  them  are  always  present ;  but 
according  to  Weber  the  amount  of  NgOg,  according  to  Winkler 
that  of  N2O4  would  be  the  greater.     The  author  believes  he  has 
good  reason  for  assuming  that  in  a  normally  working  chamber, 
where  there  is  neither  too  much  nor  too  little  oxygen,  the  nitrous 
acid  greatly  predominates  over  the  hyponitric  acid.     This  can  be 
inferred,  1st,  because  according  to  Winkler's  and  the  author^s  own 
experiments  nitric  oxide  in  the  presence  of  sulphuric  acid  of  mode- 
rate  strength,  which  is  everywhere  present  in  the  chamber  in  the 
shape  of  a  mist,  is  not  oxidized  beyond  NSO3  even  by  an  excess  of 
oxygen ;  2nd,  because  the  nitrous  vitriols  analyzed  by  the  author 
never  showed  more  than  traces  of  higher  oxides  than  N^Og  (that  is, 
nitrosulplionic  acid  proper),  whilst,  for  instance,  when  the  pure 

2g2 
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hTponitric  acid  given  off  by  heating  lead  nitrate  was  absorbed  by 
sulphuric  acid^  quite  normally  a  mixture  of  equal  parts  of  N^Oj 
and  N9O5  was  found.  The  different  results  found  by  several 
chemists  (Kolb,  Winkler,  Hurter)  with  respect  to  their  nitrous 
vitriols  can  be  referred  to  faulty  analytical  methods — ^with  certainty 
in  some  cases ;  and  in  others  the  matter  at  least  demands  reinves- 
tigation now  that  the  analytical  methods  have  been  so  much  im- 
proved. It  may  also  have  been  the  consequence  of  irregular  work. 
Where  the  formation  of  sulphuric  acid  ceases  almost  entirely  in 
the  last  chamber,  the  condition  for  forming  nothing  but  N3O3  is 
absent ;  and  in  that  case  first  N3O4,  and  then,  by  its  contact  with 
water,  also  N2O5  will  be  formed. 

To  be  sure,  if  the  free  oxygen  should  be  used  up,  the  sulphurous 
acid,  then  in  excess,  will  at  once  reduce  N2O3  and  N2O4  to  NO, 
and  the  chamber  will  turn  pale.  The  same  will  happen  when  too 
much  air  enters,  because  then  the  gas  gets  too  much  diluted. 
When  there  is  a  deficiency  of  sulphurous  acid  (which  in  normal 
work  ought  not  to  happen),  much  of  the  nitrogen  will  be  converted 
by  the  oxygen  in  excess  to  N2O4,  which  will  be  split  up  with  the 
water  into  NjOg+NOj-OH.  This,  however,  can  only  happen 
when  the  chamber-acid  is  very  dilute;  otherwise  from  the  first 
only  NgOg  is  formed  (see  above),  and  therefore  no  NOj .  OH  will 
appear. 

There  still  remains  for  consideration  another  very  important 
matter,  which  has  found  no  expression  in  any  of  the  above  formulas 
and  statements.  According  to  all  the  equations  given  above,  the 
oxidation  of  sulphurous  acid  by  the  nitrogen  acids  is  effected  in 
this  way : — ^They  are  not  reduced  beyond  the  stage  of  nitric  oxide; 
and  since  nitric  oxide,  so  long  as  it  meets  with  air  in  excess,  at 
once  passes  again  into  N^Og  and  N2O4,  there  ought  to  be,  if  the 
chamber  is  in  proper  working  order  and  with  the  proper  excess  of 
oxygen,  no  loss  of  nitrogen  oxides  whatever,  and  the  stock  once 
introduced  into  the  chambers  ought  to  last  for  ever.  This  is  well 
known  not  to  be  the  case ;  even  at  those  works  where  the  best 
Gay-Lussac  towers  are  employed,  and  at  the  same  time  the  proper 
composition  of  the  kiln-gas  is  maintained,  at  which,  therefore,  all 
the  nitrogen  compounds  in  the  Gay-Lussac  tower  ought  to  be 
recovered  and  restored  to  the  chambers — even  there,  when  the 
working  progresses  favourably,  nearly  3  parts  (mostly  nearer  4 
parts)  of  nitrate  of  soda  must  be  introduced  for  every  100  parts  of 
sulphur  burnt. 
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The  Bonrces  of  this  loss  of  nitre  may  certainly  be  of  various  kinds. 
In  the  first  place^  the  absorption  of  the  nitrogen  oxides  in  the  Gay- 
Lnssac  tower  may  not  be  quite  perfect.  This  cannot  amount  to  a 
great  deal,  if  the  tower  is  sufficiently  large  and  is  sufficiently  fed 
with  strong  and  well-cooled  acid ;  but  when  only  one  of  these  con- 
ditions is  neglected,  there  will  be  at  once  a  considerable  loss  of 
nitrogen  acids,  and  consequently  more  waste  of  nitrate  of  soda. 
If  arsenious  acid  occurs  in  considerable  quantity  in  the  sulphuric 
acid  used  for  the  Gay-Lussac  tower,  some  nitric  oxide  will  be  lost, 
because  the  arsenious  acid  will  at  least  partly  be  oxidized  to  arsenic 
acid  at  the  expense  of  the  nitrous  acid.  With  an  excess  of  oxygen, 
such  as  is  or  should  be  always  present,  the  nitric  oxide  cer- 
tainly ought  to  be  reoxidized  at  once  to  N^Og  and  to  be  dissolved 
in  the  tower-acid ;  but,  owing  to  insufficient  contact  and  time,  this 
reaction  will  probably  never  be  complete.  Much  greater  losses, 
through  the  formation  of  nitric  oxide,  will  be  caused  by  any  sul- 
phurous acid  getting  into  the  Gay-Lussac  tower;  but  this,  in 
normal  working,  is  not  likely  to  occur  to  an  appreciable  extent. 
At  any  rate  it  seems  to  be  established  that  even  with  a  large  excess 
of  oxygen  there  is  still  some  nitric  oxide  left,  although  in  very 
smipU  quantity ;  this  is  to  be  attributed  either  to  imperfect  mixture 
of  the  gases  or  to  a  phenomenon  of  dissociation.  It  need  hardly 
be  mentioned  that,  owing  to  the  almost  perfect  insolubility  of  nitric 
oxide  in  sulphuric  acid  (p.  365),  all  that  in  this  state  gets  as  far  as 
the  Gay-Lussac  tower  escapes  recovery. 

Secondly,  nitrogen  oxides  may  go  along  with  the  finished  sul- 
phuric acid  taken  away  from  the  chambers.  This  source  of  loss 
exists  only  to  an  extremely  small  extent  for  manufacturers  working 
with  the  Glover  tower,  who  pass  all  their  chamber-acid  through 
the  tower,  and  also  for  all  others  in  a  totally  insufficient  degree  to 
explain  the  actual  loss  of  nitre.  There  must  therefore  be  another 
source  of  the  latter ;  and  this  seems  to  point  to  the  fact  that  under 
certain  conditions  the  nitrogen  compounds  are  reduced  to  N^O  or 
even  to  N,  in  which  state  they  cannot  be  reoxidized  by  the  atmo- 
spheric oxygen,  but  must  escape  along  with  the  other  inert  gases 
of  the  chambers.  Pelouze  already  (Annales  de  Chim.  et  de  Phys. 
Ix.  p.  162)  pronounced  the  opinion  that,  in  case  of  a  want  of  oxygen 
in  the  atmosphere  of  the  chamber,  moist  sulphurous  acid  may  cause 
a  reduction  of  the  nitric  oxide  to  nitrous  oxide,  since,  according  to 
him,  a  gaseous  mixture  of  2  vols.  NO  and  1  vol.  SO^  in  the  pre- 
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sence  of  water  is  condensed  to  1  vol.  N2O  witMn  a  few  hoars. 
Weber  (Poggend.  Ann.  cxxx.  p.  329)  cordd  not  entirely  confirm 
this ;  he  found  the  formation  of  nitrous  oxide  by  the  mutual  re- 
action of  the  above  two  gases  to  be  far  too  slow  to  account  for  the 
loss  in  the  chambers,  and  still  less  as  the  conditions  there  are  dif- 
ferent from  those  of  Pelouze's  experiments,  viz.  as  the  oxygen  of 
the  chamber-acid  is  never  completely  used  up.  According  to 
Kuhlmann  (p.  422)  the  reduction  of  nitric  oxide  goes  even  as  fiur 
as  nitrogen ;  but  he  worked  under  conditions  never  occurring  here, 
viz.  in  the  presence  of  spongy  platinum ;  and  therefore  we  need  not, 
in  this  connexion,  pay  any  attention  to  his  results.  Pelouze's  ex- 
planation of  the  loss  of  nitre  is  certainly  not  valid  for  a  normally 
working  chamber ;  so  that  another  explanation  must  be  sought  for. 
Now,  according  to  Weber,  certainly  even  nitrous  acid  is  easily 
reduced  to  nitrous  oxide,  but  on\j  in  presence  of  an  excess  of  water. 
This  is  proved  by  the  fact  that  a  dilute  solution  of  pure  nitrous  acid 
with  a  watery  solution  of  sulphurous  acid  produces  almost  twice 
the  quantity  of  sulphuric  acid  that  corresponds  to  the  equation 

Ns03+SOa  +  H,0=2NO  +  SO,(OH)j, 

The  following  process  must  have  occurred : — 

N203+2SOa+2H20=N20  +  2S02{OH),; 

and,  by  collecting  the  evolved  gas,  Weber  in  fact  convinced  himself 
that  it  was  not  nitric  oxide,  but  nitrous  oxide. 

It  must,  however,  be  distinctly  pointed  out  that  this  reaction 
only  happens  if  very  much  water  is  preserit.  Even  if,  instead  of 
water,  dilute  sulphuric  acid  meets  sulphurous  acid  and  nitrous 
vapours,  what  is  formed  is  almost  entirely  nitric  oxide.  The  latter 
is  also  generated,  apart  from  the  sulphuric  acid,  when  sulphur 
dioxide,  nitrogen  trioxide,  and  only  as  much  water  as  is  present  in 
the  chamber  under  normal  circumstances  meet  together.  On  the 
other  hand,  under  the  same  circumstances  as  nitrous  acid,  even 
nitric  acid  can  be  reduced  to  nitrous  oxide  by  sulphurous  acid,  but 
with  more  difficulty. 

This  behaviour  of  the  nitrogen  acids  explains  why  during  dis- 
turbances of  the  work,  when  the  quamtity  of  sulphuric  acid  falls 
and  that  of  water  in  the  chamber-air  is  thereby  relatively  increased, 
the  chambers  become  pale  and  large  losses  of  nitre  occur.  This 
further  explains  the  fact  that  a  new  chamber  is  more  easily  got  into 
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working  order  when  started  with  dilute  sulphuric  acid  than  when 
started  with  water ;  in  the  latter  case  a  large  quantity  of  the  nitre- 
gas  will  be  reduced  to  nitrous  oxide  by  contact  with  the  water  and 
will  be  lostj  until  at  length  a  sufficiently  strong  sulphuric  acid  has 
collected  at  the  bottom  of  the  chamber  to  obviate  this.  But  even 
in  normal  working  the  conditions  for  the  formation  of  nitrous  oxide 
cannot  be  entirely  excluded.  Especially  near  the  inlets  for  the 
steam  (that  is^  in  the  very  moist  parts  of  the  chamber-space)  there 
is  probably  a  formation  of  N^O  by  the  reaction  of  SO^  on  NjOg  in 
presence  of  an  excess  of  water. 

From  all  those  sources  taken  together^  and  considering  that  an 
absolutely  normal  working  of  the  process  cannot  be  attained  even 
with  the  greatest  care^  is  to  be  explained  why  a  certain  loss  of 
nitre  in  manufacturing  sulphuric  acid  is  unavoidable^  as  well  as 
the  fact  that  since  the  introduction  of  a  more  rational  style  of 
working  that  loss  has  become  much  smaller.  The  absorption  of 
nitre-gas  by  strong  sulphuric  acid^  the  possibility  afforded  by  this 
of  allowing  the  former  to  predominate  in  the  last  chamber^  and  the 
control  of  the  kiln-gas  by  analysis  are  the  principal  items  of  pro- 
gress in  this  respect. 

The  following  concluding   observations  on  the  theory  of  the 
chamber-process  seem  to  present  some  interest.     It  is  a  matter  of 
experience  that  the  reactions  above  explained^  consisting  in  reduc- 
tions and  oxidations^  do  not  take  place  instantaneously^  but  require 
a  certain  time,  in  order  to  produce  a  maximum  of  sulphuric  acid 
with  a  minimum  of  nitrogen  oxides.     This  is  demonstrated  by  the 
fact  that  for  a  certain  quantity  of  sulphur  burnt  there  must  be  a 
minimum  of  chamber^ace,  in  order  to  obtain  the  best  possible 
yield  of  sulphuric  acid.    This  question  has  been  spoken  of  on  page 
294.     That  is  to  say,  in  order  that  a  certain  number  of  molecules 
of  sulphurous  acid  may  be  oxidized  to  sulphuric  acid  by  means  of 
the  stock  of  nitrous  acid  present  by  a  succession  of  reductions  and 
oxidations,  but  not  by  reduction  below  nitric  oxide,  there  must  be 
a  sufficient  time  aflForded  for  the  necessary  inversions  of  the  reaction 
to  take  place.     What  this  time  amounts  to,  can  be  calculated  from 
the  chamber-space ;  but  the  uncertainty  of  the  amount  of  the  cham- 
ber-space, which  can  only  be  settled  empirically,  must  make  the 
time  result  uncertain  as  well.     Such  calculations  have  been  made 
by  Schwarzenberg  (p.  398)  and  Bode  (note  to  his  translation  of 
H.  A.  Smith's  pamphlet,  p.  108) .    The  first  arrives  at  the  conclu- 
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sion  that  a  volume  of  gas  equal  to  the  total  chamber-space  is  intro- 
duced and  used  up  once  every  5}  hours^  that  therefore,  under  the 
conditions  considered  by  him  normal,  the  formation  of  sulphuric 
acid  is  completed  in  5f  hours,  and  that  the  nitrous  acid  is  the 
intermediate  agent  for  the  combination  of  sulphurous  acid  with  a 
quantity  of  oxygen  exceeding  its  own  oxygen  28*8  times ;  when 
hyponitric  acid  is  assumed  to  be  the  agent  in  question,  the  quantity 
of  oxygen  used  up  amounts  to  21  *9  times  that  of  the  hyponitric  acid. 
But  as  in  the  normal  chamber-process  those  acids  do  not  give  up 
the  whole  of  their  oxygen,  but  the  nitrous  acid  only  one  third,  the 
hyponitric  acid  one  half  of  it,  the  number  of  the  alternate  re- 
ductions and  oxidations  in  the  case  of  nitrous  acid  will  mount  up  to 
28-8  X  3=86-4,  and  in  the  case  of  hyponitric  acid  to  21-9  x  2=43-8. 
Bode,  starting  from  different  premises,  arrives,  for  a  normal  pro- 
cess, at  3*43  hours'  time,  and,  assuming  N3O4  as  the  agent,  at  22*8 
alternate  reductions  and  regenerations  of  the  same. 

We  shall  now  carry  out  the  calculation  on  the  basis  of  the 
fact  mentioned  on  p.  295,  and  established  by  manifold  experience 
of  the  largest  acid-makers,  viz.  that  a  chamber-space  of  1'2  cubic 
metre  per  kilogram  (equal  to  19*2  cubic  feet  per  lb.)  of  the  sulphur 
contained  in  the  pyrites,  charged  every  24  hours,  is  quite  suj£cient 
for  a  maximum  yield  of  acid  and  a  minimum  consumption  of  nitre, 
presupposing  the  existence  of  a  Gay-Lussac  and  a  Glover  tower  and 
the  employment  of  rich  ores  (say,  with  8  per  cent,  by  volume  of 
sulphur  dioxide  in  the  kiln-gas) .  If  the  ore  contains  48  per  cent, 
of  sulphur,  of  which  4  per  cent,  remains  in  the  cinders,  and  44  per 
cent,  is  really  given  off  as  gas,  of  each  1000  grams,  of  sulphur  only 
■fj^=917  grams  will  really  arrive  in  the  chambers  in  the  shape  of 
sulphurous  acid.  (The  small  quantity  of  SO3  formed  directly, 
comp.  p.  242,  can  be  neglected  in  this  calculation.)     This  quantity 

917x64 
corresponds  to  — ^ —   sulphur  dioxide  =  1834  grams.     Now 

1  gram  SO^^  at  0^  C.  and  760  millims.  barometric  pressure,  fills 
the  space  of  0-348  litre ;  1834  grams,  therefore,  638-2  litres.  If 
8  per  cent,  by  volume  of  this  gas  is  contained  in  the  burner-gas, 
the  total  volume  of  the  latter  for  1834  grams  SO9  will  thus  be 

7977-5 1.  at  0°  and  760  milUms., 

or,  at  the  chamber-temperature  of  50°  C, 

(2734-60)7977-5^^3.g  ^^^ 
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To  this  must  be  added  tlie  increase  of  volume  caused  by  satura- 
tion with  aqueous  vapour,  by  which  the  volume  becomes 

V  _  V  X  760 

where  V  is  the  volume,  at  the  temperature  of  the  experiment,  just 
found,  and  e  the  tension  of  the  aqueous  vapour  for  the  same  tem- 
perature ;  in  this  case,  for  50^  C,  e  is  =92  millims. ;  the  equation 
thus  becomes 

V      9438-5x760     m-yoo  ^  r^ 
^^=    760-92     =10^38-4  litres. 

Now  we  have  assumed  that  for  this  volume  of  gas  there  is  a 
chamber-space  of  1-2  cubic  metre  =1200  litres;  within  24  hours, 

therefore,  the  chamber  must  be  filled  =8*949  times;  or,  in 

24 
other  words,  the  gas  will  take  ^        =  2*682  hours  in  order  to  travel 

from  the  entrance  of  the  chambers  to  their  outlet ;  and  it  must, 
therefore,  during  this  time  give  up  all  its  sulphurous  acid  condensed 
to  sulphuric  acid.  If  we  would  make  the  calculation  more  exact, 
we  should  have  to  take  the  volume  of  nitrogen  into  account ;  but, 
in  the  first  place,  this  volume  is  proportionally  so  small  that  the 
results  would  not  be  materially  changed ;  and,  secondly,  we  do  not 
know  in  which  shape  (as  NjOg,  N2O4,  S0a(N02){0H),  Sec.)  the 
nitre-gas  is  present  in  the  chamber-atmosphere,  and  therefore  we 
cannot  calculate  its  volume.  Further,  for  a  precise  calculation,  we 
ought  to  take  into  account  the  deviation  of  the  outer  atmospheric 
pressure  from  760  millims.  For  obvious  reasons,  however,  we 
abstain  from  doing  that  in  this  instance.  Nor  must  it  be  forgotten 
that  by  far  the  greater  portion  of  the  sulphuric  acid  is  formed  in 
the  first  half  of  the  chamber-space,  and  therefore  the  action  is  very 
unequally  distributed. 

The  quantitative  amount  of  action  which  the  nitre-ffos  exerts  in 
the  chamber,  or  the  number  of  reductions  and  oxidations  under- 
gone by  the  same,  will  be  found  by  the  following  calculation  (in 
which  we  assume  a  consumption  of  4  parts  of  pure  sodium  nitrate 
to  100  parts  of  sulphur  burnt,  which  figure  in  well-managed  works 
is  not  even  reached)  : — ^The  100  sulphur  yield  200  parts  of  SOg^ 
and  require  another  50  oxygen,  in  order  to  form  sulphmic  acid. 
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along  with  the  necessary  water,  about  which  we  need  not  trouble 
here.  The  4  parts  of  nitrate  for  this  object  give  up,  in  the  first 
instance,  that  part  of  their  oxygen  which  nitric  acid  loses  when 
passing  into  hyponitric  acid — that  is, 

1^=0-377  oxygen, 

which  must  be  deducted  from  the  above-mentioned  50  parts  to 
begin  with,  and  brings  it  down  to  49*623  parts,  which  have  to  be 
supplied  by  reduction  and  regeneration  of  the  hyponitric  acid 
formed.     Now  hyponitric  acid  from  4  parts  of  sodium  nitrate  can 

yield  up  =0'y53  part  of  oxygen  in  order  to  be  reduced  to 

nitric  oxide  (NO) ;  and  it  will  therefore  have  to  be  r^enerated 

49*623 
^  ,^^Q  =:65'9  times  in  order  to  accomplish  its  purpose. 

This  calculation  has  been  made  on  the  assumption  that  in  the 
lead  chamber  hyponitric  acid  is  the  essential  active  principle.  But 
if  (in  accordance  with  the  opinion  of  Berzelius,  Weber,  and  the 
author  himself)  nitrous  acid  be  assumed  as  such,  by  reduction  of 
nitric  acid  to  nitrous  acid  there  is  obtained,  from  4  parts  of  sodium 
nitrate, 

4x16       r^v^o 

which,  deducted  from  50  parts,  leaves  49*247  parts  of  oxygen  to  be 
supplied  by  the  further  action  of  nitrous  acid.  The  nitrous  acid 
from  4  parts  of  sodium  nitrate,  when  reduced  to  nitric  oxide,  yields 

- — --= 0*377  oxygen,  and  is  therefore  reduced  and  regenerated 

49-247 


0-377 


=  130-6  times 


in  order  to  carry  out  the  work  in  the  chambers. 

This  can  also  be  expressed  as  follows : — The  gas  evolved  out  of 
the  nitre,  under  the  above  conditions  (now  attained  as  a  minwium 
in  all  well-managed  works),  is,  assuming  the  truth  of  the  hypo- 
nitric-acid  theory,  utilized  65*9  times — ^assuming  that  of  the 
nitrous-acid  theory,  even  130*6  times,  before  it  is  lost  in  the  shape 
of  nitrous  oxide,  possibly  as  nitrogen,  or  by  the  escape  of  higher 
oxides  or  nitrogen  in  spite  of  the  Gay-Lussac  tower,  or  by  being 
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carried  away  in  the  cbamber-acid  &c.  That  this  result  is  much 
more  favourable  than  those  of  Schwarzenberg  and  Bode  (quoted 
above)  is  caused  by  the  former  assuming  a  consumption  of  6  parts 
nitre  to  100  parts  of  sulphur^  the  latter  of  4  parts  of  nitre  to  100 
parts  of  strong  vitriol,  or  12  parts  to  100  parts  of  sulphur — figures 
which  afibrd  a  telling  proof  of  the  great  progress  made  in  the  mean- 
time in  the  manufacture  of  sulphuric  acid. 

In  the  modern  manufacture  of  sulphuric  acid  there  is  always 
to  be  taken  into  account  the  recovery  of  a  large  portion  of  the 
oxides  of  nitrogen,  by  which  these  are  compelled  to  make  their 
way  through  the  chambers  more  than  once.  The  absolute 
quantity  of  the  oxides  of  nitrogen  present  at  any  given  time  in 
the  chambers  is  in  this  case  even  larger  than  with  the  former 
process  without  recovery  of  nitrogen,  since  in  the  new  process 
the  last  chamber  can  and  must  be  kept  much  richer  in  nitre- 
gas  than  in  the  old  process.  Evidently,  to  the  newly  intro- 
duced quantity  of  nitre  that  quantity  must  be  added  which  is  re- 
introduced into  the  process  by  the  Gay-Lussac-tower  acid  (the 
nitrous  vitriol),  and,  in  the  case  of  a  Glover  tower,  also  that  which 
is  obtained  by  complete  denitration  of  the  chamber-acid.  It  is 
impossible  to  make  a  general  statement  on  the  quantities  of  nitre 
proceeding  from  these  sources,  since  they  differ  in  each  individual 
set  of  chambers,  and  even  in  the  same  set  at  different  points  /  but 
it  may  be  safely  assumed  that  the  quantity  of  nitre  circulating  in 
a  set  of  chambers  is  at  least  twice  the  quantity  freshly  introduced. 
For  a  special  case  (which,  to  be  sure,  only  holds  good  locally) 
Hurter  (Dingler's  Journal,  ccxxvii.  p.  565)  calculates  the  quantity 
of  nitre  in  circulation  at  fourfold  the  quantity  newly  added — ^viz. 
at  19*61  parts  to  100  parts  of  sulphur  burnt,  as  against  5*04  parts 
fireshly  added. 
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CHAPTER  XII. 

THE  PURIFICATION  OF  SULPHURIC  ACID. 

The  vitriol  of  trade,  as  it  is  produced  in  the  chambers,  always 
contains  a  number  of  impurities,  partly  owing  to  the  raw  material, 
especially  the  pyrites,  employed,  partly  from  the  nitre,  the  water, 
the  lead  of  the  chambers,  &c.,  not  to  speak  of  intentional  adultera- 
tions. Since  this  acid,  if  at  all,  has  to  be  purified  at  the  stage  at 
which  we  have  now  arrived,  viz.  as  chamber-acid,  before  being 
concentrated,  we  shall  now  treat  of  this  matter,  although,  in  the 
great  majority  of  works,  the  chamber-acid  is  never  purified,  nor  is 
there  any  occasion  for  it.  For  the  sake  of  completeness,  we  shall 
here  describe  also  the  manufacture  of  pure  distilled  oil  of  vitriol, 
although  this  already  presupposes  the  concentration  of  acid  on  a 
large  scale,  to  be  described  hereafter. 

The  essential  impurities  of  chamber-acid  msLj  consist  of: — arsenic 
acid,  arsenious  acid,  antimonic  oxide,  selenium,  thallium,  lead, 
iron,  copper,  lime,  aluminium,  alkalies;  further,  sulphurous  acid, 
nitric  acid,  nitrous  acid,  organic  substances.  According  to  Kuhle- 
mann,  for  instance  (Wagner's  Jahresb.  1872,  p.  253),  the  acid  of 
two  Harz  works  contained  to  each  100  grams  SOg : — 

a.  b. 

Arsenic 00088  grm.  00174  grm. 

Antimony 0*0394  „  trace. 

Copper 0-0013  „ 

Iron 0*0081  „  not  estimated. 

Zinc 0*0087  „ 

Lead trace  0*0231  grm. 

According  to  Brauning  (Preuss.  Zeitschr.  f  iir  Berg.-  &c.  Wesen, 
1877,  p.  142)  the  chamber-acid  at  Oker  in  the  Harz  contains  on 
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the  average  0*05  per  cent,  of  arsenic  and  0*008  per  cent,  of  anti- 
mony. Selenium  has  been  fonud  in  sulphuric  acid  by  Kuhlmann^ 
Scheurer-Kestner,  Lamy^  and  others  (Wagner,  ib.  p.  246)  ;  its 
occurrence  in  the  flue-dust  and  the  chamber-deposit  are  well  known. 
Most  of  these  substances  occur  partly  in  too  small  a  quantity  in 
the  vitriol  to  be  injurious,  partly  they  are  without  any  influence  for 
most  uses  of  the  sulphuric  acid ;  the  lead,  for  instance,  is  almost 
entirely  precipitated  on  diluting  the  acid, — ^the  iron  during  its  con- 
centration in  the  platinum  still,  in  the  shape  of  pink  crystals  of 
anhydrous  ferric  sulphate.  Special  importance  attaches,  at  least 
iu  some  cases,  to  the  removal  of  arsenic,  especially  when  the  pyrites 
contains  very  much  of  it,  and  to  that  of  the  nitrogen  compounds-^ 
the  latter  when  the  acid  has  to  be  concentrated  in  platinum  vessels. 

The  purification  of  Sulphuric  Acid  from  Arsenic. 

Arsenic  is  found  rarely,  and  never  in  more  than  traces,  in  acid 
which  has  been  made  from  brimstone ;  most  of  the  latter  material, 
by  far,  is  used  where  acid  free  from  arsenic  is  wanted.  On  the 
other  hand  nearly  all  kinds  of  pyrites  contain  arsenic;  and  the 
acid  obtained  from  them  is  therefore  always  arsenical — but  in  very 
different  degrees,  according  to  the  percentage  of  arsenic  in  the 
pyrites  and  to  the  mode  of  manufacture. 

The  percentage  of  arsenic  in  pyrites  is  stated  very  differently : 
whilst  most  analyses  of  the  ordinary  ores  only  show  ^'  traces  "  up 
to  fractions  of  1  per  cent.,  H.  A.  Smith  asserts  that  he  has  found 
much  larger  quantities  in  the  ores  most  commonly  employed,  viz. 
in  Westphalian  pyrites  1*878,  in  Belgian  pyrites  0*943,  in  Spanish 
1'651,  in  Portuguese  1*745,  in  Norwegian  1*649-1*708  per  cent,  of 
arsenious  acid.  These  analyses  are  not  quite  to  be  reUed  upon, 
since  their  results  differ  so  much  from  all  others.  Nor  must  it  be 
left  out  of  sight  that  Smith,  whenever  he  speaks  of  "  arsenic,''  does 
not  mean  metallic  arsenic,  but  arsenious  acid,  As^Og.  This  has 
been  overlooked  by  some  who  have  used  his  pamphlet ;  and  he  has 
himself  confounded  the  two  things  by  taking  the  figures  from 
Richardson  and  Watts's  '  Chemical  Technology '  which  refer  to 
As^  as  AS2O3.  [Some  time  after  the  above  had  been  written,  Hjelt's 
paper  appeared  in  Dingler's  '  Journal,'  ccxxvi.  p.  174.  Hjelt  has 
likewise  noticed  the  confusion  of  Smith's  "  arsenic  "  (by  which  he 
means  arsenious  acid)  with  metallic  arsenic.     He  himself  finds  in 
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Westphalian  pyrites  no  more  titan  0*30^  in  Nonregian  only  traces^ 
in  Spanish  pyrites  on  an  average  0*91  per  cent,  of  As.] 

Smith  farther  undertook  the  task  of  following  up  the  arsenic 
through  the  whole  course  of  manufacture ;  and  he  obtained  the 
following  results.  A  portion  of  the  arsenic  remains  in  the  cinders  ; 
a  much  more  considerable  portion  is  met  with  in  the  deposit  found 
in  the  gas-pipes  leading  from  the  pyrites-burners  to  the  chambers^ 
along  with  sublimed  sulphur ;  a  good  deal  of  arsenic  is  found  in  the 
sulphuric  acid  itself  and  in  the  chamber-mud.  This  is  further 
evidenced  by  a  considerable  percentage  of  arsenic  in  the  muriatic 
acid ;  a  little  arsenic  is  also  found  in  the  sulphate  of  soda^  a  good 
deal  as  a  deposit  in  the  pipes  conveying  the  muriatic  gas  to  the 
condensers — also  in  the  coke  packing  of  the  latter^  and  even  in  the 
gas  escaping  behind  the  condensers — also^  lastly^  in  the  sulphur 
regenerated  from  the  soda-waste  by  Mond^s  process^  but  not  after 
the  sulphur  has  been  refined ;  nor  was  there  found  any  arsenic  in  the 
soda-ash  itself.     Smith's  average  results  were  the  following : — 

Per  oont  of  Ab^O,. 

1.  Pyrites  (hard  Norwegian) 1-649 

2.  Cinders  of  the  same  0*465 

3.  Sulphuric  acid    1*051 

4.  Deposit  in  the  gas-pipe 46*360 

5.  Deposit  in  the  chamber 1*857 

6.  Hydrochloric  acid 0*691 

7.  Coke  packing  of  the  condensers   ...  2*886 

8.  Sulphate  of  soda    0*029 

9.  Soda-waste 0*442 

10.  Soda-ash none 

11.  Recovered  sulphur 0*700 

12.  Recovered  sulphur  purified  none 

Even  the  gas  escaping  from  the  condensers  into  the  chimney 
contained  in  100  cubic  metres  0*036  grm.^  per  hour  0*325^  daily 
7*794  grms. ;  and  the  air  of  the  chimney  contained  0*0197  grm. 
per  100  metres — a  quantity  not  to  be  neglected  [if  Smith's  analyses 
could  be  relied  on  1] . 

Hjelt  (/.  c.)  founds  when  employing. Spanish  pyrites  with  0*91 
per  cent,  of  arsenic  (As),  in  the  cinders  0*19  per  cent.,  in  the  sul- 
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phate  none,  in  the  hydrochloric  acid  : — (a)  pan-acid  of  38°  Tw., 
0-066  per  cent. ;  (4)  drier  acid  of  32°  Tw.,  0014  per  cent.  As. 
The  latter  contains  less,  because  the  arsenical  chloride  mostly 
volatilized  in  the  pan. 

Smith  makes  a  calculation  which  (though  he  and  those  employ- 
ing his  numbers  have  failed  to  notice  it)  clearly  demonstrates  the 
incorrectness  of  his  analyses. 

There  are  said  to  have  been  contained  in  100 

parts  of  pyrites 1*649  AsgOg. 

These  produced  140*875  parts  of  sulphuric 

acid,  at  1051  per  cent 1'481      „ 

Now  the  cinders  are  said  to  have  contained 
0*465  part  of  AsjOg  ;  and  taking  them 
at  75  per  cent,  of  the  weight  of  the 
pyrites,  say 0*349 


We  obtain  altogether 1*830 


i} 


>i 


Against  1*649  part  said  to  be  contained  in  the  original  pyrites ; 
but  then  no  account  is  taken  here  of  the  fact  that  a  very  large 
portion  of  the  arsenic  is  found  in  the  flue-dust,  which,  according 
to  Smith  himself,  contains  upwards  of  46  per  cent,  of  As^O,.  His 
analyses,  therefore,  are  not  trustworthy. 

Of  course,  even  with  the  same  raw  material,  the  arsenic  in  the 
sulphuric  acid  will  vary,  according  to  whether  the  gas-pipe  leading 
from  the  burners  to  the  chambers  offers  more  or  less  opportunity 
for  depositing  arsenical  flue-dust.  When  employing  a  Glover 
tower  the  acid  contains  rather  less  arsenic,  because  a  large  por- 
tion of  it  is  deposited  at  the  bottom  of  the  tower  in  the  shape 
of  mud. 

Filhol  and  Lacassin  found  in  three  samples  of  ''pure''  commer- 
cial sulphuric  acid,  per  kilog.: — 1*2870  grm.;  0*5691  grm.;  traces 
of  AsgOg  (Wagner's  Jahresb.  1862,  p.  212).  Further  estimations 
of  arsenic  in  commercial  sulphuric  acid,  according  to  Schneder- 
mann,  Kerl,  Filhol,  &c.,  will  be  mentioned  below;  those  of 
Kuhlemann  and  Brauning  have  already  been  given.  In  the  most 
recent  paper  on  this  subject,  that  of  Hjelt,  are  the  following  state- 
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ments : — ^When  Spanish  pyrites  with  0-91  per  cent,  of  Aa  was 
used^  there  was  contained^  for  each  100  parts  of  804!!^  in  the 

Chamber-acid 0*202  As,  of  which  0040  as  AssO^. 

Glover-tower  acid   0-331       „        „      0041         „ 

Gay-Lnssac-tower  acid  ...  0*341       „         „      0*132        „ 
Acid  of  the  last  chamber  .  0*019 

The  higher  proportion  of  the  Glover-tower  acid  comes  from  the 
arsenic  contained  in  the  gas ;  the  accession  of  arsenic  in  the  Gay- 
Lussac  tower  is^  of  course^  caused  by  the  oxidizing  action  of  the 
nitrons  vitriol. 

According  to  Davis  (Chem.  News,  xxxvii.  p.  155),  in  the  Glover 
tower  all  arsenic  acid  is  reduced  to  arsenious  acid  by  the  burner- 
gas,  and  in  the  Gay-Lussac  tower  all  is  again  converted  into  arsenic 
acid.  This  assertion  is  not  merely  refuted  by  the  analyses  of 
Hjelt  just  quoted,  but  also  by  many  analyses  of  the  author's,  in 
which  he  always  found  both  degrees  of  oxidation  of  arsenic  at  the 
same  time. 

In  most  cases  of  the  employment  of  sulphuric  acid  a  small  per- 
centage of  arsenic  is  of  no  consequence — ^for  instance,  in  super- 
phosphate, or  in  sulphate  of  soda  to  be  used  for  alkali-  or  glass- 
making.  In  the  latter  case  certainly  most  of  the  arsenic  passes 
over  into  the  muriatic  acid  and  can  be  traced  there.  When  the 
muriatic  acid  is  used  for  generating  chlorine,  the  arsenic  does  no 
harm ;  for  although  it  probably  passes  over,  at  any  rate  partly, 
into  the  chloride  of  lime,  it  will  only  occur  in  this  as  the  insoluble 
and  innocuous  calcium  arseniate.  Much  more  harm  does  arsenic 
in  the  sulphuric  or  muriatic  acid  which  is  employed  in  any  way  in 
the  food  industries,  for  instance  in  the  manufacture  of  starch-sugar^ 
in  the  formation  of  molasses,  for  pressed  yeast,  for  washing  the 
regenerated  char  of  sugar-works,  &c.  A.  W.  Hofmann  has  re- 
ported a  poisoning-case  in  which  bread  was  contaminated  with 
arsenic  by  the  use  of  arsenical  muriatic  acid  along  with  soda  to 
make  the  dough  rise.  It  is  unnecessary  to  speak  of  medicinal 
uses,  since  for  them  crude  sulphuric  or  muriatic  acid  is  never  sup- 
posed to  be  employed. 

But  even  for  some  purely  technical  uses  arsenic  in  sulphuric  (or 
muriatic)  acid  is  not  aUowable  : — on  the  one  hand,  for  the  prepa* 
ration  of  certain  colours,  for  tinning  iron  (sheet  iron  cleaned  with 
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arsenical  sulphuric  acid  is  here  and  there  covered  with  spots  of 
reduced  arsenic^  which  will  not  take  the  tin  coatings — see  Gos- 
sage  in  Hofmann^s  Report  by  the  Juries,  1862,  p.  12) ;  on  the 
other  hand,  for  the  manufacture  of  preparations  which  serve  for 
food  or  medicine,  and  into  which  a  portion  of  the  arsenic  might 
pass  over.  To  these  belong  tartaric,  citric,  phosphoric  acids,  milk 
of  sulphur,  sulphide  of  antimony,  &c.  Even  in  Doebereiner's 
lighting-machines  arsenical  acid  must  be  avoided,  since  the  arseni- 
uretted  hydrogen  evolved  in  them  would  soon  spoil  the  platinum 
sponge.  It  has  also  been  observed  that  ammonium  sulphate  made 
from  ammoniacal  gas4iquor  by  means  of  strongly  arsenical  sul- 
phuric acid  turns  yeUow,  no  doubt  in  consequence  of  the  formation 
of  sulphide  of  arsenic.  It  will  be  shown  later  on,  in  describing 
Deacon's  chlorine  process,  that  arsenical  sulphuric  acid  seems  to 
do  great  harm  in  it  also. 

Probably  sulphuric  acid  intended  for  alkali  or  manure  works  is 
never  submitted  to  any  purification  at  all ;  and  for  most  purposes 
where  the  acid  ought  to  be  free  from  arsenic,  consumers  employ 
the  acid  made  from  brimstone.  Also  in  making  acid  from  pyrites 
a  large  portion  of  the  arsenic  is  deposited  in  the  connecting-pipes 
between  the  pyrites-burners  and  the  chambers,  more  especially 
when  long  cooling-flues  or  chambers  are  used,  as  is  at  any  rate  the 
case  in  the  absence  of  a  Glover  tower.  Sometimes  for  this  special 
purpose  a  small  antechamber  is  provided,  whose  acid,  of  course, 
must  not  be  run  into  the  main  chamber.  Along  with  arsenic  in 
all  these  apparatus  selenium  and  thallium  are  found,  if  such  are 
contained  in  the  pyrites;  and  it  is  in  this  way  only  that  they 
are  obtained.  At  most  factories  there  is  only  this  superficial 
purification  of  the  vitriol  from  arsenic.  At  Freiberg,  according  to 
Bode  (Dingler's  Journal,  ccxiii.  p.  26),  by  the  enlargement  of  the 
flue-dust-chambers,  the  percentage  of  arsenious  acid  in  the  chamber- 
acid,  previously  amounting  to  ^  to  ^  per  cent.,  has  been  lowered 
to  0*05  per  cent. ;  the  remainder  of  the  arsenic  is  recovered  from 
the  collecting-places  and  sold  as  such. 

In  some  cases,  however,  it  is  of  importance  for  the  producers  of 
strongly  arsenical  vitriol  to  make  it  more  salable ;  and  a  number  of 
methods  of  purification  have  been  proposed  with  this  object.  None 
of  them  seems  to  produce  an  acid  absolutely  free  from  arsenic,  but 
sufficiently  so  for  all  practical  purposes.  Bloxam  (Pharm.  Journal, 
[2],  iii.  p.  606),  by  employing  his  electrolytical  method  for  the 

2h 
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discovery  of  arsenic,  found  that  all  samples  sold  as  ''  chemically 
pure "  contained  traces  of  it,  and  that  acid  absolutely  free  from 
arsenic  cannot  be  obtained  in  any  other  way  than  from  pure  sul- 
phur dioxide  and  nitric  oxide  in  glass  apparatus  at  a  low  tempera- 
ture, avoiding  all  cork  or  india-rubber  ;  the  gases  themselves  must 
be  evolved  cold  or  at  a  very  moderate  heat. 

The  following  methods  have  been  employed  for  the  separation 
of  arsenic  from  sulphuric  acid. 

(1)  Distillation  of  the  vitriol  (Bussy  and  Buignet,  Dingl.  Joum. 
clxii.  p.  454)  is  said  to  effect  this  purpose,  even  more  completely 
than  precipitation  by  sulphuretted  hydrogen,  provided  that  the  ar- 
senic is  all  present  as  arsenic  acid,  which  remains  entirely  behind 
in  the  residue ;  if,  however,  arsenious  acid  be  present,  it  is  carried 
over  with  the  vitriol.  Since  the  sulphuric  acid  of  commerce  mostly 
contains  arsenious  acid,  it  is  to  be  treated  with  nitric  acid,  in  order 
to  convert  all  the  arsenic  into  arsenic  acid ;  then  the  acid  is  to  be 
mixed  with  a  little  ammonium  sulphate  (in  order  to  destroy  the 
nitrous  acid),  and  distilled.  In  this  case  the  arsenic  is  said  to  be 
removed  more  completely  than  by  sulphuretted  hydrogen  or  barium 
sulphide ;  at  the  same  time  the  dilution  of  the  acid,  necessary  in 
the  latter  case,  is  avoided.  But  the  distillation  of  sulphuric  acid 
is  an  operation  not  yet  introduced  at  all  on  the  large  scale,  and  is 
not  applicable  for  the  purification  of  chamber-acid. 

According  to  Blondlot  (Compt.  Rend.  Iviii.  p.  76),  the  employ- 
ment of  ammonium  sulphate  is  objectionable,  because  by  an  excess 
of  it  arsenic  acid  is  reduced  again.  He  therefore  recommends 
heating  the  acid  with  peroxide  of  manganese  or  potassium  per- 
manganate.  Bussy  and  Buignet  deny  that  an  excess  of  ammonium 
sulphate  reduces  arsenic  acid  (Compt.  Bend.  Iviii.  p.  981) .  Af  ax- 
well  Lyte  (Chem.  News,  ix.  p.  172)  says  the  statement  of  Bussy 
and  Buignet,  that  arsenic  does  not  distil  over  unless  present  as 
arsenious  acid,  is  correct;  but  in  order  to  obtain  from  the 
first  a  product  completely  free  from  nitrogen  compounds,  he 
destroys  the  latter  by  adding  to  the  sulphuric  acid  J  to  ^  per  cent, 
of  oxalic  acid,  heating  in  a  porcelain  dish  to  110°  C.  with  continu- 
ous stirring,  cooling  down  to  100°  C,  and  adding  potassian; 
bichromate  in  the  state  of  powder  or  as  a  solution  in  sulphuric 
acid,  tUl  the  green  colour  has  been  changed  to  greenish  yellow  and 
the  presence  of  free  chromic  acid  is  thus  indicated.  All  the 
arsenic  is  now  converted  into  arsenic  acid ;  and  on  distillation  a 
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perfectly  pure  acid  is  at  once  obtained.     Permanganate  of  potash 
performs  the  same  service,  but  is  more  expensive. 

(2)  Removal  of  the  arsenic  as  trichloride, — ^This  boils  at  125° 
C;  it  is  therefore  completely  volatilized  on  heating,  long  before 
the  sulphuric  acid  has  begun  to  boil:  this  process  can  be  used 
without  diluting  the  latter.  With  this  object  Otto  and  Lowe 
proposed  heating  the  acid  with  common  salt  (Dingler^s  Journal, 
cxxxii.  p.  205) — Graeger,  heating  with  barium  chloride,  because 
the  action  in  this  case  is  not  so  rapid  (ib:  civ.  p.  236) ;  Buchner 
(in  1845)  recommended  conducting  a  current  of  hydrochloric  acid 
gas  into  boiling  sulphuric  acid  and  expelling  the  hydrochloric  acid 
by  heating  in  the  open  air.  Bussy  and  Buignet  have  certainly 
proved  that  in  this  way  acid  free  from  arsenic  cannot  be  obtained ; 
but  Buchner  (Chem.  Centralbl.  1864,  p.  600)  asserts  that  this 
comes  from  the  presence  of  arsenic  acid,  and  that  an  acid  entirely 
free  from  arsenic  is  obtained  by  first  reducing  the  arsenic  acid 
contained  in  the  vitriol  by  heating  it  with  charcoal,  when  the 
sulphur  dioxide  evolved  causes  the  reduction ;  this  can  be  done 
at  the  same  time  with  introducing  the  current  of  hydrochloric 
acid  gas.  If  Buchner's  statement  is  correct,  the  troublesome 
operation  of  distilling  the  vitriol  is  unnecessary-  Schwarz  (Wag- 
ner's Jahresb.  1865,  p.  232)  heats  the  acid  for  some  time  with 
1  per  cent,  of  common  salt  and  ^  per  cent,  of  charcoal  dust  under 
a  chimney  with  a  good  draught — which  comes  to  the  same  thing, 
and  appears  to  be  more  convenient ;  but  on  carrying  it  out  on  the 
large  scale,  great  diflSculties  arise  from  the  fact  that  the  process 
does  not  work  with  dilute  add,  and  that  with  the  introduction  of 
cx>inmon  salt  into  concentrated  acid  the  glass  retorts  often  crack. 
(See  H.  A.  Smith's  pamphlet ;  he  is  unacquainted  with  the  addi- 
tion of  charcoal  recommended  ten  years  previously,  and  therefore, 
of  course,  finds  arsenic  left  in  the  sulphuric  acid  at  the  end  of  the 
operation.)  According  to  Tod  (Liebig's  Jahresb.  1856,  p.  292),  if 
a  current  of  HCl  is  introduced,  heating  to  130^-140°  is  sufiicient, 
while  if  common  salt  be  employed  the  acid  must  be  heated  to 
180°-]  90°  C,  in  order  to  expel  the  arsenic  trichloride. 

(3)  Precipitation  of  the  arsenic  as  sulphide, — This  is  the  only 
operation  carried  out  on  a  manufacturing  scale  which  offers  the 
additional  advantage  that,  apart  from  the  arsenic,  several  other 
impurities  are  precipitated  (such  as  lead,  antimony,  selenium)  and 
others  are  destroyed  (such  as  sulphurous,  nitrous,  and  nitric  acids). 

2h2 
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Under  all  circumstances  the  precipitation  must  take  place  at  a 
moderate  concentration  of  the  acid ;  too  highly  concentrated  sul- 
phuric acid  is  decomposed  by  sulphuretted  hydrogen  with  separa- 
tion of  sulphur^  according  to  the  equation 

3H2S  +  S04H2=4HaO+4S; 

the  acid  must  therefore  be  in  the  state  of  chamber-acid^  or^  better, 
not  above  106°  Tw.  When  the  arsenic  is  present  as  arsenic  acid, 
it  is  much  more  slowly  precipitated  than  when  present  as  arseni- 
ous  acid. 

The  simplest  way  for  practice  on  the  large  scale  appears  to  be, 
to  generate  the  sulphuretted  hydrogen  within  the  liquid  itself; 
and  we  shall  first  consider  the  methods  and  proposals  made  for 
this  purpose. 

(a)  Precipitation  by  barium  sulphide. — Proposed  by  Dupasquier 
in  1845,  this  process  is  said  to  be  carried  out  practically  at  Cheasy 
(Hofmann's  Report  by  the  Juries,  1862,  p.  12) ;  and  it  appears  to 
be  used  at  most  of  the  French  works  where  the  acid  is  purified  at 
all.  In  this  case  barium  sulphate  and  sulphuretted  hydrogen  are 
formed,  the  latter  being  in  the  nascent  state,  and  therefore  acting 
Tcry  energetically ;  this  process,  has,  moreover,  the  great  advantage 
of  leaving  nothing  soluble  behind  in  the  acid.  It  has  been  objected 
that  the  barium  sulphide  must  be  pure  and  must  contain  no 
hyposulphite,  since  otherwise  the  well-known  decomposition  be- 
tween HjS  and  SO^  and  separation  of  sulphur  takes  place ;  this, 
however,  is  unfounded,  because  the  barium  hyposulphite  likewise 
precipitates  the  arsenic  in  the  state  of  sulphide  (see  below),  and 
only  an  excess  of  it  (which  ought  to  be  avoided  in  any  case)  would 
occasion  the  above-mentioned  reaction. 

{b)  Sulphide  of  iron  may  be  employed  in  cases  where  the  iron 
does  no  harm — ^for  instance,  for  acid  required  in  the  tinning  and 
galvanizing  (zinking)  of  iron  &c.  Its  application,  however,  is  very 
limited. 

(c)  Sulphide  of  sodium  is  capable  of  much  wider  application, 
although  it,  too,  introduces  a  foreign  matter  (sodium  sulphate)  into 
the  acid ;  this,  however,  is  innocuous  for  most  uses  of  the  acid. 
It  can  easily  be  made  by  reducing  sodium  sulphate  with  coal ;  and 
it  must  be  added  to  the  acid  to  be  purified  until  no  further  preci- 
pitation takes  place.  The  filtration  of  the  precipitate  will  be 
described  hereafter. 
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(d)  Sodium  and  barium  hyposulphites  are  very  much  recommended; 
the  latter  is  more  expensive^  but  leaves  nothing  soluble  in  the  acid. 
The  following  is  the  reaction  which  occurs  : — 

AsgOg + 3S408Na4= AsgSg + 3S04Na2. 

According  to  W.  Thorn  (Dingl.  Joum.  ccxvii.  p.  495),  the 
sodium  hyposulphite  is  actually  used  in  some  works.  Chamber-acid 
of  106^  Tw.  is  heated  to  7(f-80°  C,  and  the  required  quantity  of 
the  reagent,  either  in  solution  or  as  powder,  is  well  stirred  up  with 
it.  The  arsenic  sulphide  is  separated  in  flakes,  which  soon  gather 
into  lumps  and  sink  down  to  the  bottom  of  the  tank ;  the  clear 
acid  is  drawn  off;  and  &esh  quantities  are  purified  in  the  same 
tank^  until  at  last  there  is  too  much  precipitate  collected  at  the 
bottom,  when  it  is  removed  and  washed.  The  operation  is  very 
simple ;  and  if  an  excess  of  the  reagent  is  avoided,  there  is  very 
little  sulphurous  acid  evolved.  In  a  particular  instance,  the 
average  percentage  of  arsenic  in  chamber-acid  of  106°  Tw.,  before 
purification,  amounted  to  0*098  per  cent.,  afterwards  to  0*004  per 
cent.  The  purified  acid  contains  from  0*03  to  0*04  per  cent, 
sodium  sulphate,  which  for  most  purposes  is  harmless.  If  the  con- 
trary should  be  the  case,  barium  hyposulphite  might  be  used,  which 
is  easily  obtained  by  precipitation  of  sodium  hyposulphite  with 
barium  chloride;  there  is  then  nothing  soluble  left  in  the  acid. 

(e)  Precipitation  by  sulphuretted  hydrogen  gas. — This  is  the 
process  mostly  used  on  the  manufacturing  scale.  We  will  first 
give  the  description  published  by  Schwarzenberg. 

In  the  German  works  the  sulphuretted  hydrogen  for  the  purifi- 
cation of  sulphuric  acid  is  obtained  as  a  by-product  from  arsenical 
ores.  At  the  Okerhutte  in  the  Harz,  where  the  impure  acid, 
according  to  Schnedermann,  contains,  in  10,000  parts,  11  to  14  of 
arsenious  acid  and  2  to  5  of  lead  sulphate  along  with  a  little  anti- 
mony, copper,  iron,  calcium,  and  potassitim,  the  following  process 
is  used : — 

The  precipitation  of  the  arsenic  with  the  lead,  antimony,  and 
copper  is  effected  in  a  pan  made  of  sheet  lead,  8  feet  2  inches  long, 
8  feet  7  inches  wide,  and  1  foot  7i  inches  deep,  in  which  the  acid, 
diluted  down  to  94°  Tw.,  is  heated  to  75°  C.  It  is  thought  neces- 
sary to  dilute  down  to  that  degree,  because  stronger  sulphuric  acid 
is  itself  more  easily  decomposed  by  sulphuretted  hydrogen.  At 
the  bottom  of  the  pan  there  is  a  table  made  of  a  sheet  of  lead 


470  SULPHURIC  ACID. 

perforated  with  many  holes,  whose  edges  are  turned  down  all 
round  about  2  inches,  so  that  the  table  is  raised  above  the  bottom 
of  the  pan  to  that  extent.  This  table  is  3  feet  7  inches  long  by 
12  inches  wide.  Below  it  the  lead  gas- tube  terminates,  conyeying 
the  sulphuretted  hydrogen,  which  is  thus  carried  into  the  acid 
divided  into  many  jets  by  the  perforations  of  the  table.  The  pan 
has  a  lead  cover  with  water  lute,  provided  with  a  pipe  for  the 
escape  of  the  sulphuretted  hydrogen  in  excess ;  the  latter  is  burnt. 
The  pan  contains  about  2  tons  of  vitriol,  of  which  the  purification 
is  effected  in  six  hours. 

A  sign  of  the  arsenic  being  completely  precipitated  is,  that  the 
acid  turns  milky.  The  acid  then  only  contains  0*3  part  of  arsenic  in 
10,000  parts ;  it  is  allowed  to  settle,  and  drawn  off  into  the  boiUng- 
down  pan  by  means  of  a  siphon.  The  brown  deposit  is  placed  on  an 
asbestos  filter  to  drain  off  the  acid  adhering  to  it.  The  sulphuretted 
hydrogen  serving  for  this  operation  is  made  from  iron  sulphide 
(obtained  by  melting  together  280  parts  of  scrap  iron  and  115 
parts  of  brimstone)  and  sulphuric  acid  of  106°  and  110°  Tw.,  as 
the  chambers  supply  it.  There  are  provided  for  this  purpose  four 
cylindrical  lead  vessels  of  14  inches  diameter  and  18  inches  depth. 
Each  of  these  has  in  its  vaulted  cover  the  lead  pipe  already  men- 
tioned, an  opening  for  introducing  the  iron  sulphide,  tightly  closed 
by  a  screwed-down  lid,  and  an  S-shaped  lead  funnel  for  pouring  in 
the  vitriol.  In  order  to  purify  the  2  tons  of  acid  in  the  pan  the 
generating  vessels  are  filled  twice,  and  consume  about  3  qrs.  17  lb. 
of  iron  sulphide  and  nearly  1  cwt.  of  vitriol  of  110°  Tw.  Every 
three  hours  the  copperas  solution  produced  is  run  into  a  pan  fixed 
below  the  generating  vessels,  and,  after  settling,  is  boiled  down  to 
crystallization,  scrap  iron  being  placed  in  the  pan  in  order  to 
saturate  the  free  acid. 

The  Freiberg  works  use  an  apparatus  in  which  the  loss  of  sul- 
phuretted hydrogen  is  much  less  than  in  the  above  process.  Here 
it  is  not  thought  necessary  to  dilute  the  sulphuric  acid  which  is  to 
be  treated  with  sulphuretted  hydrogen,  probably  because  it  is  not 
heated.  Fig.  202  gives  a  sectional  elevation,  and  fig.  203  a  sec- 
tional plan,  on  a  scale  of  1 :  50,  of  the  precipitation-apparatus.  A 
is  the  so-called  precipitation-tower;  it  is  made  of  lead,  7  feet 
8  inches  high  and  2  feet  6  inches  diameter.  The  sulphuretted 
hydrogen  gas  is  conveyed  to  it  by  the  lead  tube  a,  connected  with 
the  generating-apparatus.      The  sulphuric  acid  to  be  purified  is 
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conveyed,  just  as  it  comes  from  the  acid-chambers,  into  the  lead- 
liiied  tanks  B.  These  are  connected  with  the  lead-pipe  b  in  the 
centre  of  the  precipitation-tower,  which  at  the  bottom  euda  in  a 


low  box  perforated  with  eight  holes  c,  out  of  which  the  acid  is 
squirted  in  thin  jets  by  means  of  the  hydrostatic  pressure  acting 
in  the  pipe  b.     The  minute  division  produced  in  this  mauaer  con- 
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siderably  hastens  the  precipitatioa  of  the  arsenic.  The  squirting- 
boles  can  be  closed  by  drawing  up  the  lead-covered  iron  rod  i,  by 
which  conical  points  are  pressed  into  tbem.  The  purified  acid  runs 
off  into  the  lower  tanks  C  by  the  pipes  d,  which  can  be  stopped  by 
means  of  pinch-cocka  at  the  interposed,  india-rubber  tubings  e. 
From  the  tanks  C  the  acid  is  either  conveyed  into  the  concentra- 
ting-pans,  after  the  arsenic  sulphide  has  settled,  or  it  is  run  into  the 
forcing-apparatus  D,  in  case  it  requires  another  treatment  with 

Fig.  20S. 


sulphuretted  hydrogen,  to  be  pumped  up  into  B  again.  For  this 
purpose  the  india-rubber  acid  -  valves /,  which  can  be  pressed  upon 
the  pipes  below  by  means  of  screws,  are  opened.  When  the  vessels 
D  are  filled,  the  valves  are  closed  again,  and  air,  compressed  by  an 
air-pump,  is  forced  into  D  at  A  by  means  of  the  pipe  E,  provided 
with  the  valves  g.  The  sulphuric  acid  is  then  forced  through  the 
pipes  k  into  the  upper  tanks.  The  forcing-apparatus  consists  of 
strong  iron  cylinders  completely  lined  with  lead;  the  valves  and 
other  mountings  are  of  "regulua"  metal. 
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Latterly  the  above-described  apparatus  has  been  improved  by 
dividing  the  acid  in  the  tower^  not  by  a  squirting-apparatus^  but 
by  hollow  horizontal  prisms  made  of  lead.  The  treatment  of  the 
acid  with  sulphuretted  hydrogen  is  repeated  a  sufficient  number  of 
times^  till  a  product  is  obtained  which  shows  no  turbidity  when 
sulphuretted  hydrogen  is  conducted  into  it^  even  for  some  little 
time.  As  a  rule,  three  treatments  suffice  for  this.  The  precipi- 
tated arsenic  sulphide  is  allowed  to  settle  completely  in  large  lead- 
lined  tanks ;  and  the  clear  acid  is  drawn  off  by  a  lead  siphon  into 
the  tanks  from  which  the  concentrating-pans  are  fed.  The  pre- 
pitate  of  yellow  arsenic  sulphide^  remaining  behind  in  the  settling- 
tanks^  is  well  washed  with  water  in  filtering-boxes  lined  with  lead^ 
and  then  passed  on  to  the  arsenic-works. 

The  sulphuretted  hydrogen  at  Freiberg  is  made  from  a  so-called 
''Rohstein ''  (coarse  metal^  matt),  produced  by  smelting  raw  pyrites, 
fi«e  from  blende,  with  the  addition  of  slags.  This  matt  consists 
chiefly  of  sulphide  of  iron  of  the  composition  FeS  and  Fe^S  ;  it 
contains  a  little  silver,  which  is  recovered  by  the  subsequent 
treatment.  *  It  is  broken  up  into  pieces  of  the  size  of  a  walnut ; 
and  by  vitriol  from  the  chambers  sulphuretted  hydrogen  is  evolved 
frora  it.  Formerly  the  generating-apparatus  consisted  of  several 
communicating  lead  vessels  provided  with  a  jacket  for  the  circu- 
lation of  steam ;  now  a  single  large  square  lead  tank  is  used  for 
generating  the  gas.  The  latter  first  enters  a  washing-vessel  of 
lead  half  filled  with  water ;  through  two  glass  windows  fixed  in 
opposite  sides  of  this  vessel  the  evolution  of  the  gas  can  be  watched. 
From  this  vessel  the  gas  is  conveyed  direct  into  the  precipitation- 
tower.  The  solution  produced  from  the  matt  is  evaporated,  with 
the  addition  of  scrap  iron  for  saturating  any  free  acid ;  and  green 
copperas  is  obtained  by  crystallization.  The  undissolved  residue 
of  the  matt  is  utilized  by  extracting  the  copper  and  silver  contained 
in  it. 

The  details  given  by  Schnedermann  are  as  follows  : — 

(a)  Impure  acid  contained  in  10,000  parts — 

Specific  graTitj.  Anenious  aoid.        Lead  sulphate. 

1-832  11-86  3-74 

1-837  1319  2-85 

1-836 14-21  5-21 
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(b)  After  purification^  in  10,000  parts — 

Xlo v^  •••••••••••••••••• * Amtx^  04 

PbS04  (with  traces  of  CuSOJ  ...  172 

NajS04  and  K^SO^ 135 

v/ao v/^  •••••••••,.. ..•••••••••  \j  «jo 

FeSO^ 2-91 

xxSqv/q      ••••••••••••■■•••• \J  *J X. 

HjOg 0-49 

It  is  perfectly  free  from  nitrogen  compounds.  Subsequently,  accord- 
ing to  Kerl,  acid  has  been  obtained  containing  no  more  than  3*15 
As^Oa  and  Sb^Oa  together  and  11*28  PbS04  in  100,000  parts. 

A  complete  description  of  the  older  precipitating-apparatus  at 
Oker  has  been  given  by  Knocke  (Dingl.  Joum.  cKv.  p.  185; 
Wagner's  Jahresb.  1859,  p.  145). 

The  more  recent  precipitating-process  used  at  the  Freiberg  and 
a  few  other  works,  to  which  allusion  has  been  made  above  in 
Schwarzenberg's  description,  is  described  at  great  length,  by  Bode 
(Dingl.  Joum.  ccxiii.  p.  25 ;  Wagner's  Jahresb.  1874,  p.  259) ;  the 
following  is  an  abstract.  According  to  the  former  method  the 
vitriol  had  to  be  treated  three  times  over  before  the  precipitation 
was  complete,  and  the  evolution  of  sulphuretted  hydrogen  from 
stoneware  pots  was  also  very  troublesome.  When  the  plant  had 
to  be  enlarged,  the  following  new  arrangements  were  made  : — 

1.  Generation  of  sulphuretted  hydrogen, — For  this  purpose  coarse 
metal  is  smelted,  consisting  principally  of  FeS,  in  which  at  the 
same  time  the  silver  contained  in  the  crude  ore  is  concentrated  to 
the  amount  of  one  third  of  the  original  weight.  The  work  is 
done  in  a  blast-furnace  with  seven  tuyeres;  the  mixture  con- 
sists of 

16' 1  per  cent,  of  lump  pyrites,  containing  on  an  average  33  per 

cent,  of  sulphur. 
0*3       „       „       roasted  lump  pyrites. 

0'^      }>      »       cinders   from   subliming    arsenic  sulphide, 

with  20  per  cent,  sulphur  on  an  average. 
830      „      „      lead  slags,  with  about  30  per  cent,  silica. 

1000 
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Of  this  mixture  20  to  21  i  tons  are  daily  worked  off,  with  a  con- 
sumption of  3|  to  4  tons  of  coke  (19  per  cent,  of  the  charge) . 
The  yield  is  13^  per  cent,  of  the  charge  as  iron  sulphide  (80  per 
cent,  of  the  ore) ;  cost  of  smelting  3d.  to  S^d.  per  cwt.  of  the 
charge.  The  furnace  is  minutely  described  in  the  original.  The 
coarse  metal  is  broken  up  into  pieces  of  the  size  of  a  fist,  and  put 
into  the  sulphuretted-hydrogen-generators ;  these  receive  4  to  5 
tons  at  a  time,  which  last  8  to  10  weeks.  Then  weak  vitriol  of 
55°  to  77^  Tw.  is  added,  such  as  is  obtained  in  washing  the  arsenic 
sulphide ;  later  on,  the  acid  may  go  down  to  32°  Tw.  Each  appa- 
ratus daily  receives  5  cwt.  vitriol  of  32°  T  w.  From  5  tons  of  coarse 
metal  7i  tons  of  green  copperas  are  obtained,  the  manufacture  of 
which  from  the  weak  lyes  takes  place  in  the  usual  maimer.  The 
generators  are  represented  in  figs.  204  to  210.  They  are  wooden 
tanks  A  and  B,  made  of  3|-inch  planks,  lined  with  lead  and  con- 
nected by  a  lead  tube  a.  The  tank  A  (5  feet  6f  inches  square  and 
5  feet  2  inches  deep)  is  charged  with  coarse  metal  after  lifting  off 
the  cover,  or  through  the  man-hole  b ;  an  india-rubber  washer  is 
then  put  in,  and  the  cover  is  tightened  by  thirty  screw-bolts.  The 
vitriol  is  run  in  through  the  pipe  c.  B  has  also  a  cover,  but  with- 
out an  india-rubber  joint,  as  it  has  only  to  receive  the  copperas- 
liquor  forced  over  by  the  pressure  of  the  gas  in  the  washing- 
apparatus  (figs.  209  and  210)  and  the  regulating  valves,  just  as  is 
the  case  with  the  ordinary  laboratory  apparatus.  The  tank  A  is 
very  strongly  bound  with  iron,  which  is  all  leaded  over.  Steam 
pipes,  e,  prevent  the  copperas  from  crystallizing ;  /  serves  for  run- 
ning the  liquor  off.  On  the  bottom  of  A  radially-placed  fire-bricks 
form  a  grate  (fig.  206),  upon  which  a  lead  sieve  g  is  laid ;  and 
the  coarse  metal  lies  upon  the  latter.  The  lateral  man-holes  h 
permit  raking  out  the  residue  containing  silver.  For  each  5  tons 
of  chamber-acid,  on  an  average  1^  cwt.  of  coarse  metal  is  con- 
sumed. 

2.  Precipitation  of  the  arsenic. — ^The  chamber-acid  of  106°  Tw.  is 
treated  with  H^S  without  dilution  or  heating ;  the  apparatus  easily 
purifies  15  tons  of  vitriol  daily  by  a  single  treatment.  It  is  repre- 
sented in  figs.  211  to  217  (p.  478)  •  It  consists  of  a  square  tower  of 
5  feet  4  inches  x  5  feet  6|  inches  section,  and  16  feet  3  inches 
available  height,  which  is  constructed  in  the  well-known  manner 
with  a  wooden  framework  and  lead  sides  of  10  lb.  to  the  square 
foot.     The  sulphuretted  hydrogen  enters  at  the  bottom ;  the  air 
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carried  along  with  it  and  the  steam  escape  at  the  top.     The  tower 
is  filled  with  24  tiers  of  A-shaped  inverted  lead  gutters,  5^  inches 

Eg.  211.  Fig.  212.  Fig.  213. 


Eg.  217.  Eg.  216. 

high  and  as  wide  at  the  base,  made  of  10-lb.  lead;   the  lower 
edges  of  the  gutters  have  indentations  of  a  tolerably  small  pattern 
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(fig.  216).  Owing  to  this,  the  acid  cannot  run  down  in  jets,  but 
only  in  single  drops,  which,  in  falling  upon  the  next  lower  gutter, 
squirt  about  and  present  a  large  surface  to  the  gas.  In  each  tier 
there  are  nine  gutters,  so  arranged  that  the  passage  between  each 
two  of  them  corresponds  to  the  upper  edge  of  the  gutter  in  the 
next  lower  tier.  They  are  3  feet  8  inches  long,  and  laid  loosely  on 
leaded  ledges  at  each  side,  with  1  inch  hold  on  the  latter;  their 
vertical  distance  is  7  inches ;  the  distance  between  the  tiers,  there- 
fore^ 1^  inch.  The  acid  runs  in  at  the  cover  at  /  through  nine 
lead  pipes  with  funnels  and  regulating  cocks,  just  over  each  of  the 
lead  gutters ;  there  is  a  hydraulic  lute  and  an  oscillating  bucket, 
the  details  of  which  are  shown  in  figs.  216  and  217.  The  lead 
gnttera  should  not  be  burnt  fast  in  the  tower,  as  lumps  of  arsenic 
sulphide  occasionally  get  jammed  between  them.  These  can  some- 
times be  melted  and  removed  by  letting  in  steam. 

3.  The  filtering  and  washing  of  the  arsenic  sulphide^  in  the 
ordinary  way,  would  be  a  very  troublesome  operation.  At  Frei- 
berg, for  this  purpose  an  excellent  apparatus  is  used,  which  is 
shown  in  figs.,  218  to  220*.  A  is  the  vacuum-retort,  B  the  filter- 
ing and  washing  vessel.  The  former  is  a  small,  worn-out  steam- 
boiler  of  1  foot  10  inches  diameter  and  5  feet  7  inches  length. 
Steam  is  conveyed  into  it  through  a  from  a  boiler ;  through  b  the 
air  goes  away  along  with  the  condensed  water;  and  the  cock  there 
is  only  shut  when  steam  has  passed  through  for  several  minutes. 
Then  6,  and  afterwards  a,  are  shut,  and  the  boiler  is  allowed  to 
cool  for  some  time  in  order  to  condense  the  steam.  Then  the  cock 
c  is  opened,  which  connects  the  vacuum-retort  and  the  space  below 
the  filtering-layer  in  the  box  B.  This  box  has  already  been  filled 
with  the  acid  to  be  filtered,  whose  level  is  always  kept  at  the  same 
height,  lest  any  cracks  be  formed  in  the  exposed  layer  of  arsenic 
sulphide^  through  which  air  would  enter  and  destroy  the  vacuum. 
By  several  times  shutting  c,  opening  a  and  6,  driving  out  the  air 
by  steam  and  cooling  down  the  boiler  A,  a  vacuum  of  from  10  to 
12^  lb.  may  be  obtained.  [Probably  less  steam  and  labour  would 
be  expended  if  an  air-pump  were  used,  as  is  done  in  England.] 
The  same  vacuum-retort  [or  air-pump]  may  work  several  filters^ 
which  may  be  filled,  washed^  &c.  at  will,  since  the  cock  c  permits 
isolating  every  one  of  them. 

*  Precisely  the  same  principle  has  been  applied  in  England  for  many  years 
past  for  filtering  the  lime-mud  in  causticizing  and  for  many  other  purposes. 
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The  filters  B  are  made  of  2-inch  plaDks,  strengthened  at  the 
bottom  at  e,  fig.  220,  lined  with  lead,  4  feet  4  inchea  x  5  feet 
7  inches  section  and  1  foot  10  inches  high.  A  double  pavement 
of  acid-proof  fire-bricks  leaves  a  gutter,  communicating  with  the 

Fig.  218. 


Fig.  S19. 


bumt-on  pipe  I.  This  ends  in  an  intermediate  vessel  C,  whose 
cover  is  provided  with  oomiecting-tubea  for  the  pressure-gauge,  o, 
and  the  vacuum-retort,  A,  at  c;  m  takes  the  acid  to  the  receiving-tank 
n ;  hut  the  pipe  mn  must  be  longer  than  the  height  of  a  colomn  of 
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water  forced  up  by  the  atmospheric  pressure,  lest  the  acid  should 
get  over  into  c.  Over  the  fire-bricks  in  B  there  is  a  layer  n  of 
broken-up  quartz  (fig.  220) — at  the  bottom,  pieces  of  the  size  of  a 
walnut — higher  up,  finer  grain ;  over  this  there  is  a  finely  perforated 
sheet  of  lead,  and  on  the  top  a  layer  of  powdered  arsenic  sulphide ; 
the  whole  filtering-stratum  rises  11^  inches  above  the  bottom  of 
the  vessel.  Where  the  acid  runs  in,  a  piece  of  lead  is  placed  so  as 
to  keep  the  top  layer  from  being  damaged.  Every  two  or  three 
weeks  the  layers  n  and  m  and  the  perforated  lead  plate  must  be 
taken  out,  and  the  quartz  pieces  as  well  as  the  arsenic  sulphide 
must  be  rinsed  in  water.  The  whole  plant  requires  several  pressure- 
apparatus  (acid-eggs)  and  a  good  air-pump. 

At  Oker  the  work  is  done  very  much  as  at  Freiberg  (Brauning, 
p.  142)  ;  but  here  only  that  portion  of  the  acid  is  purified  which  is 
not  sold  to  lai^e  consumers,  especially  for  superphosphate-making. 
It  is  thought  best  here  to  dilute  the  acid  to  97°-100°  Tw.,  and  to 
assist  the  generation  of  sulphuretted  hydrogen  by  injecting  steam 
at  the  beginning. 

An  English  patent  of  M'Kechnie  and  Gentles  (No.  3229,  25th 
August,  1877)  contains  essentially  the  same  process  as  is  practised 
at  Freiberg  and  Oker. 

Ptarification  of  the  Sulphuric  Add  from  Nitrogen  Compounds, 

Already,  when  treating  of  the  purification  of  vitriol  from  arsenic, 
it  has  been  stated  that  mostly  at  the  same  time  the  nitrogen  com- 
pounds are  removed,  and  always  when  sulphuretted  hydrogen  is 
employed  for  that  purpose.  In  most  works,  it  is  true,  no  such 
purification  from  arsenic  takes  place;  but  for  most  uses  of  the 
vitriol  the  small  proportion  of  nitrogen  compounds  which  they 
contain  is  so  unimportant  that  their  removal  is  not  called  for.  In 
all  cases,  however,  where  sulphuric  acid  has  to  be  concentrated  in 
platinum  apparatus,  it  must  be  purified  as  much  as  possible  from 
absorbed  nitrogen  acids,  as  otherwise  the  platinum,  as  we  shall  see 
hereafter,  would  be  much  more  strongly  acted  upon.  Since  this 
has  been  known,  probably  such  purification  takes  place  nearly 
everywhere,  but  by  different  methods. 

1.  Purification  by  sulphurous  acid. — Payen  has  proposed  a  con- 
trivance for  this  object,  which  is  also  found  in  the  diagram  of  the 
acid-concentration  in  lead  and  platinum  to  be  given  hereafter  from 
Schwarzenberg^s  work.     This  is  a  cover  over  the  first  boiling-down 

2i 


482  SULPHURIC  ACID. 

pan  with  partitions  which  force  the  gas  to  travel  twice  backwards 
and  forwards^  and  below  which  the  sulphurous  kiln-gas  circulates. 
Some^  instead  of  this^  use  pans  arched  over.  This  apparatus^ 
however,  fulfils  its  purpose  very  ineflficiently,  because  the  contact 
between  the  vitriol  and  the  sulphurous  acid  is  very  incomplete. 
This  object  can  be  attained  perfectly  in  all  works  where  a  Glover 
tower  is  employed ;  in  this  the  acid  can  be  fully  denitrated,  and, 
moreover,  some  little  sulphurous  acid  can  be  dissolved,  in  which 
case,  as  Scheurer-Kestner  has  shown  (see  below) ,  it  acts  least  upon 
platinum ;  but,  unfortunately,  the  Glover-tower  acid,  owing  to  its 
large  percentage  of  iron,  cannot  well  be  used  for  concentration  in 
platinum  stills. 

2.  TVeatment  with  brimstone  has  been  proposed  by  Barruel. 
It  is  used  in  the  shape  of  flowers  of  sulphur,  which  sometimes, 
according  to  Schwarzenberg,  is  put  into  boxes  of  stoneware,  placed 
in  the  first  pan,  in  which  the  temperature  does  not  rise  to  the 
melting-point  of  sulphur,  and  in  which  the  vitriol  contains  most 
water.  Special  care  must  be  taken  that  no  sulphur  gets  into  the 
following  pans,  because  strong  hot  vitriol  is  decomposed  by  sulphur 
with  the  formation  of  SOj,  and  for  each  part  of  S  6^  parts  of  SO4H2 
are  lost.  According  to  Bode  ('  Gloverthurm,'  p.  3)  this  process  is 
not  efficient;  so  long  as  the  brimstone  is  still  in  the  state  ot 
powder,  its  action  is  very  small,  while  the  lead  is  already  being 
acted  upon  by  the  nitrogen  acids.  Later  on,  with  the  rise  of  tem- 
perature, the  brimstone  melts  and  rises  in  small  drops  to  the  surface 
of  the  hot  acid,  whence  it  mostly  escapes  into  the  air  as  SOg. 

3.  The  employment  of  organic  substances, — Oxalic  acid,  proposed 
by  Lowe,  has  already  been  mentioned  in  the  purification  from 
arsenic.  Sugar  has  been  proposed  by  Wackenroder.  Skey  recom- 
mends agitation  with  charcoal,  but  only  for  dilute  acid  (Chem. 
News,  xiv.  p.  217).  Olivier  uses  a  little  alcohol  in  the  lead  pans 
('  Bapports  du  Jury  international,'  1867,  vii.  p.  35) . 

None  of  these  substances  is  used  to  any  extent  in  manufacturing 
practice. 

4.  Ammonium  sulphate  has  been  proposed  with  this  object  by 
Pelouze  (Ann,  Chim.  Phys.  Ixxvii.  p.  52),  and  has  been  proved  to 
be  the  best  of  all.  By  this  the  nitrogen  acids  can  be  so  completely 
removed  that  the  vitriol  is  tinted  red  by  the  first  drop  of  a  solution 
of  potassium  permanganate.  In  this  case  nitrogen  escapes,  accord- 
ing to  the  following  equations  : — 
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N20g+2NH3  =  3H2O+4N, 

3N05+4NHg  =  6H2O  +  7N, 

3NO3H  +  5NH3  =  9H2O  +  8N. 

This  means  is  now  universally  employed,  unless  the  acid  has 
been  suflSciently  denitrated  in  the  Glover  tower.  Under  normal 
conditions  0-1  to  0-5  lb.  suffice  for  purifying  100  lb.  of  vitriol. 

Production  of  chemically  pure  Sulphuric  Acid. 

Hayes  (Dingl.  Joum.  ex.  p.  104)  has  proposed  to  add  nitre  to 
the  vitriol  of  152*^  Tw.,  coming  from  the  lead  pans,  sufficient  for 
destroying  the  largest  portion  of  any  hydrochloric  acid  present, 
and  for  oxidizing  completely  the  sulphurous  and  arsenious  acids, 
then  to  destroy  the  nitrous  acid  &c.  again  by  adding  ^  per  cent,  of 
ammonium  sulphate — ^to  add  a  little  oxide  of  lead,  to  cool  and 
settle  in  leaden  vessels,  and  to  cool  the  clear  acid  siphoned  oflF  in 
shallow  lead  pans  down  to  — 18*^  C.  In  this  case  the  hydrate 
SO^Hg-f  HjO  crystallizes  out;  the  mother-liquor  containing  all 
impurities  is  decanted;  the  crystals  are  washed  with  pure  acid, 
and  then  form  square  prisms  sometimes  an  inch  thick  and  1^  in. 
long.  These  are  fused  in  clean  lead  vessels,  and  used  as  they  are, 
or  further  concentrated  in  a  platinum  still.  This  process  was 
intended  to  save  the  distillation ;  it  has  not  been  successful,  how- 
ever; for  it  is  troublesome  and  yet  does  not  produce  a  really  pure 
acid. 

The  only  plan  for  making  perfectly  pure  sulphuric  acid  for  phar- 
maceutical and  analytical  purposes  is  still  Jractional  distillation, 
connected  with  such  operations  as  previously  remove  the  volatile 
impurities  of  the  vitriol  or  convert  them  into  fixed  compounds. 
We  have  seen  above  how  the  arsenic  and  the  nitrogen  compounds 
can  be  removed.  It  is  best  to  destroy  the  latter  first  by  ammonium 
(Bulphate,  and  to  convert  the  arsenious  acid  into  non-volatile  arsenic 
acid.  It  is  safer,  on  account  of  the  danger  of  spurting,  first  to 
remove  both  nitrogen  compounds  and  arsenic  by  means  of  sulphu- 
retted hydrogen ;  but  then  the  acid  must  be  much  diluted  previously. 
It  never  becomes  absolutely  free  from  arsenic  in  this  way;  it  is 
therefore  always  preferable  to  employ  brimstone-acid  for  rectifica- 
tion. 

According  to  Nickles,  hydrofluoric  acid  is  sometimes  foimd  in 
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vitriol ;  and  it  can  be  removed  by  diluting  it  with  twice  its  bulk  of 
water  and  heating  it  for  15  hours. 

The  fixed  substances^  such  as  iron^  lead^  copper^  &c.^  remain  in 
the  retort  on  rectifying ;  and  in  order  to  avoid  contamination  with 
organic  substances^  the  receiver  is  changed  when  about  ^j^  part  of 
the  acid  has  come  over ;  the  distillation  is  interrupted  when  only 
i  to  -^  of  the  acid  is  left  behind  The  portion  distilling  between 
these  two  limits  is  quite  pure. 

The  distillation  of  sulphuric  acid  is  a  very  disagreeable  and  even 
dangerous  operation^  on  account  of  the  strong  bumping  caused  by 
the  sudden  development  of  large  bubbles  of  vapour ;  this  is  espe- 
cially favoured  by  the  lead  sulphate  separating.  In  such  cases  the 
retort  is  sometimes  bodily  lifted  up^  and  of  course  smashed  when 
it  falls  back  upon  its  seat.  The  bumping  must  therefore  be  avoided 
as  much  as  possible^  for  which  purpose  the  following  plans  have 
been  proposed. 

Berzelius  prescribed  heating  the  retort  more  from  the  sides  than 
fipom  below,  by  placing  a  sufficiently  wide  sheet-iron  cylinder  upon 
the  grate  of  the  furnace,  so  that  the  bottom  of  the  retort  just  fits 
into  it ;  the  coals  in  the  furnace  then  only  heat  its  sides.  In  this 
case,  however,  the  iron  cylinder  may  act  as  a  cracking  ring ;  and 
A.  Miiller  (Polyt.  Centralbl.  1860,  p.  1069)  therefore  employs  an 
iron  boiler,  in  whose  bottom  a  special  iron  ring  protects  the  retort- 
bottom  from  heating,  whilst  the  remaining  space  of  the  boiler  round 
the  retort  is  filled  with  fine  cast-iron  borings.  In  any  case  the 
retort  ought  to  be  heated  in  a  cupel  just  fitting  it,  which  is  gene- 
rally filled  with  sand;  Reese  (Dingl.  Joum.  civ.  p.  395)  puts  ashes 
on  the  bottom,  as  a  bad  conductor  of  heat.  Frequently,  however, 
the  retort  is  heated  direct  in  a  fire,  and  is  merely  protected  by 
asbestos  or  by  a  paste  of  clay  which  is  continued  up  to  the  curve 
of  the  neck,  so  that  the  vapour  is  prevented  firom  condensing  too 
soon. 

In  any  case  the  retorts  must  be  made  of  very  good  glass,  free 
from  knots,  equally  thick  all  over,  and  not  too  large;  the  neck 
must  be  protected  against  draughts,  and  must  not  extend  to  the 
middle  of  the  receiver,  as  the  latter  might  be  cracked  by  the  hot 
drops  of  acid  falling  into  it.  It  is  neither  necessary  nor  advisable 
to  cement  the  joint  between  the  retort  and  the  receiver,  or  to 
cool  the  latter,  considering  the  high  boiling-point  of  the  acids; 
but  it  is  useful  to  place  a  strip  of  asbestos  between  the  neck  of  the 
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retort  and  the  receiver^  in  order  to  protect  the  latter  against  over- 
heating at  the  point  of  contact. 

The  bumping  is  very  commonly  avoided  by  putting  in  substances 
iNrhich  favour  a  regular  evolution  of  vapour.  For  this  purpose  the 
following  are  useful : — platinum  scraps  or  wire^  for  instance  in  the 
shape  of  spirals ;  bits  of  quartz^  of  porcelain^  or  of  very  hard  coke. 
Pelloggio  recommended  a  wide  glass  tube^  drawn  out  to  a  fine  point 
at  the  lower  end^  and  reaching  almost  down  to  the  bottom  of  the 
retort;  through  this  the  air  can  communicate  with  the  interior 
(Polyt.  Centralblatt.  1868,  p.  392).  Hager  has  tried  this  and 
found  it  useless.  Dittmar  conducts  a  continuous  slow  current  of 
air  through  the  boiling  acid  (see  above,  p.  19) . 

When  distilling  about  1  cwt.  at  a  time,  it  takes  from  5  to  6  hours 
of  moderately  strong  heating  before  the  contents  of  the  retort  begin 
to  boil ;  after  12  hours  one  twentieth  has  distilled  ofE.  The  receiver 
is  now  changed ;  after  36  hours  (counting  from  the  commencement) 
the  acid  is  distilled  off  within  one  eighth  or  one  tenth,  and  the  ope- 
ration is  stopped.  According  to  whether  the  first  change  of  receiver 
has  been  made  a  little  sooner  or  later,  acid  more  or  less  concentrated 
is  obtained. 

The  following  method  is  very  much  to  be  recommended,  because 
the  danger  of  handling  such  liurge  quantities  is  hereby  avoided.  A 
smaU  tubulated  retort  holding  from  a  pint  to  a  quart  is  employed ; 
above  this,  a  little  to  one  side,  a  bottle  of  convenient  size  is  mounted, 
provided  with  a  glass  cock,  into  which  the  sulphuric  acid  to  be  rec- 
tified is  put,  after  it  has  been  freed  from  all  volatile  impurities  by 
previous  heating.  The  distillation  is  now  started  in  the  small  retort, 
which  is  about  half  filled,  and  into  which  a  few  scraps  of  platinum 
are  put.  Afterwards,  by  means  of  the  glass  cock  and  of  a  finely 
drawn-out  glass  tube,  as  much  acid  is  allowed  to  run  continuously 
from  the  stock-bottle  into  the  retort  as  is  distilling  off.  The  ope- 
ration may  be  continued  till  too  much  of  fixed  substances  is  accu- 
mulated in  the  retort.  The  author  has  seen  this  plan  at  work  in 
English  factories. 
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CHAPTER  XIII. 


THE  CONCENTRATION  OF  SULPHURIC  ACID. 

The  vitriol^  as  obtained  direct  in  the  chambers  (that  is  to  say^  from 
106^  to  at  most  124°  Tw.  strong),  is  sufficiently  concentrated  for 
many  technical  purposes ;  and  where  the  acid  is  used  up  again  for 
such  purposes  at  the  same  works^  its  further  concentration  is,  of 
course,  out  of  the  question.  This  is  the  case,  for  instance,  with 
large  industries  having  their  own  vitriol-works,  with  the  manufac- 
turers of  superphosphate  and  of  sulphate  of  alumina  (concentrated 
alum).  Even  for  making  sulphate  of  soda  from  common  salt  it  is 
quite  easy  to  manage  with  acid  of  124^  Tw.,  although  stronger  acid 
is  better ;  and  in  fact  some  alkali-makers  (not  so  many  now  as 
formerly)  work  without  any  concentrating-apparatus,  making  their 
chamber-acid  as  strong  as  possible.  This,  to  be  sure,  excludes  the 
application  of  a  6ay-Lussac  tower ;  and  such  works  certainly  did 
not  possess  such  a  tower.  With  the  introduction  of  the  Olover 
tower  the  state  of  matters  was  changed,  inasmuch  the  manufac- 
turers using  this  tower  can  concentrate  all  their  acid  to  144^  or 
or  even  152^  Tw.  without  any  cost,  and  thus  arrive  at  the  same 
point  as  those  who,  not  using  that  tower,  concentrate  their  acid  in 
lead  pans.  But  since  Glover  towers  are  far  from  universal,  and 
since  they  are  not  suitable  for  all  the  uses  of  sulphuric  acid  (see 
p.  441),  we  must  here  describe  the  other  concentrating-apparatus 
as  well.  These  come  into  use  especially  where  vitriol  of  170°  Tw. 
is  to  be  made,  for  which  the  Glover- tower  acid  is  not  very  well 
adapted. 

It  should  be  borne  in  mind  that  in  boiling  dilute  sulphuric  acid 
the  escaping  vapour  consists  almost  entirely  of  water,  and  contains 
very  little  sulphuric  acid  indeed.  The  acid  remaining  behind  will 
therefore  become  more  and  more  concentrated,  without  any  material 
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loss  of  acid^  so  long  as  144°  Tw.  is  not  exceeded.  Walter  (as  quoted 
in  Bode's  *  Glover  Tower/  p.  17)  found  that  the  loss  in  concentrating 
vitriol  in  open  pans  up  to  144°  Tw.  only  amounts  to  0*01  per  cent. 
At  the  same  time  the  boiling-pointy  which  in  the  case  of  chamber- 
acid  is  about  147°  C,  gradually  rises  :  that  of  acid  of  144°  Tw.  is 
200° ;  that  of  acid  of  152°  Tw.,  215^  Beyond  this  the  boiling, 
point  rises  very  rapidly,  and  finally  becomes  stationary  at  338^  C, 
at  which  point  not  yet  real  sulphuric  acid  (S04H<2),  but  an  acid 
contaLning  about  1'2  to  1*5  per  cent,  of  water  remains  behind.  In 
practice  this  limit  is  hardly  ever  reached ;  the  heating  is  stopped 
when  the  remaining  acid  nominally  shows  170°  Tw. ;  for  the  most 
part  its  real  density  amounts  to  only  1830  or  1-835  =  166°  or  167° 
Tw.  A  table  of  the  boiling-points  of  sulphuric  acids,  according  to 
their  dilution,  has  been  given  above  at  p.  36. 

The  way  in  which  sulphuric  acid  is  to  be  concentrated  is  modi- 
fied, first,  by  the  material  of  the  concentrating  vessels.  From  what 
has  been  said  above  (p.  40)  it  follows  that  sulphuric  acid  of  144^, 
or  even  up  to  152°  Tw.,  acts  very  little  upon  the  lead,  even  when 
hot ;  and  so  long  as  the  acid  has  not  to  be  stronger  than  144°  Tw., 
leaden  vessels  are  always  used^,  which  ofier  the  advantage  that  they 
can  be  made  of  any  size,  and  that,  when  they  are  worn  out,  they 
can  be  very  easily  melted  up  and  the  material  used  over  again.  It 
is  not  advisable  to  carry  on  the  concentration  in  lead  above  144°  Tw., 
because  at  that  point  the  lead  is  much  acted  upon ;  and  in  no  case 
can  lead  pans  be  used  beyond  152^  Tw.,  both  because  in  that  case 
the  boiling-point  of  the  acid  too  nearly  approaches  the  temperature 
at  which  the  lead  begins  to  soften,  and  because  the  acid  then  acts 
too  strongly  upon  it. 

The  further  concentration  of  the  acid  must  take  place  in  vessels     ^^  o^  v  s 
of  \mA  or  platinum,  or  in  apparatus  of  peculiar  construction,  which 
will  be  described  hereafter. 

The  concentration  of  sulphuric  acid  to  144°  or  to  152°  Tw.  is 
therefore  always  carried  on  in  lead  pans  (apart  from  the  Glover 
tower j .  These  pans,  however,  may  be  constructed  in  very  different 
ways.  They  may  either  be  heated  by  a  direct  fire,  and  either  from 
the  top  or  &om  the  bottom,  or  by  steam,  or  by  the  waste  heat  of 
the  pyrites-burners ;  and  their  construction  differs  accordingly,  as 
will  appear  from  the  detailed  description. 

♦  The  only  exception  ia  a  process  of  Faure  and  Kessler's,  hardly  much  in  use, 
of  canying  on  even  the  first  concentration  up  to  144°  Tw.  in  platinum  dishes. 


J 
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I.  Lead  pans  heated  from  the  top. 

This  is  the  appropriate  mode  of  firing  when  the  purity  and  espe* 
cially  the  appearance  of  the  vitriol  are  of  less  moment  than  a  saving 
in  fuel  and  the  accomplishment  of  a  large  amount  of  work.  The 
acid  in  this  case  is^  of  course^  contaminated  by  the  flue-dust^  and  is 
always  more  or  less  stained  by  sooty  matters^  whence  its  English 
name^  '^  brown  vitriol/^  has  arisen.  These  contaminations  are 
quite  harmless  when  it  has  to  be  used  for  decomposing  salt,  for 
superphosphate^  and  for  many  other  purposes. 

On  the  other  hand  the  rate  of  evaporation  with  a  fire  from  above 
is  very  quick^  because^  firsts  the  hot  gas  is  brought  into  immediate 
contact  with^  and  thus  can  communicate  its  heat  much  better  to^ 
the  acid  than  when  the  two  are  separated  by  metallic  plates; 
secondly^  the  vapours  formed  thereby  are  at  once  removed  by  the 
draught — which,  as  is  well  known  by  experience,  very  much  assists 
the  evaporation.  Moreover,  fired  from  the  top,  the  pans,  if  pro- 
perly constructed,  are  much  less  acted  upon  than  when  fired  from 
below;  especially  the  danger  of  being  burnt  through  from  the 
workmen's  carelessness  is  much  smaller. 

Concerning  the  loss  of  acid  in  evaporation  no  experiments  have 
been  published;  probably  it  is  somewhat  larger  than  with  pans 
heated  from  below.  Hasenclever  (^  Berichte  d.  deutsch.  Chem. 
Gesellsch.'  v.  p.  504)  mentions  that  these  ^'  evaporating-furnaces  '^ 
have  been  done  away  with  again  at  many  works  because  the  acid 
is  easily  overheated,  and  because  much  acid  may  escape  with  the 
fire-gas.  In  England,  where  the  pans  with  top  heat  have  been 
built  in  a  more  suitable  manner  than  those  mentioned  by  Hasen- 
clever, they  have  never  had  to  be  removed  for  the  reason  mentioned 
by  him. 

According  to  the  above,  pans  with  top-heat  are  especially  suitable 
for  larger  alkali-  and  manure- works  or  for  acid  to  be  sold  to  the 
latter,  but  less  so  for  sale-acid  for  other  purposes.  They  were  far 
more  extensively  used  in  England  than  pans  with  bottom-heat ; 
but  they  have  become  superfluous  wherever  there  are  Glover 
towers.  Such  pans  have  been  described  by  Godin  ('  Annales  des 
Mines,^  1865,  p.  344)  and  by  the  author  (Dingl.  Journ.  cci.  p.  352). 
In  any  case  the  lead  must  be  protected  from  direct  contact  with 
the  fire ;  or  at  least  the  pans  must  be  cooled  in  such  a  manner  that 
the  lead  cannot  melt.  The  first  way  of  doing  this  is  to  keep  the 
pan  always  filled  to  the  same  level,  and  that  near  to  its  top,  leaving 
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only  a  sufficient  margin  to  prevent  any  boiling-over.  And  in  ordi- 
nary work  the  acid  is  never  drawn  off  altogether  unless  for  repairs ; 
but,  the  concentrated  acid  being  heavier  and  sinking,  it  is  continu- 
ally drawn  off  hi3m  the  bottom,  and  fresh  acid  is  continually  run  in 
at  the  top,  as  long  as  the  concentrating  process  goes  on.  Even  then 
the  empty  portion  of  the  pan  has  to  be  protected,  especially  at  the 
fire-bridge  j  and,  in  many  English  works,  for  this  purpose  a  lead 
pipe  was  burnt  on  all  round,  through  which  ran  a  continuous 
stream  of  cold  water.  This  contrivance  cannot  be  highly  recom- 
mended, because  the  pipe  soon  gets  leaky.  Moreover  the  raising 
of  the  water  costs  something ;  and  therefore  the  following  arrange- 
ment is  preferable. 

Fig.  223  shows  a  front  elevation,  fig.  222  a  cross  section,  and 
fig.  221  a  plan,  of  a  pan  with  top  heat.   The  fireplace,  A  (2  ft.  x4ft.). 

Fig.  221. 


aULFHVHIC  ACID. 

Fig.  223. 


is  built  up  quite  iodependently ;  its  only  connexion  with  the  pan 
B  is  by  the  arch  a,  and  the  fireclay  slabs  c,  2  feet  long,  lying  on 
the  fire-bridge,  b ;,  the  slabs  c  have  a  6-inch  hold  on  b ;  and  as  the 
space  d  between  A  and  B  is  1  loot  wide,  they  project  6  inches  into 
B.  The  grate  in  A  la  here  shown  as  a  plain  one;  it  might,  of 
course,  be  more  rationally  constructed ;  and  at  some  works  it  was 
replaced  by  a  generator  fire.  Anyhow  the  air-channel,  d,  prevents 
any  injurious  infiuenee  of  the  heat  of  the  fireplace  on  the  pan^  and 
we  need  only  heed  the  flame  itself. 

The  pan  B  is  always  made  of  a  single  sheet  of  lead,  weighing  from 
15  to  as  much  as  30  lb.  per  superficial  foot ;  the  comers  are  not 
made  by  cutting  out,  bat  by  folding  over,  as  shown  plainly  in 
fig.  221.  Since  such  stout  lead  cannot  easily  be  bent  cold,  along 
the  line  marked  out  for  the  folding  a  small  fire  of  shavings  is  made, 
of  course  taking  care  to  avoid  melting  the  lead ;  the  lead  then 
softens  sufficiently  to  be  bent  with  ease.  The  pan  is  placed  on 
brick  pillars,  ee,  standing  quite  free,  so  that  the  space  between 
them  and  below  the  pan  is  accessible  at  any  time.  On  the  pillars 
strong  wood  beams,  //,  are  laid ;  and  across  these  3-inch  planks  are 
placed  close  together ;  they  are  covered  with  a  thin  layer  of  sand, 
on  which  the  pan  itself  is  set.  The  pillars  and  beams  project  on 
each  side  10  inches  beyond  the  pan  itself,  and  thus  support  small 
brick  pillars,  hJi,9  inches  tquare,  not  quite  touching  the  lead,  and 
connected  together  at  the  top  by  cast-iron  girders,  i  i.  These  have 
an  angular  section,  and  serve  as  springers  for  the  arch  a,  which  is 
thus  quite  independent  of  the  pan.  To  be  sure,  the  pillars,  A  h,  are 
much  too  weak  to  bear  the  side  pressure  of  the  arch  ;  but  this  is 
kept  up  by  the  binding-rods,  k  k.      The  upper  margin  of  the  lead 
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pan  is  bent  round  at  a  right  angle,  and  jammed  in  between  the 
pillars,  h  A,  and  the  girdere,  1 1 ;  in  this  -v&y  the  sides  of  the  pan 
are  kept  stiff.  Next  to  tlie  fireplace,  where  the  pan  becomes  hottest 
and  most  readilj'  gives  way,  it  may  be  protected  by  iron  rails  and 
stays,  II. 

A  neater,  but  rather  dearer,  plan  is  this : — Instead  of  the  brick 
pillars,  e  e,  there  are  cast-iron  columns 
provided,  carrying,  about  halfway  up,  ^-  ^^ 

brackets,  upon  which  metal  plates  for 
supporting  the  pan- bottom  are  laid. 
The  columns  are  connected  at  the  top 
by  metal  girders  serving  aa  springers 
for  the  pan-arch,  and  are  kept  together 
by  bracing-rods.  Pig.  224  will  make 
this  plainer. 

The  proper  protection  of  the  pan 
from  the  fire  is  brought  about  by  the 

dry  wall,  m  m,  built  up  all  round  within  the  pan,  of  the  best,  hardest, 
acid-proof  firebricks  or  stoneware  slabs.  At  the  long  sides  this  wall 
reaches  up  to  the  arch ;  at  the  fire-end  it  only  reaches  to  the  upper 
mai^  of  the  pan,  and  there  carries  the  projecting  fireclay  slabs,  c ; 
at  the  chimney-end  there  are  similar  slabs,  n,  reaching  up  to  the 
down-draught,  o.  The  wall,  m  m,  stands  about  1  inch  off  the  pan- 
sides,  and  has  openings  at  the  bottom,  so  that  the  acid  can  circulate 
freely.  It  is  evident  that  the  fire  can  nowhere  touch  the  lead  itself; 
and,  moreover,  the  pan  is  also  protected  outside  by  the  cooling  ac- 
tion of  the  air;  so  that  it  cannot  possibly  melt,  or  even  soften. 
The  greatest  danger  of  this  is  still  left  at  the  fire-end,  to  which,  cer- 
tainly, great  attention  must  be  paid.  In  the  arch  there  are  man- 
holes, pp,  and  an  inlet-pipe  for  acid,  whilst  the  strong  acid  is 
drawn  off  by  a  siphon  firom  the  end  s,  left  &ee  by  the  arch ;  it  is 
still  better  to  attach  to  the  bottom  of  the  pan  an  overflow-pipe 
which  rises  to  its  top,  and  whose  mouth  can  easily  be  narrcwed 
according  to  requirement.  The  pan  is  preserved  better  if  the  fresh, 
cool  acid  runs  in  at  the  part  nearest  the  fire-bridge  whilst  the 
strong  acid  is  taken  away  from  the  opposite  end  of  the  pan,  where 
it  is  coolest.  It  is  always  too  hot  to  be  used  directly  j  and  there- 
fore it  is  run  into  shallow  lead  coolers,  stayed  by  iron  or  wood 
Barnes,  of  which  one  is  being  filled  whilst  the  contents  of  the  other 
are  being  used.     If  the  acid  should  not  run  off  sufficiently  strong. 
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either  the  fire  is  increased^  or  the  supply  of  weak  acid  is  diminished^ 
or  both. 

The  width  of  the  pan  is  dependent  upon  that  of  the  sheet-lead ; 
if  for  the  sides  about  17  inches  each  are  allowed^  about  4  feet 
11  inches  generally  remain.  The  length  is  always  much  more  con- 
siderable^ rarely  below  20  feet^  but  sometimes  as  much  as  33  feet. 
The  longer  the  pan^  the  better  the  fire  is  utilized.  The  consump- 
tion of  fuel  is  always  much  less  than  for  pans  with  bottom-fires ; 
Bode  estimates  it  at&om  10  to  12  per  cent,  of  the  strong  acid^  but 
without  any  experience  of  his  own.  The  repairs  of  a  properly  con- 
structed pan  of  this  kind  are  much  less  than  those  of  a  pan  with 
bottom-heat  (as  it  always  is  in  analogous  cases) ;  and  the  work  done 
is  much  larger  for  an  equal  area.  A  pan  of  4  feet  11  inches  width 
by  33  feet  length  was  sufficient,  in  the  author's  experience,  for 
boiling  down  80  tons  of  acid  of  144°  Tw.  per  week,  from  chamber- 
acid  of  116-124^  Tw. 

Clough  (^  American  Patent,  Official  Report/  i.  p.  495,  iii.  p.  166) 
has  proposed  a  similar  apparatus  for  cencentratiog  the  vitriol  up  to 
170°  Tw.  His  pan  was  protected  from  the  fire,  inside  by  a  wall, 
and  outside  by  cold  water  contained  in  an  iron  jacket.  This  can 
hardly  be  put  into  practice,  because  the  loss  of  acid  vapours 
would  be  too  great. 

2.  Lead  pans  with  bottom-heat. 

These  pans  are  mostly  made  of  much  smaller  sije  than  those  with 
top-heat;  the  essential  reason  of  this  is  the  different  wear  and 
tear  which  they  suffer  according  to  whether  they  are  more  or 
less  exposed  to  the  fire ;  moreover  the  concentration  in  this  case  is 
very  regular,  the  pans  always  being  arranged  in  sets,  so  tiiat  the 
weak  acid  flows  in  at  one  end  of  the  set  and  runs  over  from  one  pan 
to  another  till  it  runs  off  sufficiently  strong  at  the  other  end  of  the 
set,  in  order  to  be  used  up  or  sold,  or  to  be  further  concentrated  in 
platinum  vessels.  Sometimes,  however,  long  pans  made  in  one 
piece  are  used,  especially  in  England.  In  that  case  the  first  part, 
nearest  the  fire,  is  protected  by  an  arch,  the  larger  part  of  the  pan- 
bottom  behind  this  by  fire-clay  slabs  or  metal  plates,  as  shown  in 
figs.  225  to  227. 

The  latter  are  sometimes  covered  by  a  thin  layer  of  sand,  in 
order  to  communicate  the  heat  evenly  to  the  pan;  but  this  greatly 
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Fig.  22S.  Fig.  236. 
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hinders  the  heat-conrection.     The  pan  is  etiSened  inside  hy  iron 
stays  covered  with  lead ;  and  it  is  covered  by  an  arch  to  cany  ofi* 

Fig.  227. 


the  vapours  into  the  open  air  or  into  the  chambers — the  latter 
rarely. 

On  the  Continent  small  pans  are  very  generally  used,  of  5  to 
7  feet  length  and  width,  and  from  12  to  16  inches  depth,  of  which 
from  four  to  six  form  a  set.  They  are  made  of  16-  to  18-lb.  lead, 
mostly  by  bending  up  the  sides  and  folding  over  (not  cutting  out) 
the  comers.  They  are  often  set  in  steps,  each  pan  abont  2^  inches 
lower  than  the  preceding  one,  as  shown  in  fig.  228  j  in  other  case)'. 

Fig.  228. 
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however,  they  are  placed  at  one  level,  but  are  made  of  different 
depths — the  pan  which  receives  the  weak  acid  being  the  deepest 
(16  inches),  and  each  following  one  a  little  lower,  the  last  pan  (for 
strong  acid)  coming  down  to  12  inches.  In  this  way  the  acid  can 
also  flow  from  one  end  of  the  set  to  the  other ;  and  this  arrange- 
ment will  be  shown  hereafter,  in  the  section  on  concentration  in 
platinum  dishes.  At  the  Oker  Works  there  is  a  long  pan  divided 
by  partitions  into  seven  compartments  of  equal  height  and  level ; 
the  fire-grate  is  in  the  centre  of  one  side ;  and  the  flame  first  passes 
in  the  centre  to  the  back,  and  then  returns  at  both  sides  to  the  front 
of  the  pan. 

The  acid  is  generally  carried  over  from  one  pan  into  the  next  by 
continuously  acting  cup-siphons,  as  seen  in  fig.  228.  But  as  such 
siphons  frequently  cease  to  act  in  consequence  of  air  getting  in  owing 
to  the  slow  current  and  the  small  difference  of  levels,  there  ought 
always  to  be  an  overflow-pipe  provided  to  prevent  the  pans  from 
running  over.  It  is  even  preferable  to  replace  the  siphons  altogether 
by  overflow-pipes,  which  take  the  acid  from  the  bottom  of  one  pan 
and  allow  it  to  run  on  to  the  top  of  the  next  one ;  this  arrangement 
certainly  requires  the  work  of  a  very  good  plumber,  to  last  without 
continual  repairs.  The  chamber-acid  is  constantly  running  into 
the  first  pan  in  a  regulated  stream ;  and  the  strong  acid  runs  off 
from  the  last  pan  without  any  further  interference,  the  supply 
being  so  regulated  that  the  proper  strength  is  obtained. 

The  pans  are  always  stayed  and  protected  from  the  direct  action 
of  the  fire  by  cast-iron  plates,  which  are  thicker  at  the  fire  end  than 
further  off — say,  decreasing  from  2  inches  down  to  ^  inch.  Fre- 
quently the  first  pan,  below  which  the  fireplace  itself  is  built,  is 
protected  by  an  arch. 

Opinions  differ  on  the  point,  in  what  way  the  firing  of  the  pans 
should  be  arranged.  In  mo^t  places  there  is  the  decidedly  rational 
arrangement  of  putting  the  fireplace  under  the  strong  pan,  and 
allowing  the  fire  to  travel  towards  the  weak  pan,  which  receives  it 
last  of  all.  In  this  case  the  greatest  heat  exists  where  it  is  most 
required,  since  the  concentration  of  the  strong  acid  is  more  difficult 
and  its  boiling-point  higher,  and  since  the  fire-gas  ultimately  comes 
into  contact  with  cold  acid.  When  the  pans  are  set  terrace-fashion, 
the  fire  takes  its  most  natural  direction,  viz.  upwards.  Still  in  some 
places  the  .opposite  arrangement  has  been  introduced — placing  the 
fire  under  the  weak  pan,  the  flame  travelling  towards  the  strong 
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pan.  No  doubt  this  is  done  with  the  intention  of  protecting  the 
strong  pan  from  being  worn  out  too  soon^  which,  however,  can  be 
done  in  other  ways  just  as  well.  At  least  in  some  works  the  ar- 
rangement first  described  has  been  exchanged  for  that  last  described, 
because,  it  was  said,  the  strong  pan  sufi^ered  too  much ;  but  the 
author  has  generally  received  information  to  the  contrary. 

Bode  cites  the  temperature  and  strength  of  the  acid  in  a  set  of 
six  pans,  where  the  fire  travelled  in  the  same  direction  as  the  acid, 
viz. : — 

Acid  ranning  in.     Ist  pan.  2nd  pan.  3rd  pan.  4fih  pan.  5th  pan.  6tli  pan. 

a.  Teraperature  25° 112  150  160  148  145  143  O. 

Strength  110° 113  120  128  134  140  144  Tw. 

6.  Temperature  24° 110  145  156  145  142  142  C. 

Strength  110° 113  118  126  134  140  144  Tw. 

Here  the  hottest  pan  is  the  third ;  so  that  the  fire  is  badly  uti- 
lized. According  to  his  experience  this  set  required  20  parts  and 
upwards  of  coal  to  produce  100  parts  of  acid  of  144°  Tw. ;  whilst  in 
the  set  figured  below,  where  the  fire  meets  the  acid,  only  15  to  16 
parts  of  coal  were  used  (on  the  average  of  several  years) .  For  each 
ton  of  strong  acid,  in  24  hours  about  20  superficial  feet  of  pan- 
bottom  may  be  reckoned ;  the  whole  set,  therefore,  furnishes  6^  tons 
every  24  hours. 

Bode  gives  the  temperatures  and  strengths  of  the  acid  during 
concentration  in  pans  with  the  proper  style  of  setting  as  fol- 
lows : — 

Set  of  four  pans  : 

Aoid  running  in.  Ist  pan.    2nd  pan.    3rd  pan.      4th  pan. 

Temperature  20° 52  78  120  138  O. 

Strength  106° ...  ...  144  Tw. 

Set  of  three  pans  heated  by  the  pyrites-burners  : 

^"' "JTotiyr'"^         ^•'I--        2nd  pan.        Sri^. 

Temperature  70° 105  128  147  0. 

57* 92  106  125  0. 

Strength  106° ...  144  Tw. 

According  to  Hasenclever,  it  is  well  to  regulate  the  working  of 
the  pans  by  thermometers,  in  order  to  avoid  any  risk  of  damaging 
them. 
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THgs.  229  to  232  represent  the  set  of  pans  designed  and  conatracted 
by   Bode,  vheie   the  fireplace  is  outaidej  in  order  to  save  the 
Fig.  229.  fig-  230. 
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first  pan.     The  second  plan  designed  by  Bode,  and  represented  in 
figs,  233  to  236,  seems  still  better.    In  this  there  is  no  outside  fire- 
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place,  but  a  protecting  arch.     Prom  this,  by  means  of  a  pan-area 
of  118  superficial  feet  and  a  fire-grate  of  6^  superficial  feet,  5  tons 
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of  strong  acid  could  be  produced  every  24  hours^  with  a  consump- 
tion of  12  to  14  per  cent,  of  Silesian  coal.  Pigs.  233  and  235 
show  a  modification^  in  which  a  Pairbairn^s  double  fireplace  is 
used. 

According  to  Scheurer-Kestner  (Wurtz,  '  Diction,  de  Chimie/ 
iii.  p.  159),  four  pans,  6  feet  Q\  inches  by  3  feet  11  inches  each, 
permit  the  concentration  from  109°  to  152°  Tw.  of  sufficient  acid 
to  produce  3  tons  of  concentrated  acid  daily,  with  a  consumption 
of  no  more  than  half  a  ton  of  coals. 

Sode  calculates  the  cost  of  erecting  a  concentrating-apparatus 
like  that  shown  in  figs.  233  to  236  at  ^6150,  and  that  of  keeping  it 
in  good  working  order  at  12  per  cent,  per  annum.  The  cost  of  the 
concentration  itself,  reckoning  coals,  wages,  and  wear  and  tear,  in 
four  actual  cases,  amounted  to  from  2*.  3^^.  to  2*.  8rf.  per  ton. 

3.  Lead  pans  fired  by  waste  heaL 

If  in  a  factory  there  are  platinum  apparatus  for  making  acid  of 
170°  Tw.,  the  fire  of  these  can  never  be  so  far  utilized  that 
the  waste  heat  could  not  be  employed  for  heating  lead  pans ;  and 
how  this  is  actually  done  is  shown  in  the  drawing  to  be  given 
further  on. 

Much  more  generally  applicable,  and  quantitatively  more  effi- 
cient, is  the  utilization  of  the  waste  heat  of  pyrites-  or  sulphur- 
burners  for  concentrating  chamber-acid.  Where  there  is  no  Glover 
tower  (which  utilizes  that  waste  heat  in  a  different  and  certainly 
even  more  advantageous  manner)  the  above  process  is  most  rational, 
since  here  also  the  same  operation  that  produces  the  concentration 
of  the  acid,  fulfils  another  useful  function,  that  of  cooling  the 
burner-gas  before  it  enters  the  chambers. 

The  pans  used  here  are  generally  made  exactly  like  those  for  con- 
centrating with  bottom-fires.  They  are  mostly  placed  on  the  pyrites- 
burners  themselves ;  they  must  not,  however,  be  set  directly  upon 
the  burning  pyrites,  nor  even  with  merely  a  metal  plate  between, 
but  must  be  separated  from  it  by  a  brick  arch.  In  other  cases  there 
is  immediately  over  the  burners  a  gas-flue,  serving  at  the  same  time 
as  a  dust-chamber,  on  the  top  of  which  the  acid-pans  are  placed 
(see  the  diagrams  of  Mal^tra^s  burners,  figs.  76,  77) .  Sometimes, 
if  there  is  any  fear  of  leakage  from  the  pans  into  the  burners,  they 
are  not  placed  over  these,  but  upon  a  continuation  of  the  gas-flue. 

2k2 
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Hasenclerer  even  admes  building  a  second  gas-flue,  to  be  used  when 
tlie  pans  have  to  be  repaired.  The  beat  of  the  kiln-gaa  will  not  thus 
be  turned  to  account  bo  well  as  if  tbe  pans  stood  directly  npon  the 
bumers ;  and  tbe  danger  of  leakage  into  the  burners  can  be  avoided 
by  providing  the  metal  plates,  on  which  the  pans  rest,  with  a  flange 
all  round  and  an  outflow  for  any  acid  collecting  in  it,  like  those 
used  in  nitre-ovena.  But,  on  the  other  hand,  it  ban  been  noticed 
that  Rometimesj  especially  in  tbe  case  of  poorer  ores,  the  pans  on 
the  burners  withdraw  too  much  heat  from  these  to  be  conducive  to 
good  burning. 

Whilst  at  some  places  such  pans  on  the  top  of  the  burners  con- 
centrate all  the  chamber-acid  &om  112°  to  144°  Tw.,  at  others  this 
cannot  be  done,  and  a  little  extra  coal  is  required  for  completing 
the  concentration. 

The  diagrams,  figs.  237  to  243,  represent  pans  designed  by  Bode, 
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along  with  the  pyrites-kilns  used  by  him.  The  apparatus  ahovn 
here  belongs  to  a  set  of  chambers  of  40,000  cubic  feet  capacity ;  and 
each  burner  receives  daily  16  cwt.  of  Westphalian  pyrites  contain' 
ing  42  per  cent,  of  sulphur.  The  grate  of  each  burner  has  a  surface 
of34'4squarefeet;  the  grate-bars  are  elliptical,  3  inches  by  1^  inch, 
each  of  them  movable  j  the  arch  is  4  feet  4  inches  above  the  grate, 
with  a  spring  of  7  inches.  Tbe  diagrams  show  how  each  burner 
can  be  cut  off  separately.     The  pans  are  6  feet  3  inches  by  4  feet 
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2  inclieB  by  1  foot  2  inches,  made  of  sheet  lead  weighing  8^  lb.  per 
superficial  foot.  They  supply  daily,  when  IJ  ton  of  pyrites  is  burnt, 
altogether  2  tons  5  cwt.  of  acid  of  144°  Tw.  (that  is  to  say,  5  cwt. 
in  excess  of  the  make  of  the  chambers) ;  but  as  at  the  same  time 
from  15  to  18  cwt.  daily  have  to  be  evaporated  for  the  Gay-Lussac 
tower,  the  excess  causes  no  inconvenience.  Each  year  three  new 
patu  used  to  be  put  in,  a  pan  never  being  left  until  actually  burnt 
through,  but  replaced  as  soon  as  the  lead  had  become  too  thin — a 
plan  most  decidedly  to  be  recommended  in  every  case.   The  renewal 
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only  refers  to  the  strong-acid  pans ;  those  for  weak  acid  are  hardly^ 
injured  at  all.  The  former  are  therefore  much  better  made  of 
thicker  lead,  say  30  lb.  to  the  superficial  foot,  in  which  case  they 
last  for  about  two  years. 

The  cost  of  concentration  with  such  pans  only  amounts  to  a 
small  fraction  of  the  wages  of  the  burnermen,  in  addition  to  the 
expense  of  renewing  the  pans ;  Bode  calculates  it,  for  a  special 
case,  at  4^d.  per  ton  of  strong  acid ;  for  less-favoarable  cases  he 
estimates  it  at  6d.  to  9d.  per  ton. 


4.  Concentrating-pans  heated  by  high-pregtwe  steam  in 
lead  coils. 
According  to  Hasenolever  (Ber.  d.  deutsch.  Chem.  Ges.  t.  p.  504), 
the  first  idea  of  concentrating  sulphuric  acid  by  means  of  indirect 
steam  we  owe  to  Carher,  the  Manager  of  Messrs.  Curtius'  chemical 
works  at  Duisburg,  After  several  trials  at  that  works  they  now 
use  wooden  tanks  lined  with  lead,  13  feet  square,  on  the  bottom 
of  which  lie  two  lead  coils,  each  of  150  feet  length,  I  j  inch  bore, 
and  ^  inch  thickness  of  lead,  for  conveying  steam  of  45  lb.  pres- 
sure. The  bottom  of  the  pans  is  shaped  like  a  truncated  pyramid, 
for  the  purpose  of  more  easily  running  off  the  condensed  water ; 
so  that  the  tanks  are  2  feet  deep  in  the  centre,  1  foot  deep  at  the 
sides.  The  two  ends  of  each  steam-coil  are  connected  with  a 
lower-placed  steam-boiler,  into  which  the  condensed  water  con- 
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tinually  flows.  When  the  acid  has  arrived  at  140°  Tw.,  it  is  run 
into  a  leaden  tank;  through  which  a  lead  coil  runs ;  the  firesh 
chamber-acid  runs  through  this  coil ;  ancl^  in  coolings  the  strong 
acid  gets  a  preliminary  heating.  With  the  above  apparatus  5  tons 
of  strong  acid  can  be  obtained  from  chamber-acid  of  106^  Tw. 
every  24  hours,  by  the  consumption  of  9  cwt.  of  coals.  The  steam- 
boiler  requires  only  as  much  fresh  water  as  gets  lost  through  leak- 
age at  the  flanges  &c.  It  is  advisable  to  make  a  wooden  hood 
over  the  steam-tank,  to  prevent  any  danger  from  acid  being 
splashed  about  in  case  of  a  steam-pipe  bursting.  Owing  to  the 
low  temperature,  no  acid  at  all  is  evaporated;  the  process  is  very 
cleanly,  and  economical  as  to  consumption  of  friel  and  labour. 
This  Report  of  Hasenclever  is  fully  borne  out  by  Bode.  Hasen- 
clever  (Hofmann's  Report,  1875,  i.  p.  185)  states  the  corrosion  of 
lead  to  be  equal  to  0*44  lb.  of  lead  per  ton  of  acid.  The  steam- 
pipes  are  mostly  acted  upon  in  the  places  where  they  dip  into  the 
acid,  because  the  dust  accumulating  there  raises  by  capillarity  some 
acid  above  the  level  of  the  remainder,  and  this  becomes  too  highly 
concentrated  by  evaporation.  Since  a  lead  jacket  has  been  burnt 
to  the  steam-pipe  at  the  place  in  question,  the  above  drawback  is 
no  longer  observed. 

Figs.  244  and  245  represent  a  similar  apparatus,  after  Bode's 
'  Gloverthurm,^  p.  27.  The  tank  here  measures  10  feet  6  inches 
by  14  feet  9  inches  at  the  surface,  1  foot  4  inches  depth  in  the 
centre,  1  foot  at  the  sides,  is  heated  by  steam  of  37  lb.  pressiu-e, 
and  supplies  in  24  hours  5  tons  of  acid  of  144°  Tw.  with  a  con- 
sumption of  10  cwt.  of  Silesian  coal.  At  some  works  Bode  found 
a  consumption  of  only  8  cwt.,  at  others,  however,  from  15  to  18 
cwt.  of  coal  for  the  same  quantity  of  vitriol. 

The  steam-coil  must  have  a  valve  both  where  it  enters  and  where 
it  leaves  the  pans,  which  should  admit  of  being  closed  from  a  dis- 
tance in  case  of  the  coil  bursting.  Both  the  coil  and  the  return- 
pipe  for  condensed  water  must  be  so  laid  that  the  water  cannot 
cause  a  stoppage  anywhere.  The  lining  lead  weighs  from  6^  to 
10  lb.  per  superficial  foot.  The  whole  cost  of  concentration  by  these 
pans,  including  labour,  wear  and  tear  of  the  pan-lead  and  of  the 
steam-boiler  and  coils  (using  9  cwt.  of  coals  for  5  tons  of  vitriol), 
is  calculated  by  Bode  at  1^.  8d.  to  Is.  lOd.  per  ton  of  strong  acid. 

Some  manufacturers  are  afraid  of  running  the  condensed  water 
back  into  the  boiler,  lest  the  latter  should  be  damaged  by  any 
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acid  getting  into  it^  or  even  caused  to  explode ;  in  such  cases  the 
above-mentioned  larger  quantity  of  coals  is  used.  Bode  points 
out  that  there  is  no  danger  of  acid  getting  into  the  steam-boiler, 
because  in  case  of  the  steam-boiler  bursting  the  steam  blowing 
off  will  prevent  the  acid  from  entering  the  boiler.  The  return- 
pipe  must  not  end  below  the  water-line,  but  in  the  steam-dome. 

The  process  of  concentration  by  steam  certainly  fumishes  the 
purest  acid,  and  was  considered  cheaper  than  the  other  plans,  ex- 
cepting the  Glover  tower  or  the  pans  placed  on  the  pyrites-burners. 
It  has  been  introduced  into  several  German  works,  but  not  gene- 
rally, more  especially  because  there  is  not  everywhere  a  special 
steam-boiler  handy  for  it ;  and  some,  perhaps,  shun  it  as  dangerous. 
Latterly  the  reports  on  the  economical  working  of  that  plan  have 
not  been  so  favourlible  as  formerly. 

Of  the  other  processes  for  concentrating  vitriol  up  to  144^  Tw., 
none  of  which  has  been  extensively  employed  on  the  large  scale, 
the  following  may  be  mentioned  here : — 

Concentration  in  platinum  dishes,  in  Faure  and  Eessler's  appa- 
ratus. The  inventors  state  that  7  parts  of  coal  suffice  for  obtain- 
ing 100  parts  of  vitriol  of  144°  Tw.  from  vitriol  of  106°  Tw.,  of 
which  quantity  4^  to  5  parts  of  coal  may  be  deducted  if  the  steam 
be  used  for  the  acid-chambers.  The  same  might  be  done  in  any 
other  plan ;  but  it  rarely  is  done,  because  too  much  air  is  carried 
along  as  well.  According  to  Bode,  in  reality  10|  parts  of  coal 
are  used,  the  warm  water  being  utilised  for  feeding  a  boiler.  This 
system,  applied  to  conoentration  up  to  144°  Tw.,  does  not  seem  to 
be  able  to  compete  even  with  the  steam-pans,  let  alone  the 
burner-pans  or  the  Glover  tower,  least  of  all  if  the  cost  of  plant 
be  considered. 

Stoddart  (Chem.  News,  xxiii.  p.  167)  has  proposed  to  force  a 
current  of  air  into  vitriol  heated  in  a  pan ;  acid  of  140°  Tw.  is 
stated  to  be  obtainable  in  this  way  if  the  temperature  be  150°  C, 
and  the  strongest  oil  of  vitriol  at  a  temperature  of  260°  C.  This 
plan,  if  ever  carried  out  on  a  large  scale,  was  no  doubt  veiy  soon 
given  up  again.  There  is  no  reason  why  a  current  of  air  should 
not  do  much  more  harm  by  cooling  the  acid  than  it  can  do  good 
by  carrying  away  the  vapour  more  quickly,  the  latter  being  done 
much  better  by  top  fire,  where  there  is  also  no  danger  of  splash- 
ing. It  is  well  known  that  lead  pans  would  not  very  long  stand  a 
temperature  of  260°  C. 
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Galletly  (Chem.  News^  xxiv.  p.  106)^  who  had  applied  the  same 
principle  independently  of  Stoddart^  only  worked  with  a  small  lead 
box,  18  inches  by  12  inches,  in  which  he  obtained  from  brown 
vitriol  (sp.  gr.  1*745)  5  gallons  of  vitriol  of  sp.  gr.  1*83  by  keeping 
the  temperature  at  205°  C.  for  one  hour,  and  forcing  16J  cubic  feet 
(roughly  measured)  of  air  through  the  liquid.  There  was  a  loss 
of  11*19  per  cent,  of  acid  in  this  process,  as  against  8*8  per  cent. 
when  nsing  glass  retorts.  He  believes  this  acid  to  be  recoverable 
by  passing  the  air  into  the  chambers,  forgetting  the  harm  which 
such  a  large  quantity  of  air  would  do  there.  He  states  very  can- 
didly that  a  Glasgow  manufacturer  tried  his  plan  without  getting  it 
to  sacceed ;  but  (very  naturally)  he  retains  his  belief  in  the  efficacy 
of  his  plan  all  the  same. 

Seckendorff  (Wagner's  Jahresb.  1855,  p.  56)  proposed  to  concen- 
trate the  vitriol  in  flat-bottomed  iron  retorts  completely  surrounded 
by  fire.  The  retorts  are  to  be  filled  with  lead  sulphate,  sand,  or 
gypsum ;  chamber-acid  is  to  be  run  in  till  a  paste  is  formed ;  and 
the  retorts  are  then  to  be  heated.  The  watery  vapour  first  appearing 
is  conducted  into  the  chambers ;  the  concentrated  vitriol  coming 
after  this  is  to  be  collected  in  glass  or  stoneware  vessels,  and  is 
said  to  be  very  pure,  free  from  iron,  and  as  concentrated  as  that 
firom  platinum ;  nor  is  the  iron  retort  said  to  be  acted  upon  very 
strongly.     Probably  this  plan  has  never  been  actually  tried  at  all. 

The  concentrating-method  of  De  Hemptinne  forms  a  part  of  a 
peculiar  complete  arrangement  for  manufacturing  sulphuric  acid, 
which  will  now  be  described  connectedly,  from  the  report  and  the 
comments  of  Bode  (Dingler's  Joum.  ccxvii.  p.  300).  The  author's 
own  criticisms  will,  as  usual,  be  put  within  brackets,  [].  The 
chemical  process  in  this  case  is  identical  with  the  general  one; 
the  principal  point  is  the  diminution  of  chamber-space,  on  the 
same  lines  as  Verstraet  and  Ward  (see  pp.  283,  284)  had  previ- 
ously but  unsuccessfully  attempted  it. 

Kgs.  246  and  247  represent  the  apparatus  proposed  by  Hemp- 
tinne. The  sulphurous  acid  is  generated  in  the  furnaces  A  by 
burning  pyrites.  The  burners  are  arranged  in  a  circle,  in  order 
to  save  brickwork,  to  lessen  the  radiation  of  heat,  and  to  cause 
equal  draught  for  every  compartment.  The  spaces  B  are  covered 
with  metal  plates,  and  serve  as  dust-chambers.  The  gas  ascends 
in  the  brick  stack  D,  travels  through  the  large  horizontal  flue  C, 
and  enters  the  first  lead  chamber  F.     The  cover  of  the  flue  C  is 
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formed  of  corrugated  sheet  lead,  and  can  be  cooled  by  water.  The 
heat  of  the  burners  is  utilized  for  concentrating  vitriol — but  in- 
directly, as  the  direct  use  of  it  in  the  Glover  tower  is  said  by 
Hemptinne  [who  evidently  has  had  no  practical  experience  of  it] 
to  have  certain  drawbacks.  For  this  purpose  the  brick  stack  D  is 
covered  with  a  leaded  metal  plate  carrying  a  lead  pan  E,  from  the 
bottom  of  which  100  lead  tubes  of  3  feet  3  inches  length  and 
4  inches  bore  hang  loosely  down  within  the  stack ;  they  are  closed 
below,  but  open  at  the  top,  and  burnt  to  the  bottom  of  the  pan. 
Each  of  them  contains  a  narrower  lead  tube  (similar  to  the  tubes 
in  Field's  steam-boilers),  whose  open  lower  end  supplies  cooler 
acid  at  a  distance  of  4  inches  from  the  bottom  of  the  wider  pipe. 
The  enei^etic  movement  of  the  liquid  is  supposed  to  prevent  the 
deposition  of  impurities  within  the  pipes.  The  whole  set  of  pipes 
has  a  heating-surface  of  about  1300  square  feet.  In  order  to  faci- 
litate the  circulation  of  acid,  the  narrow  tubes  are  burnt  to  a 
special  sheet  of  lead  with  tumed-up  edges,  resting  on  acid-proof 
bricks,  with  which  the  bottom  of  the  pan  E  is  covered.  Fig.  248 
shows  this  more  plainly.  Evidently  there  may  easily  be  rents  at 
the  innumerable  joints,  which,  as  Hemptinne  says,  do  not  matter, 
because  the  tube  in  question  can  be  dispensed  with  by  plugging 
up  the  opening.  But  Bode  justly  points  out  that  in  the  hot  acid 
no  plugs  but  badly-fitting  ones  of  lead  or  stoneware  can  be  used. 
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that  it  will  be  very  difficult  to  find  out  any  leaks^  and  even  more 
difficult  to  fix  the  plugs^  especially  if,  according  to  Hemptinne's 
proposal^  the  pan  E  be  covered  for  the  purpose  of  denitrating  the 
Gay-Lussac  acid.  This  is  to  be  done  by  aspirating  sulphurous 
acid  into  E  from  the  first  lead  chamber,  F^  through  G ;  H  takes 
the  gas  back  into  the  chamber;  and  a  steam-jet  at  its  entrance 
causes  the  aspiration  of  sulphurous  acid  to  the  pan  and  its  return 
along  with  the  expelled  nitre-gas.  The  sulphurous  acid  is  pre- 
ferably taken  from  the  chamber^  in  order  to  avoid  flue-dust. 
[Most  certainly  mere  superficial  contact  with  sulphurous  acid 
will  not  denitrate  the  Gay-Lussac  acid  any  thing  like  sufficiently.] 

The  chamber-acid^  mixed  with  the  nitrous  vitriol  of  the  Gay- 
Lussac  tower  E^  is  forced  through  the  injector  O  and  the  tube  O^ 
into  the  vessel  N ;  the  feeding  of  E  takes  place  continuously  by 
the  tube  N^^  furnished  with  a  stopcock^  its  contents  running  off 
by  the  overflow-pipe  L.  The  worm  M  serves  for  cooling  the  acid, 
which  again  serves  for  the  Gay-Lussac  tower.  In  case  of  need  the 
concentration  is  farther  advanced  in  the  pans  I  and  J ;  it  cannot 
be  can*ied  in  the  tube-apparatus  beyond  148^.  [This  will  be  easily 
believed,  since  even  a  plain  pan  suffers  far  too  much  at  that 
strength^  let  alone  one  with  100  joints !]  The  acid  is  therefore 
forced  upwards  only  once,  against  twice  for  a  Glover  tower  [but 
nothing  like  so  high  in  the  latter  one  I] . 

The  lead  chambers  P,  which  ''quickly''  convert  the  sulphurous 
acid  into  sulphuric  acid,  are  of  sheet  lead  one  fifth  of  an  inch  thick 
[that  is,  nearly  twice  the  thickness  of  that  of  the  usual  chambers] 
and  filled  with  5200  jars  of  acid-proof  ware,  provided  with  round 
holes  of  I  inch  diameter.  The  nitric  acid  is  supplied  from  a  glass 
vessel  T  by  a  cock  and  a  Welter's  funnel.  The  vessel  T  is  con- 
nected with  several  similar  ones  by  glass  siphons.  The  5200  jars 
stand  on  a  pavement  of  acid-proof  bricks,  to  avoid  damaging  the 
lead,  and  present  a  condensing-surface  of  84,000  superficial  feet. 
[These  jars  will  form  a  structure  of  very  little  stability,  and  will 
certainly  not  only  press  upon  the  chamber-bottom,  but  very  heavily 
against  the  sides,  which  must  give  way  directly  whenever  the  jars 
loose  their  hold.] 

From  the  vessel  N  and  the  pipe  N^  sulphuric  acid  is  continually 
run  in  and  spread  periodically  over  the  jars  by  the  oscillating 
troughs  S  and  the  glass  reaction- wheels  R.  Excepting  the  steam- 
jet  K^  between  the  Gay-Lussac  tower  and  the  chimney,  Hemptinne 
asserts,  no  other  steam-jets  are  applied,  because  they  partly  destroy 
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the  nitre-gas — ^forgetting  that  he  had  expressly  indicated  a  steam- 
jet  in  the  pipe  H^  and  drawn  two  others  between  the  first  and 
second^  and  between  the  second  and  third  chambers !  And  in  H 
the  nitre-gas  is  exposed  to  the  "  destructive  '^  action  of  the  steam 
mnch  more  than  in  the  chambers  !  [The  inventor  starts  from  the 
vieWj  long  exploded^  that  the  formation  of  vitriol  in  the  chambers 
is  a  process  of  ^'condensation/^  analogous  to  the  distillation  of 
liquids^  requiring  a  large  surface^  and  that  the  principal  action  of 
the  chamber-steam  consists  in  forming  '^  condensing-molecules/' 
which  are  much  better  replaced  by  the  jars^  each  of  which  is  a 
'^  working  cell "  for  producing  vitriol !  Practice  has  long  since 
proved  that  the  acid-forming  reactions  take  place  in  the  homoge- 
neous mixture  of  gases  contained  in  lead  chambers^  without  the 
intervention  of  surfaces.] 

The  acid  taken  from  the  bottom  of  the  first  chamber  by  the  pipe 
O*  is  forced  by  the  injector  O  into  the  vessel  N.  The  injector 
consists  of  an  alloy  of  lead  with  a  platinum  nozzle  of  such  bore 
that  the  chamber-acid  is  diluted  to  a  suitable  degree.  The  steam 
condensed  in  the  injector  thus  takes  the  place  of  the  ordinary  direct 
chamber-steam.  A  side  branch  O^,  enddng  in  the  chamber^  aspi- 
rates SO2  from  it^  the  denitration  thus  beginning  already  in  the 
delivery-pipe  0^  This  mixture  thus  gets  into  the  vessel  N,  which 
is  covered  and  lined  inside  with  acid-proof  bricks^  basalt^  or  glass. 
The  gas  passes  back  into  the  chamber  by  Q.  N^  is  a  glass  float 
within  a  bell  jar^  indicating  the  level  of  acid  in  N. 

The  concentration  of  the  vitriol  up  to  170°  Tw.  is  to  be  effected 
by  superheated  steam  introduced  into  the  tower  U  after  having 
passed  a  box  U^  filled  with  asbestos.  The  tower  is  cylindrical^ 
made  of  hard-burnt  bricks  (''clinkers'')^  and  contains  a  stack  of 
504  small  boxes  of  pottery,  over  which  the  acid  trickles  down. 
The  cover  of  the  tower  is  formed  by  a  cylindrical  lead  pan  V  with 
arched  bottom,  cooled  by  acid  from  N ;  the  acid  runs  over  into 
the  pan  I.  Below  this  lead  pan  a  gutter  collects  the  condensed 
weak  acid  and  carries  it  away  through  the  overflow  V^  to  the  out- 
side. The  hollow  little  boxes  forming  the  stack  are  made  of  acid- 
proof  English  stoneware,  6  inches  square,  with  six  holes  of  2^  inches 
diameter ;  they  must  form  perfect  cubes  to  make  the  stack  stable. 
The  acid  coming  from  the  pans  I  and  J  by  the  oscillating  trough 
W,  being  first  filtered,  is  divided  into  a  spray  either  by  a  small 
reaction-wheel  or  a  platinum  rose,  and  runs  over  the  pottery-boxes. 
The  superheated  steam  is  generated  in  the  cast-iron  vessel  X  filled 
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with  scrap  copper  and  heated  by  the  fire  of  the  steam-boiler  P  or 
separately.  At  the  bottom  of  the  stack  the  concentrated  acid 
collects  in  a  lead  pan  with  double  walls^  the  space  between  which 
is  filled  with  iron  balls^  water  continually  circulating  between  them 
and  cooling  the  pan.  The  concentrated  acid  is  taken  to  a  collecting- 
tank  Y  by  a  lead  pipe  surrounded  by  a  copper  jacket  and  cooled  hy 
water.  The  steam  left  behind  in  U  passes  under  the  lead  pan  I, 
and  causes  here  the  concentration  of  the  acid  up  to]l44^  Tw.  The 
acid  vapours  not  yet  precipitated  at  the  bottom  of  V  pass  thiough 
a  layer  of  scrap  iron  heaped  up  on  a  grate  and  from  time  to  tune 
sprinkled  with  water ;  the  resulting  copperas-liquor  collects  in  the 
pan  Z ;  the  remaining  vapours  and  gases  pass  through  an  under- 
ground flue  into  a  chimney. 

Hemptinne  claims  the  following  points  as  his  improvements  in 
acid-making: — (1)  Concentration  in  Field's  tubes  by  the  waste 
heat  of  the  pyrites-burners^  along  with  denitrating  the  chamber- 
acid  and  the  nitrous  vitriol  without  contaminating  it  by  fiue-dust. 
Bode  shows  that  Hemptinne  has  misunderstood  Field's  principle, 
that  there  will  be  little  circulation  of  acid,  and  hardly  efficient 
denitration.  [We  may  safely  call  the  apparatus  utterly  inefficient 
for  denitration  and  of  impossible  construction  for  practical  work.] 
(2)  "  The  first  practical  employment  of  the  principle  that  the  for- 
mation of  sulphuric  acid  is  much  more  a  question  of  sur&ce  than 
of  space.''  His  chambers  with  jars  of  84,000  superficial  feet  are 
said  to  cost  26,000  francs,  whilst  the  same  surface  of  7  lfa«  lead, 
which  is  used  up  after  twelve  years,  costs  about  175,000  francs. 
It  has  been  mentioned  above,  and  has  been  proved  again  and  again, 
that  the  ^^  principle  of  condensation,"  which  is  any  thing  but  new,  is 
altogether  wrong ;  and  the  chamber-lead  is  certainly  in  great  part 
recovered  at  the  end  of  the  twelve  years.  (8)  "  Doing  away  with 
steam."  It  has  been  shown  how  strikingly  Hemptinne  contradicts 
himself  in  that  matter.  (4)  "  Quicker  work  "  faUs  to  the  ground 
with  point  2.  (5)  ''Employment  of  an  injector  for  pumping, 
heating,  and  denitrating  vitriol."  [How  long  will  such  an  injector 
last  ?]  (6)  ''Concentration  by  superheated  steam" — but  in  an 
almost  inaccessible  apparatus,  easUy  damaged,  probably  with 
greater  cost  than  by  direct  firing,  and  causing  a  stoppage  of  the 
chambers  when  it  has  to  be  repaired. 

Thus  De  Hemptinne's  process,  in  spite  of  being  patented  in 
several  countries,  does  not  bear  the  stamp  of  practical  appli- 
cability. 
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Fig.  249. 
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Another  eoncentrating-system  of  De  Hemptinne^s,  published  by 
him  in  1872  (Dingler's  Journ.  ccv.  p.  419),  cannot,  like  the  method 
just  described,  at  once  be  called  impracticable ;  but,  for  all  that, 
it  has  not,  in  the  long  run,  been  a  success.  It  starts  firom 
Kuhlmann^s  results  of  experiments  made  in  1844,  according  to 
which  (1)  sulphuric  acid  of  170°  Tw.  at  a  mercurial  pressure  of 
only  1 J  to  li  inch  boils  already  at  190°  to  195°  C,  and  (2)  sul- 
phuric  acid  does  not  sensibly  [?]  act  on  lead  at  temperatures  not 
exceeding  200°  to  205°.  [Kuhlmann's  results  have  been  refuted 
by  those  of  Hasenclever  and  Bauer,  p.  41,  both  proving  that  lead  is 
acted  upon  far  below  200°  C]  Hemptinne  therefore  endeavoured 
to  avoid  the  last  concentration  of  vitriol  in  costly  platinum  or 
fragile  glass  by  employing  a  vacuum — a  plan  already  proposed  in  a 
much  less  complicated  form  by  Keller  thirteen  years  previously 
(Wagner's  Jahresb.  1859,  p.  139).  The  concentration  of  the 
vitriol  up  to  170"  Tw.  takes  place  in  the  small  vacuxun-boiler  A 
(fig.  249)  made  of  lead,  filled  with  boulders  or  balls  made  of  pot- 
tery or  glass  of  1^  to  1^  inch  diameter,  in  order  to  resist  the  inward 
pressure  of  the  atmosphere.  The  partial  vacuum  is  produced  by 
the  condensation  of  steam  in  an  iron  boiler,  lined  with  wooden 
staves  inside  so  as  to  avoid  unnecessary  heating  of  the  iron.  The 
steam,  entering  through  Q,  soon  drives  out  the  air  through  R. 
A  spray  of  water  injected  by  S  at  once  causes  a  vacuum  of  27^^  to 
28  inches,  as  shown  by  the  barometer  U.  The  first  condensation 
is  effected  by  the  water  in  the  copper  ball  S,  the  second  one  by 
water  from  the  tank  S4,  aspirated  from  the  filter  S^ ;  the  last  con- 
densation is  caused  by  the  water  aspirated  from  a  tank  S3  or  a 
moderately  deep  well  and  filtel^.  When  the  vacuum  is  as  nearly 
perfect  as  possible,  the  cock  Y  is  opened  and  the  air  is  removed 
from  all  parts  of  the  apparatus.  Now  the  fire  is  lighted  under  the 
pan,  the  acid  vapours  escape  through  the  two  domes  B  and  the 
pipe  E  lying  in  a  small  cooler,  and  they  condense  in  the  worm  6 ; 
the  water  of  condensation  collects  in  H.  The  concentration  of 
the  acid  is  known  to  be  finished  when  the  two  thermometers  C, 
fixed  at  opposite  ends  of  the  apparatus,  show  200^  to  205°  C,  and 
when  the  small  float  B  no  longer  exhibits  a  '^dancing''  movement. 
Now  the  cock  Z  is  opened ;  air  enters  the  apparatus ;  and  the  strong 
acid  is  withdrawn,  within  4  inches  of  the  bott(»n  of  die  pan,  by  a 
siphon  M,  dipping  into  the  well  of  20  feet  depth,  and  Alus  forming 
a  barometrical  lute.  Already  before  this  the  fire  has  been  drawn 
out ;  and  during  the  drawing-off  of  the  acid  a  fine  spray  of  water  is 
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sqairted  into  the  fire-place,  to  prevent  overheating  the  lead.  The 
hot  acid  is  first  cooled  in  the  apparatus  N  and  then  in  O,  and  is  then 
passed  through  the  filter  Og,  consisting  of  perforated  lead  cylinders 
filled  with  asbestos,  quartz,  sand,  or  pounded  glass,  in  order  to  retain 
the  lead  sulphate  which  it  holds  in  suspension.  Or  large  settling- 
tanks  may  be  used,  in  which  the  acid,  protected  from  the  air,  be- 
comes clear  in  three  or  four  days.  In  the  meantime  the  apparatus 
has  been  emptied  again,  and  has  been  refilled  with  acid  from  the 
tank  L  by  means  of  the  stoneware  pipe  and  tap  K.  The  tank  L 
serves  for  a  preliminary  heating  by  means  of  six  lead  heating-pipes 
of  5-inch  bore,  which  are  not  shown  in  the  diagram. 

Hemptinne  has  also  made  a  calculation  of  the  saving  in  the  cost 
of  concentration  eflFected  by  his  plan,  which  he  estimates  at  44  per 
cent.  To  be  sure  in  this  case  the  erroneous  assumptions,  which  so 
often  make  inventors'  calculations  worthless,  are  unusually  gross, 
and  cannot  deceive  any  body  who  knows  any  thing  about  the  matter. 
The  calculation  refers  to  the  annual  concentration  of  20,000  car- 
boys of  2  cwt.  each,  =2000  tons. 

a.  Concentration  in  platinum. 

frs. 

Loss  of  platinum  4  kgr.  at  900  frs • 3600 

5  per  cent,  interest  of  90,000  frs.  for  platinum  (I) . . .  4500 

Repairs   500 

440  tons  of  coal  at  20  frs 8800 

17400 

b.  Concentration  in  a  vacuum. 

fn. 

5  per  cent,  interest  on  5   apparatus,  costing  1  g«g 

3500  frs.  each  (only!)  =17,500  frs J 

Wear  and  tear  and  repairs    3000 

280  tons  of  coal  at  20  frs 5600 

9475 

But  it  is  not  explained  why  the  enormously  exaggerated  sum  of 
90,000  frs.  (=£3600)  is  assumed  for  a  platinum  apparatus  at 
2000  tons  annual  output,  and  the  ridiculously  small  sum  of 
3500  frs.  (=£140)  for  one  of  his  complicated  apparatus,  nor  why 
80  much  more  coal  should  be  used  for  boiling  down  in  a  thin  pla- 
tinum boiler,  than  in  a  thick  lead  boiler,  together  with  those 

required  for  producing  the  vacuum  &c. 

2  L  ^ 
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The  best  proof  that  Hemptinne's  apparatus  has  not  been  Teiy 
successful  is,  that  he  describes  a  new  one  ('  Bulletin  du  Mus^e  de 
I'lndustrie  de  Belgique/  Sept.  1877,  p.  121 ;  abstracted  by  Bode, 
with  a  diagram,  in  '  Dingler^s  Journal,^  ccxxvii.  p.  74),  in  which  he 
returns  to  platinum,  viz.  an  open  pan  with  a  cover  made  of  pipes 
and  plates  of  toughened  glass,  filled  with  asbestos,  platinum  wires, 
air-courses,  &c.  In  regard  to  it  we  must  refer  the  reader  to 
the  original. 

The  last  Concentration  of  Sulphuric  Acid, 
We  have  seen  that  we  cannot  carry  on  the  concentration  in  lead 
pans  beyond  144°  or,  at  the  outside,  152"  Tw.,  the  latter  not  with- 
out a  somewhat  strong  action  upon  the  lead.  In  the  Glover  tower 
it  is  possible  to  go  rather  further,  as  its  lead  is  protected  by  the 
lining  so  as  to  be  acted  upon  very  slightly :  the  acid  does  not  come 
into  contact  with  the  lead,  but  only  with  the  flints,  bits  of  pottery, 
coke,  &c.,  and  arrives  at  the  bottom  with  a  temperature  of  about 
130°  C. ;  so  that  even  the  bottom  of  the  tower,  which  is  made  very 
strong,  is  not  sensibly  acted  upon.  In  fact  those  manufacturers 
(being  the  majority)  who  work  the  Glover  tower  with  hot  gas  from 
rich  ores,  and  get  their  chamber-acid  up  to  120°-124°  Tw.,  regu- 
larly attain  a  concentration  of  152°  Tw. ;  and  in  some  cases  even 
156°  or  160°  is  reached.  The  latter  is  the  exception,  and  perhaps 
already  somewhat  dangerous  to  the  tower ;  if,  however,  it  is  not  so, 
this  concentration  by  hot  kiln-gas  in  the  Glover  tower  (probably 
modified  to  some  extent)  seems  to  be  the  cheapest  and  safest  plan 
for  the  last  concentration  of  the  vitriol,  because  in  it  the  escaping 
gas  goes  into  the  chambers  and  is  not  lost  at  aU. 

Concentration  beyond  the  point  attainable  in  lead  pans  or  in  the 
Glover  tower  is  a  much  more  difScult  task,  involving  incomparably 
more  expense  than  the  first  concentration.  Since  the  attempts  to 
concentrate  the  vitriol  up  to  170°  Tw.  by  means  of  cooled  lead  pans 
with  top-heat  (Clough),  or  by  a  vacuum  (Keller,  De  Hemptinne), 
or  in  iron  retorts  (SeckendorflF),  or  in  towers  filled  with  pebbles  and 
heated  directly  by  heating-gas  (Gossage),  and  others  have  not  been 
successful,  recourse  must  still  be  had  to  apparatus  made  of  glass  or 
platinum,  of  which  the  former  have  the  drawback  of  very  restricted 
size  and  great  liability  to  breaking,  the  latter  that  of  being  very 
costly  without  being  proportionately  durable.  The  circumstances 
make  their  application  both  expensive  and  troublesome. 

By  far  the  largest  quantity  of  vitriol  is  used  of  certainly  no  higher 
strength  than  is  attainable  in  lead,  mostly  even  rather  weisJLer.     For 
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making  sulphate  of  soda — ^that  is^  ultimately  soda  ash — ^the  acid  is 
never  taken  stronger  than  144°  Tw.,  generdly  only  140°  Tw.  The 
English  manufacturers  as  a  rule  dilute  their  Glover-tower  acid  down 
to  this  point  with  chamber-acid ;  or  they  only  make  as  much  acid  of 
152^  in  the  Glover  tower  as  is  required  for  working  it^  and  they  keep 
the  remaining  acid  weaker  by  running  more  chamber-acid  through  it. 
For  superphosphate  the  acid  is  mostly  employed  even  in  a  weaker 
state ;  and  this^  along  with  the  sulphate  of  soda^  swallows  up  most 
of  the  total  quantity  of  vitriol  made.  In  the  great  majority  of  cases^ 
to  be  sure^  sulphate-of-soda  and  superphosphate  works  make  their 
own  sulphuric  acid^  and^  of  course^  do  not  concentrate  it  beyond 
their  own  requirements. 

Touching  the  acid  made  for  sale^  however^  a  circumstance,  has  to 
be  considered  here  which  in  many  cases  induces  the  manufacturer 
to  incur  the  great  expense  and  trouble  of  concentrating  the  vitriol 
as  highly  as  possible^  even  in  cases  where  the  consumer^  not  re- 
quiring it  of  such  strength^  must  himself  dilute  before  using  it. 
This  is  the  greater  expense  of  package  and  transit  for  the  same 
weight  of  real  acid  in  the  dilute  as  compared  with  the  concentrated 
state.  Apart  troia  those  cases  in  which  completely  concentrated 
vitriol  is  asked  for  on  account  of  the  smaller  cost  of  package  and 
of  transit^  or  from  old  habit  and  ignorance,  there  are  many  cases 
in  which  the  consumer  is  really  obliged  to  employ  an  acid  of  the 
highest  possible  strength  : — ^for  instance,  the  purification  of  rape- 
oil  ;  that  of  benzole,  paraffin,  and  other  mineral  oils ;  the  refining 
of  gold  and  silver ;  the  production  of  nitro-cellulose,  nitro-glycerine, 
nitro-benzene,  and  other  nitro-compounds ;  that  of  the  sulpho-acids 
of  benzene  and  anthraquinone  for  the  manufacture  of  resoreine  and 
alizarine ;  for  dissolving  indigo,  and  many  other  purposes.  In  many 
cases  an  acid  containing  from  93  to  94  per  cent,  of  SO4H2  will  do ; 
and  often  that  which  is  sold  as  acid  of  170°  Tw.  does  not  contain 
any  more,  and  really  ought  to  show  only  166° Tw.  (=1-83  sp.  gr.). 
For  making  nitro-compounds  especially,  however,  an  acid  of  greater 
strength  is  required,  containing  97  or  98  per  cent,  of  SO4H2 ;  and 
this  cannot  show  more  than  1*840  sp.  gr.  at  0°,  or  168°  by  a  really 
true  hydrometer;  but  the  ordinary  Twaddlers  hydrometers  mark 
the  point  of  183  specific  gravity  by  170°,  instead  of  166°.  We 
shall  see  below  how  the  stronger  acid  just  mentioned  can  be  ob- 
tained. Sometimes  an  ''extra-concentrated^'  acid  is  asked  for, 
equal  to  that  obtained  by  distillation,  and  possessing  1*842  specific 
gravity.   Even  this  is  not  the  pure  hydrate,  SO4HJ,  but  contains  1;^ 
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or  IJ  per  cent,  of  water.  It  is  better  not  made  directly  on  the  Ixrge 
scale^  because  the  apparatus  would  suffer  too  much  (see  below),  but 
by  mixing  ordinary  strong  acid  with  a  little  fuming  (Nordhausen) 
oil  of  vitriol.  Certainly  such  acid  of  99^  to  99|  per  cent.  SO4H, 
has  been  made  on  a  very  large  scale  in  platinum  boilers  (see  below) 
by  Scheurer-Kestner.  These  strongest  acids  are  mostly  required 
for  dissolving  indigo,  and  for  making  the  organic  sulpho-acids. 

It  has  already  been  mentioned  that  either  glass  or  platinum  vessels 
are  used  for  the  last  concentration  of  sulphuric  acid.  Which  of 
these  two  materials  is  to  be  preferred  to  the  other  has  been  a  matter 
in  dispute  for  a  long  time ;  nor  is  it  settled  now,  both  systems  being 
largely  employed.  Formerly,  before  the  platinum  industry  was 
developed,  glass  retorts  were  the  only  available  apparatus,  and  those 
could  only  be  had  of  comparatively  small  size  and  bad  quality. 
They  were  also  mostly  set  in  '^galley  furnaces,''  a  double  long  row  of 
retorts  being  heated  by  a  fireplace  at  one  end ;  thus  the  retorts  near 
the  fire  were,  of  course,  much  more  heated  than  the  distant  ones,  and 
were  much  sooner  finished,  or  even  overheated  before  the  distant 
retorts  had  been  sufi&ciently  fired.  Each  retort  was  either  put  into 
a  metal  pot,  with  some  sand  between,  or  protected  from  the  direct 
flame  by  a  covering  of  clay  and  hors^-dung.  Both  owing  to  the 
inferior  quality  of  the  retorts  and  the  unsuitable  setting,  there  was 
always  much  breakage,  combined  not  only  with  the  loss  of  acid, 
but  also  with  the  sudden  evolution  of  suffocating  vapours.  The 
cracking  of  the  retorts  was  especially  induced  by  a  cold  draught  get- 
ting at  them ;  and  since  in  that  case  the  workmen  had  to  save  them- 
selves instantly  from  the  vapours  by  leaving  the  room,  frequently 
the  cracking  extended  to  all  the  retorts.  Besides,  the  expenditure 
of  time,  wages,  and  fuel  in  this  process  was  very  great. 

There  was  always,  therefore,  an  inducement  to  discover  some 
other  material  than  glass  \  and  the  only  practicable  jnetsl, platinum^ 
was  at  once  applied,  in  spite  of  its  high  price  and  di£5cult  manage- 
ment, as  soon  as  WoUaston's  process  of  welding  spongy  platinum 
into  ingots  and  plates  was  made  known.  The  first  still  appears  to 
have  been  made  in  1809  at  London ;  it  weighed  423  ounces  ('  Chem. 
News,'  xxxviii.  p.  43).  At  that  time  platinum  stills,  weighing 
from  66  lb.  to  a  cwt.,  were  made,  holding  4  to  6  tons  of  vitriol,  and 
costing  from  40,000  to  50,000  frs.  (^1600  to  £2000),  This  large 
sum  did  not  deter  manufacturers  from  using  platinum  for  the  last 
concentration  of  vitriol,  because  they  convinced  themselves  at  once 
of  the  large  amount,  facility,  and  safety  of  the  work  of  concentration 
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that  could  be  carried  on  iu  them^  and  because  they  thought  they 
could  reckon  upon  such  apparatus  lasting  almost  for  ever. 

The  platinum  vessels  made  by  WoUaston's  process  were,  to  be 
snre^  often  porous  and  unsound^  so  that  vitriol  oozed  through ;  be- 
sides^ blisters  and  rents  frequently  appeared  in  them^  which  had  to 
be  soldered  up  with  gold.  The  platinum  stills  themselves^  there- 
fore, gave  much  dissatisfaction.  This,  however,  has  been  much 
diminished  since  Ste.-Claire  Seville  taught  the  melting  of  platinum 
in  lai^e  masses  by  an  oxygen-gas  blowpipe  in  furnaces  made  of 
quicklime,  casting  perfectly  sound  ingots  of  it  weighing  2  cwt., 
and,  further,  to  solder  the  joints  with  platinum  itself  instead  of  gold, 
analogous  to  the  burning  of  the  lead  chambers.  In  London  this 
process  was  first  applied  in  1860.  Since  then  the  stills  have  been 
much  more  durable  and  at  the  same  time  cheaper,  although  the 
monopoly  of  the  raw  material  by  the  Russian  Government,  and  the 
unavoidable  concentration  of  the  platinum-industry  in  very  few 
hands,  still  tend  to  keep  the  price  of  platinum  apparatus  at  a  very 
high  figure. 

When,  however,  attention  was  drawn  to  the  fact  that  platinum 
itself  is  gradually  acted  upon  by  sulphuric  acid  (see  below) ,  and 
that  thus  the  large  capital  expended  on  the  stills  not  only  involved 
heavy  permanent  charges  for  interest,  but  would  have  to  be  gradually 
written  off  altogether,  and  when,  on  the  other  hand,  great  improve- 
ments were  eflfected  in  the  manufacture  and  treatment  of  glass  re- 
torts, the  latter  came  to  the  fore  again,  and  began  to  drive  platinum 
vessels  out  of  the  field,  more  especially  in  England.  In  1862  Hof- 
mann  mentioned,  in  the  '  Report  of  the  Jury,'  that  in  Lancashire 
the  use  of  platinum  retorts  had  almost  ceased ;  at  that  time  about 
y^  of  all  the  vitriol  in  England  was  concentrated  in  glass.  In  France 
and  Belgium  glass  retorts  existed  along  with  platinum ;  but  the 
latter  held  a  wider  ground ;  and  in  Germany  it  was  almost  exclu- 
sively used.  In  1868,  the  '  OfScial  Report  of  the  International 
Jury/  vii.  p.  34,  states  that  concentration  in  glass  was  then  very 
rare  (in  France) . 

In  order  to  meet  the  competition  of  glass,  the  platinum-works 
made  eflForts  to  construct  the  stills  more  durable  and  more  cheaply ; 
and  they  have  indeed  recovered  a  portion  of  the  field  previously 
lost.  Very  recently  they  have  been  urged  on  to  renewed  efforts  in 
this  Une  by  the  combination  of  platinum  and  lead  employed  by 
Faure  and  Kesslep; 

At  this  moment  the  matter  stands  thus : — Both  glass  retorts  and 
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platiaum  stills  are  in  use,  aome  of  the  latter  made  according  to  the 
old  and  others  according  to  the  new  system.  The  glass  retorts  are 
mostly  used  for  the  rather  less  concentrated  acid,  cont^ning  91  to 
92  per  cent.,  the  platinum  stills  for  the  more  concentrated  acid,  93 
to  94  per  cent. ;  in  a  few  cases  both  are  employed  at  the  aame 
works  for  these  different  objects.  The  glass  retorts,  however,  are 
almost  entirely  confined  to  England,  and  in  Lancashire  are  almost 
exclusively  used ;  on  the  Continent,  platinum  vessels  are  used  nearly 
everywhere  but  in  a  few  places  exceptionally  well  situated  for  obtain- 
ing glass  retorts — for  instance,  Montpellier,  where,  according  to 
Payen,  a  retort  of  18  gallons  capacity  only  costs  1'6  franc,  whilst  at 
Paris  and  most  other  industrial  centres  the  price  is  6  francs.  Since 
such  a  retort  holds  a  little  over  IJ  cwt.  of  strong  vitriol,  and 
on  an  average  can  be  used  five  times,  furnishing  altogether  8  cwt. 
of  vitriol,  the  retorts  for  1  ton  of  acid  at  Montpellier  cost  6  francs^ 
at  Paris  &c.  15  francs. 

Concentration  in  Glass  Retorts. 
The  former  shape  and  setting  of  these  have  been  mentioned 
above ;  here  we  only  treat  of  the  kind  now  in  use,  which  has  almost 
entirely  supecseded  the  older.  We  will  only  remark  that  the  old  re- 
torts could  hardly  be  made  larger  than  so  as  to  furnish  1^  cwt.  at 
each  operation,  and  that  they  were  made  from  glass  poor  in  alkali, 
which  is  leas  acted  upon  by  vitriol  than  that  rich  in  alkali.  The 
weak  acid  distilling  during  the  operation  is  collected  in  carboys, 
into  which  the  necks  of  the  retorts  project.  As  soon  as  the  acid 
blackens  wood  when  dropped  on  it,  the  concentration  is  considered 
Fig.  260. 
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complete^  the  fiirnace  is  allowed  to  cool  down,  and  the  acid  poured 
into  the  storage- vessels. 

The  shape  of  glass  vessels  now  in  use  was  introduced  by  Chance 
Brothers,  of  Oldbury,  near  Birmingham,  who  make  them  at  their 
glass-works  at  Smethwick ;  it  is  represented  in  fig.  250.  A  is  a 
small  fire-door,  B  the  grate,  C  a  metal  pot  serving  as  a  sand-bath, 
D  the  retort  itself,  entirely  surrounded  by  sand  up  to  the  level 
reached  by  the  acid  at  the  end  of  the  operation,  and  not  merely 
resting  on  sand  at  the  bottom,  as  shown  in  some  diagrams.  The 
retort  consists  of  two  separate  parts,  viz.  the  bottle-shaped  part  D, 
which  ends  at  the  top  in  the  neck  a,  and  the  head  E.  The  latter 
looks  exactly  like  an  ordinary  small  laboratory-retort  with  its 
bottom  cut  off;  it  is  loosely  put  into  the  neck  a ;  and  its  other  end, 
at  6,  enters  an  aperture  in  the  wide  lead  pipe  P,  which  runs  all 
along  the  retort-house.  The  retorts  (in  number  from  20  to  50)  are 
placed  in  a  separate  house,  the  temperature  of  which  is  kept  con- 
stantly at  from  25°  to  30°  C,  it  being  provided  with  tight-fitting 
windows  and  double  doors ;  only  one  door  opened  at  a  time,  the 
other  being  shut,  so  that  no  draught  (the  chief  cause  of  the  bottles 
cracking)  can  enter. 

In  the  pipe  F,  which  conveys  the  condensed  acid  to  a  collecting- 
tank,  there  is  always  a  little  suction,  caused  by  the  chimney  &c. ; 
the  joints  at  a  and  b  therefore  need  not  be  luted  by  any  cement ; 
for  no  vapours  can  get  out,  only  air  being  able  to  enter.  Thus  the 
head  E  can  be  simply  put  on  and  taken  off  without  the  trouble  and 
mess  of  a  cement. 

The  author  has  seen  retorts  at  work  which  had  a  pretty  long 
crack  in  the  upper  part  of  the  neck ;  such  cracks  must  certainly 
not  reach  down  to  the  level  of  the  acid  in  the  bottle.  The  pot  C, 
which  some  books  recommend  to  do  away  with,  is  mostly  used  in 
practice;  it  has  the  important  advantage  of  preventing  the  acid 
from  running  into  the  fire  when  a  bottle  breaks.  In  England,  ''  4 
(or  even  8)  retorts  ^^  are  never  "  heated  by  one  furnace,''  as  described 
in  the  '  Belgian  Ofiicial  Report '  of  1854 ;  each  retort  has  its  own 
small  fireplace.  They  are,  for  instance,  about  2  feet  9  inches  in 
height,  1  foot  6  inches  in  diameter,  and  have  a  capacity  of  30  gallons; 
at  each  operation  they  furnish  from  3  cwt.  14  lb.  to  3  cwt.  2  qrs.  of 
concentrated  oil  of  vitriol. 

In  a  specially  observed  instance,  each  distillation  lasted  12  hours, 
followed  by  12  hours'  cooling  at  night ;  the  acid  is  then  drawn  off 
by  siphons  of  platinum  or  thin  lead  tubing  with  a  very  narrow  ori- 
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fice,  after  lifting  off  the  head  E,  The  siphon  is  filled  with  cold  acid, 
the  narrow  opening  cloeed  with  the  finger;  the  siphon  is  then  put 
in  quickly  and  the  finger  at  once  washed  with  water.  Sometimes 
all  along  the  retorts  a  lead  pipe  is  laid  down,  with  openings  for  each 
of  theiDj  into  which  the  acid  runs  from  the  siphons ;  sometimes  the 
acid  is  run  direct  into  the  carboys,  but  better  first  into  a  lead  cooler. 
Another  lead  pipe  is  laid  above  the  retorts,  to  fill  them  with  acid  of 
141°  Tw. ;  the  acid  must  ran  in  hot,  almost  of  the  same  tempera- 
ture as  that  still  possessed  by  the  retorts ;  at  all  events  a  small  por- 
tion of  acid  is  left  behind  in  the  retort  on  drawing  off,  so  that  it 
cannot  very  well  crack  in  filling.  Sometimes  a  tank  for  holding 
the  warm  acid  is  placed  at  a  higher  level  than  the  retorts ;  from  this 
a  long,  thin,  lead  pipe  is  led  first  below  the  bottom  of  the  retorts 
and  then  upwards  again,  being  held  in  its  place  by  a  frame. 
Thus,  ordinarily,  no  acid  runs  out ;  but  by  bending  down  the  lead 
tube  each  retort  can  be  filled  in  turn  without  using  any  tap. 

Roscoe  and  Schorlemmer  {'  Lehrbuch  der  Chemie,'  i.  p.  279)  give 
the  following  diagrams  of  a  kind  of  retort  slightly  deviating  in 
shape,  and  more  so  in  the  setting,  from  that  just  described  (figs, 
251  to  253). 

Fig.  261. 
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A  A  are  boiling-down  pans,  B  B  pipes  for  taking  away  the  acid, 
d  d  the  ascending  pipe  which  is  afterwards  bent  down  for  filling  the 
retorts  (as  above) .  The  three  pans  are  sufficient  for  supplying  two 
"rectifying- houses,"  each  having  24  retorts  and  making  daily  5  tons 
of  acid  of  1*84.  The  concentrated  acid  cools  during  the  night. 
It  is  drawn  off  by  siphons  into  the  cooling-pots  i  i,  and  hlled  from 
them  into  carboys.  The  warm  retorts  are  at  once  filled  up  again 
with  acid  of  144°  Tw.  Whenever  a  retort  breaks,  the  acid  runs  on 
the  inclined  floor  into  the  gutter  e,  and  thence  through  'the  lead 
tube  g  into  the  cistern  h.  The  retorts  are  blown  of  thin  glass,  as 
evenly  as  possible,  3  feet  3  inches  high,  and  I  foot  10  inches  in 
diameter.  They  rest  on  a  flat  metal  sand-bath  b,  and  are  protected 
from  direct  contact  with  the  flame  by  the  ronnd  fire-clay  slab/. 
The  glass  head  c  is  put  on  loosely. 

According  to  a  patent  of  Gridley's  (1871),  several  retorts  are 
placed  terrace-wise  in  an  obliquely  ascending  furnace,  and  are  con- 
nected by  siphons ;  so  that  the  top  retort  is  fed  by  fresh  vitriol, 
which,  after  being  concentrated  to  some  extent,  flows  into  the  next 
lower  retort,  and  so  forth.  The  lowest  retort  is  in  the  hottest  part 
of  the  furnace.     This  arrangement,  which  is  carried  out  at  some 

Fig.  264. 
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works,  is  represented  in  fig.  254,  according  to  Roscoe  and  Schor- 
lemmer's  ^  Lehrbuch,'  p.  281.  As  soon  as  the  acid  in  B  has  attained 
the  concentration  1*84,  the  retorts  are  connected  by  the  siphons 
fffy  and  acid  of  144°  Tw.  is  run  in  through  the  tap  ^,  at  a  tem- 
perature of  150^  C. ;  when  it  has  arrived  at  B,  it  possesses  the  ne- 
cessary concentration,  and  runs  off  through  the  cooler  h  into 
the  carboys  i.  Thus  the  concentration  in  glass  retorts  is  ren- 
dered a  continuous  operation,  and  at  the  same  time  much  fuel  is 
saved. 

In  order  to  prevent  the  cracking  of  the  retorts  by  sudden 
draughts,  Jones  patented,  in  1845,  so-called  ''  protectors,^'  consist- 
ing of  hoods  of  sheet  iron  or  stoneware,  made  in  two  parts,  quite 
covering  the  neck  of  the  retort.  But  as  this  also  prevents  obser- 
vation of  the  liquid,  they  are  inconvenient;  and  they  are  quite 
unnecessary  if  the  house  is  arranged  as  described  above — that  is 
to  say,  if  it  is  kept  warm,  and  draughts  are  excluded  by  double 
doors. 

As  to  the  cost  of  concentrating  in  glass,  the  labour  is,  of  course, 
greater  than  in  platinum  stills,  and  it  is  also  of  a  disagreeable  kind. 
The  consumption  of  fuel  is  sometimes  absurdly  stated  to  amount 
to  eight  times  the  consumption  with  platinum  stills;  in  direct 
contrast  is  the  following  statement  by  P.  W.  Hofmann,  referring 
to  the  cost  of  concentration  at  Dienze,  where  2  J  tons  of  vitriol  are 
daily  made  in  glass  retorts,  viz.  for  1  ton : — 

8.   d, 
4  cwt.  of  coals     .••...•     4    0 

Wages 3    0 

Breakage  of  carboys 10 


8     0 


If  the  precaution  be  taken  of  replacing  all  the  carboys  by  new 
ones  after  the  lapse  of  six  weeks,  whether  they  seem  damaged  or 
not,  there  is  next  to  no  breakage  of  carboys,  and  the  cost  of  con- 
centration is  reduced  to  7$,  6d.  per  ton  (Hofmann's  Official  Report, 
1875,  vol.  i.  p.  188) .  With  this  should  be  compared  the  very  much 
higher  cost  for  wear  and  tear  of  the  platinum  stills  (to  be  given 
below),  and,  on  the  other  hand,  the  much  higher  statement  by 
Payen  (p.  520)  concerning  the  breakage,  which,  however,  refers  to 
the  imperfect  retorts  of  former  times.     Payen  states  that  at  Ten- 
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nant's  works  at  Glasgow  only  seven  retorts^  on  an  average    ^ 
per  annum.    These  retorts  are  made  (by  Perceval^  Vickil    ^ 
Co.^  of  Manchester)  from  green  soda  glass,  as  even  in  tl 
as  possible,  blown  with  special  care,  and  cooled  very  slowl"    ^ 
weight  is  about  60  lb.  each,  and  they  cost  Is.  44.  per  lb. 

Concentration  in  Platinum  vessels. 

The  former  arrangement  of  platinum  apparatus,  indu 
lead  pans  heated  by  the  waste  heat  (see  above,  p.  499),  is 
sented,  after  Schwarzenberg,  in  figs.  255  to  257. 

The  first  four  pans  are  heated  by  a  special  fire,  whose 
shown  at  b,  and  its  grate  at  c.     After  ranging  along  the  bo 
the  first  pan,  the  flame  is  carried  by  the  wall  d  under  thi 
half  of  the  three  other  pans ;  it  then  returns  to  the  front 
and  goes  through  the  vertical  shaft/  into  the  chimney.     Fr< 
last  pan  the  acid  passes  into  the  platinum  still  B,  of  w 
largest  diameter  is  2  feet  9^  inches;  its  height  up  to  them 
on  which  the  head  rests,  is  1  foot  7^  inches ;  and  it  has  a 
of  40  gallons.     The  whole  lower  part,  which  is  continued 
an  inch  above  its  greatest  diameter,  is  made  in  one  pi 
upper  part,  narrowing  towards  the  head,  is  gold-soldered 
bottom  part   by  means  of  the  oxyhydrogen  blowpipe  [ 
soldered  with  platinum  itself,  see  above] .     The  remaining 
are  made  in  a  similar  way.     The  still  is  heated  by  the  firep] 
At  first  it  used  to  be  set  on  an  arch,  only  the  sides  being  e 
to  the  fire.     On  accouAt  of  the  great  waste  of  fuel,  the 
exchanged  for  iron  bars;  and  as  these  burned  away  very  qui 
the  bottom  of  the  pan  was  exposed  to  the  direct  flame.     It 
not  waste  more  quickly  now  than  previously ;  and  much  less 
is  consumed.     The  still  is  supported  all  round  by  the  circular 
/,  and,  on  account  of  the  small  strength  of  the  platinum,  also 
the  middle  wall  m.    The  flame  circulates  in  the  flue  n  round 
sides  of  the  still,  and  passes  then  under  the  fifth  lead  pan, 
thence  through  o  into  the  chimney.     The  projecting  part  of 
brick  covering  of  the  flue  n  is  protected  by  a  metal  plate  extendi 
4  inches  upon  the  still ;  this  plate,  as  well  as  the  part  of  the  s 
not  encased  in  brickwork,  is  covered  vrith  clay  to  prevent  tb 
condensation  of  vapours — ^which  increases  the  production  and  saves 
fuel.     The  grates  as  shown  in  the  diagrams  are  intended  for  lig^ 
nite ;  for  coal  they  can  be  made  much  smaller. 
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The  boiler  is  fed  by  the  siphon  p,  one  of  whose  ends  dips  into 
the  lead  pan,  the  other  end  dipping  into  the  small  lead  vessel  q, 
provided  with  a  spout.  The  speed  of  flow  is  regulated  by  raising 
or  lowering  q  by  means  of  the  chain  running  on  the  sheave  r. 
The  acid  runs  through  the  platinum  funnel-tube  s  into  the  still, 
which  is  provided  with  a  short  neck  and  tight-fitting  cover  for 
receiving  the  same.  The  bottom  of  the  funnel-tube  is  luted  by 
the  acid  of  the  still ;  and  a  small  box  between  the  pipe  and  the 
opening  of  the  funnel  further  prevents  any  vapour  &om  escaping. 
!For  this  purpose  it  has  two  partitions^  one  allowing  communica- 
tion only  at  the  bottom,  the  other  only  at  the  top,  and  both 
together  forming  a  complete  acid  lute. 

A  platinum  float,  playing  in  a  similar  tube  to  that  of  the  funnel, 
indicates  the  level  of  the  acid.  The  head  C  is  let  into  the  wide 
neck  of  the  still,  with  the  flange  soldered  all  round  it ;  the  latter 
rests  on  the  strong  neck  of  the  still,  with  a  thin  layer  of  asbestos 
between  them,  the  two  being  pressed  together  air-tight  by  iron 
screw- clamps.  The  side  branch  of  the  head  is  fixed  to  a  lead  ball 
D  by  flanges,  bolts,  and  red-lead  cement ;  to  the  ball  D  a  lead 
worm  is  burnt  for  condensing  the  weak  acid  distilling  over ;  and 
the  latter  is  collected  in  the  lead  tank  E.  The  cooling- tank  F  is 
of  lead,  the  frame  for  holding  the  worm  of  tinned  iron.  Cold 
water  constantly  runs  in  through  u ;  and  the  hot  water  runs  off 
at  V. 

The  strong  acid  is  drawn  off  through  the  platinum  siphon  w, 
reaching  almost  to  the  bottom  of  the  still ;  the  other  branch  passes 
through  the  cooler  G,  where  cold  water  runs  constantly  in  at 
the  bottom  and  the  heated  water  runs  off  at  the  top.  To  facilitate 
the  cooling,  the  part  of  the  siphon  within  the  cooler  is  made  in 
two  branches,  joined  by  cross  stays  ;  at  the  bottom  is  a  gold  tap 
for  regulating  or  stopping  the  flow  of  acid ;  this  tap  is  at  least 
20  inches  below  the  bottom  of  the  still.  Two  small  funnels,  a?, 
fitted  with  ground  platinum  stoppers  and  rising  above  the  top  of 
the  siphon,  serve  for  charging  it ;  for  this  purpose  the  bottom  cock 
is  closed,  both  funnels  are  opened,  acid  is  poured  in  till  the  siphon 
is  quite  fuU,  the  air  escaping  through  the  second  funnel,  and  the 
stoppers  are  put  in.  The  siphon  is  usually  made  in  four  pieces 
ground  tightly  into  each  other  at  the  joints,  for  the  sake  of  being 
carried  and  handled  more  easily ;  screw  clamps  make  the  joints 
more  secure ;  y  y  are  wooden  supports  for  the  siphon. 
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The  work  of  concentration  goes  on  day  and  nighty  one  man 
attending  to  both  fires.  The  lead  pans^  whose  area  ought  not  to 
be  smaller  than  that  indicated^  can  easily  concentrate  the  whole 
of  the  acid  from  112°  to  152°  Tw.  without  any  appreciable  loss  of 
acid.  The  weak  acid  runs  into  the  first  pan  in  a  continuous  stream 
of  such  amount  that  it  is  just  balanced  by  the  water  evaporated 
and  by  the  acid  running  from  the  fifth  pan  into  the  platinum  still. 
The  acid  in  the  fifth  pan  is  at  the  right  strength  when  marking 
hot  132^ ;  it  will  then  mark  cold  152°  Tw.  It  is  put  into  the  still 
up  to  its  widest  diameter^  and  kept  at  the  same  height  during  the 
concentration  by  constant  feeding. 

The  concentration  may  be  carried  on  in  two  ways^  either  con- 
tinuously or  intermittently.  When  working  continuously,  the  tap 
of  the  siphon  is  opened  so  far  that  the  quantity  of  vitriol  which 
the  still  can  supply  runs  out  in  an  uninterrupted  stream,  whilst 
from  the  lead  pan  just  as  much  fresh  acid  runs  into  the  still  as 
keeps  up  the  level,  observable  by  the  float.  The  process  is  con- 
trolled by  noticing  the  strength  of  the  acid  running  out  of  the 
siphon  and  of  that  condensing  in  the  lead  worm,  both  of  which  are 
in  constant  relation  to  each  other.  The  distilling  acid  ought 
never  to  fall  below  45°  Baume=90°  Tw.,  in  which  case  the  con- 
centrated acid  will  show  65  i°  Baume=:  1  '830  sp.  gr.  It  is  not  Ten' 
well  possible  to  make  stronger  acid  by  the  continuous  process, 
because  the  constant  supply  of  weaker  acid  keeps  down  the  strength 
of  the  contents  of  the  still.  If  the  distilling  acid  shows  less  than 
90^  Tw.,  the  acid  flowing  out  of  the  siphon  will  soon  become  too 
weak ;  and  in  that  case  either  the  fire  must  be  increased  or  the 
supply  of  weak  acid  must  be  lessened  or  even  interrupted  for  a 
short  time. 

The  apparatus  as  drawn  here  can  supply  34  cwt.  of  strong  vitriol 
daily  by  continuous  working. 

Acid  of  more  than  1'830  sp.  gr.  is  made  by  intermittent  woH^. 
The  tap  is  kept  closed,  till  the  distilling  acid  shows  100°  Tw. ;  at 
this  point  the  supply  of  fresh  acid  is  stopped,  the  fire  is  drawn  out 
of  the  grate,  and  a  portion  of  the  contents  of  the  still  is  quickly 
drawn  off  into  jars,  but  never  so  much  that  the  level  of  the  acid 
sinks  below  the  fire-line  at  n.  Each  time  2  cwt.  can  be  drawn  off. 
The  still  is  now  refilled  from  the  fifth  pan,  which  for  this  purpose 
is  temporarily  disconnected  from  the  fourth,  lest  weaker  acid  should 
get  into  the  still.     Once  every  96  minutes,  or  15  times  daily,  acid 
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can  be  drawn  off  altogether,  therefore  30  cwt.  of  acid  of  1'840. 
It  is  evident  that  the  interruption  of  firing  during  the  drawing-off 
causes  a  loss  in  the  amount  of  work  done. 

If  real  monohydrate  (or  something  near  it)  is  to  be  produced, 
the  operation  must  be  continued  till  the  distillate  shows  the  same 
strength ;  but  this  requires  a  much  larger  expenditure  of  time  and 
fuel  and  great  wear  and  tear  of  the  still ;  it  is  therefore  rarely 
done,  although  the  "  extra- concentrated  vitriol  '^  thus  produced 
commands  a  higher  price  (see  p.  517).  Most  of  the  acid  is  now 
prepared  by  the  continuous  process,  which  requires  less  fuel  and 
causes  less  wear  and  tear  of  the  still,  in  consequence  of  the  tempe- 
rature always  remaining  at  the  same  height. 

The  acid  is  first  run  into  jars  of  stoneware  J,  each  holding 
22  lb.  of  it,  which  stand  on  a  lead  saucer  for  catching  any  over- 
flow ;  it  is  left  in  these  several  hours  to  be  completely  cooled 
before  filling  the  carboys. 

The  acid  distilling  off  is  much  purer  than  ordinary  chamber- 
acid,  and  can  be  applied  to  special  uses ;  otherwise  it  goes  back 
into  the  chambers.  The  loss  by  evaporation,  spilling,  Sec.  ought 
not  to  exceed  1  or  2  per  cent.  The  above-described  apparatus 
requires  daily  11  cwt.  of  good  coal. 

An  idea  of  the  size,  working-capacity,  and  price  of  other  plati- 
num apparatus  than  that  described  by  Schwarzenberg  is  given  by 
the  following  statements  (partly  from  Kerl-Stohmann's  'Technische 
Chemie,'  iv.  p.  1457).  A  still  at  Oker  was  2  feet  11  inches  in 
upper  diameter,  2  feet  8  inches  in  lower  diameter,  1  foot  5  inches 
in  height,  weighed  with  appurtenances  3  qrs.  4  lb.,  contained  66 
gals.,  supplied  daily  3  tons  2  cwt.  of  vitriol,  and  cost  about  £2000. 
A  still  at  Freiberg  had  a  diameter  at  the  bottom  of  3  feet  4^  inches, 
in  the  belly  of  3  feet  7  inches,  in  the  neck  of  1  foot  1  inch,  height 
up  to  the  belly  1  foot  5^  inches,  total  height  2  feet  6  inches,  weight 
with  appurtenances  1  cwt.  27  lb.,  contents  88  gals.,  supplied  daily 
about  3  tons  acid,  and  cost  £2800.  Another  apparatus  weighed — 
the  still  1  cwt.  27  lb.,  the  head  4  lb.,  the  side  tube  and  float  4  lb., 
the  float  22  lb.,  altogether  1  cwt.  2  qrs.  1  lb. ;  it  furnished  daily 
4  tons  of  acid  of  1*840  working  intermittently,  or  6  tons  of  1*83 
working  continuously,  and  cost  about  £3200.  The  daily  cost  of 
interest  and  wear  and  tear  is  stated  at  19^.  The  price  of  platinum 
has  gradually  lowered :  in  1857  it  was  1200  francs  per  kilog. 
(=£21  17*.  per  lb.);  in  1872,  only  750  frs.  (=£13  13s.  per  lb.)  ; 

in  1877,  1020  frs.  (=£18  Us.  per  lb.). 

2  m 


Bode  (Ding].  Joum.  ccsxi.  p.  543]  states  the  following  weights 
and  working-capacitieB  of  some  platinum  stills,  from  his  own 
experience : — 


Wfiight  of  platinuM, 

Qusntity  of  rtrongsrt 

inclusiTeofftll 

oilofritriolper 

24houn. 

o»t.   qra.    lb. 

ton*,  cwt. 

1      2     8 

7      5 

0     3      6 

3    15 

0     3      2 

1    19 

In  consequence  of  competition  with  the  platinum  stills,  first 
by  the  improved  glass  retorts,  and  more  recently  by  the  combined 
platinum-lead  apparatus  of  Faure  and  Kessler,  the  two  manufac* 
turers  of  large  platinum  apparatus  (I>esmouti3,Quennes8en,&  Co.,  of 
Paris,  and  Johnson,  Matthey,  &  Co.,  of  London)  have  both  greatly 
improved  the  constructioii  of  platinum  stills.  Especially,  they  have 
made  them  lighter,  by  leaving  the  greatest  strength  entirely  in  the 
bottom,  directly  exposed  to  the  fire.  Already  in  1867,  Johnson, 
Matthey,  &  Co.  had  exhibited  at  Paris  au  apparatus  for  6  tons  per 
dicra,  costingonly  ;£1640,  and  another  for  8  tons  per  diem  at  £2500. 
Their  apparatus  are  represented  in  figs.  258  and  259.     The  first 
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■hows  the  flat  shape,  the  secoad  the  tall  shape  of  stillB ;  in  the  latt^ 
the  head  6rat  rises  a  little  to  allow  the  weak  acid,  condensing  at 
first,  to  mn  back  again  into  the  still  (the  dotted  lines  show  the 
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older  shape  of  head^  still  usual  in  the  French  apparatus) .  With  the 
English  construction  of  the  still-head  less  weak  acid  is  obtained^ 
but  less  work  is  done^  than  with  the  French  apparatus.  Fig.  260 
shows  a  cooling-apparatus  of  peculiar  construction^  sometimes  em- 
ployed in  the  English  apparatus. 

The  lightest  construction  of  English  platinum  stills^  where  only 
the  bottom  is  heated,  and  which,  since  1876,  has  been  most  recom- 
mended, is  shown  in  fig.  261,  along  with  a  new  cooling-apparatus. 
Such  a  still  was  exhibited  at  the  London  Exhibition  of  1862,  and 
since  that  time  has  regularly  made  upwards  of  2  tons  of  vitriol 
per  diem ;  it  originally  cost  only  £675,  inclusive  of  head,  tubes, 
and  cooler ;  and  the  repairs  during  14  years  have  only  amounted 
to  £30.  This  system  is  meant  for  continuous  work ;  when  two 
stills  are  combined,  4^  to  5  tons,  with  three  stills,  7^  to  8  tons  of 
vitriol  can  be  produced  per  diem  ;  but  in  that  case  the  cooling- 
apparatus  must  be  enlarged  accordingly.  A  double  apparatus  costs 
£1200,  a  triple  one  £1750.  A  is  the  platinum  still  itself,  with  an 
ascending  head  L ;  it  rests  on  a  cast-iron  ring  C,  and  is  heated  by 
the  fire  on  the  grate  c ;  below  the  latter  there  is  an  ash-pan  filled 
with  water.  In  the  centre  of  the  still-bdltom  is  a  funnel  D,  com- 
municating with  the  outside  by  the  connecting-tube  E ;  the  con- 
centrated acid  collects  here  and  is  carried  away  by  E.  This  arrange- 
ment is  said  to  have  been  a  great  practical  success.  The  tube  £  is 
continued  into  another  platinum  tube,  dipping  2  inches  into  the 
funnel  of  the  platinum  cooler  F.  The  latter  stands  in  a  lead  cooler 
G,  which  constantly  receives  fresh  water  from  a  tap ;  the  pipe  con- 
ducting the  cooling  water  to  the  bottom  of  G  is  surroxmded  by  spun 
yarn  or  some  other  bad  conductor  of  heat,  so  as  not  to  be  heated 
prematurely.  From  the  bottom  of  F  the  acid,  already  cooled  to  a 
great  extent,  runs  through  an  overflow-pipe  (likewise  wrapped 
round  with  spun  yarn,  to  avoid  reheating  the  acid  by  the  hot  water 
in  the  upper  strata)  into  the  stoneware  cooler  H,  which  also  stands 
in  a  cold-water  tub.  The  siphon  I,  of  lead  or  stoneware,  draws 
the  acid  from  H  into  the  lairge  stoneware  bottle  K,  from  which, 
now  sufficiently  cooled,  it  is  drawn  off  by  a  tap  as  required. 

In  the  same  year  (1876)  Johnson,  Matthey,  &  Co.  constructed  a 
totally  different  shape  of  still  {"  system  Delplace  '^),  in  which  Faure 
and  Kessler's  idea  of  working  with  a  very  thin  layer  of  acid,  thereby 
permitting  a  diminution  of  the  weight  of  platinum,  is  adopted ;  and 
it  effects  at  the  same  time  an  enlargement  of  the  heating-surface  by 
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employing  a  cormgated  stiU-bottom  (Prentice's  patent).  This  ap- 
paratus ia  shown  in  figs.  262-264.  The  still  B,  instead  of  being 
ronnd,  is  of  an  elongated  square  or  oval  shape ;  for  a  make  of  4  to 
6  tons  of  vitriol  per  diem  it  measures  3  feet  by  1  foot  6  inches. 
The  acid  enters  at  the  back  end  and  comes  out  in  front ;  the  siphon 
is  replaced  by  an  overflow.  A  still  of  this  kind  weighs  about  i  cwt., 
and  coats  about  :G1000,  inclusive  of  overflow,  cooler,  metal  ring,  &c. 
The  firm  also  supplies  platinum  pans  with  corrugated  bottoms, 
as  shown  at  A ;  but  instead  of  these,  ordinary  lead  pans  may  be 
used. 

More  precise  (and  partly  deviating)  statements  about  these  appa- 
ratus have  been  made  {'  Chemische  Industrie,'  i.  p.  194)  by  the 
manager  of  the  Griesheim  Chemical  Works,  where  three  of  them 
are  at  work.  Each  of  them  consists  of  a  closed  still,  2  feet  1 1  inches 
by  1  foot  5i  inches,  and  two  open  pans,  4  feet  1  inch  by  1  foot 
5^  inches,  and  5  inches  deep,  the  latter  with  a  channel  for  a  water 
lute  running  round  the  upper  edge.     The  pans  have  a  double  lead 
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cover  with  cooling-water;  the  gas  not  coodenaed  is  taken  away  by 
a  Tertica]  lead  tube  into  the  outer  air.  The  liquids  condensiog 
at  the  sides  of  this  lead  roof  (water  in  the  first  pan,  acid  of 
103  sp.  gr.  in  the  second)  flow  into  the  channel  and  run  away. 

Six  lead  pans,  with  a  heating- surface  of  247  square  feet,  belong 
to  the  system.  The  firing  is  done  by  gas -generators.  Thesystcm 
concentrates  daily  6  tons  of  vitriol  of  1*843  from  chamber-acid  of 
1'55,  with  a  consumption  of  from  26  to  S^cwt.  of  Saar  coals.  The 
acid  in  the  lead  pans  reaches  a  temperature  of  125°- 135°  C,  and  a 
strength  of  1'6S  sp.  gr.  (measured  at  15°),  in  the  first  platinum  pan 
195°  and  174,  in  the  second  240^-250°  and  1-81  sp.  gr. ;  the  ther- 
mometer  under  the  roof  of  the  first  pan  shows  90°,  under  the  second 
130°.  The  distillate  of  the  still  proper  has  a  specific  gravity  of 
1'45.  The  still,  inclusive  of  all  accessories,  weighs  1  qr.  121b.,  each 
pan  20  to  22  lb.  The  apparatus  is  said  to  be  very  satisfactory,  and 
simpler  than  Faure  and  Kessler's  [to  which  it  bears  a  very  great 
resemblance!]. 

The  more  modem  construction  of  Desmontis,  Quennessen,  and 
Lehrun,  of  Paris,  is  shown  in  figs.  265  and  266.     The  still  A  bas 
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the  head  B  projecting  a  little  over  its  neck.  The  acid  is  con- 
tinually supplied  through  the  funnel  (with  lute)  a,  and  is  divided 
into  small  drops  by  the  holes  of  the  still-neck  p  in  the  part 
reaching  into  the  still-head.  These  drops  run  down  the  sides  of  the 
still,  and  are  concentrated  to  some  extent  before  they  arrive  below. 
At  0  the  flow  is  put  in.  The  siphon  (according  to  Hasenclever"* 
plan,  'Bericbte  der  deutsch.  cbem.  Gesellschaft,'  1872,  p.  507)  i> 
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made  in  thia  way : — Lest  through  a  mistake  of  the  attendant  too 
much  acid  should  be  drawn  ofF  and  its  level  fall  ))e1ow  the  line  de, 
thus  exposing  the  platinum  to  the  heat  of  the  flue //without  any 
protection  from  acid  inside,  and  causing  it  to  hecome  red-hot  and 
perhaps  to  crack,  a  small  tuhe,^A,  is  fixed  iu  the  siphon,  whose  lower 
opening  corresponds  with  the  lowest  allowable  level  of  the  acid  in 
the  still.  Wlien  the  liquid  stands  above  fje,the  opening  y  is  covered 
and  the  siphon  acts  as  usual,  drawing  off  the  concentrated  vitriol 
from  the  bottom  of  the  apparatus  ;  but  whenever  the  level  of  the 
acid  sinks  below  de,  the  siphon  sucks  air  at  ff  and  runs  off.  The 
funnels  i  and  k  serve  for  refilling  it.  If,  exceptionally,  the  still  has 
to  be  emptied,  the  cover  t  is  taken  off,  the  plug  at  A  is  put  in,  and 
the  acid  can  then  be  siphoned  off  down  to  n.  The  overflow  q,  on 
the  other  hand,  always  keeps  the  level  of  the  acid  below  the  line  b  c. 
The  vapours  escaping  &om  the  head  B  pass  into  the  lead  ball  in 
the  cooler  R,  which  is  always  half-full,  as  the  worm  of  the  cooler 
starts  ftvm  the  middle  of  its  height ;  this  prevents  the  acid  firom 
dropping  down  and  wearing  out  the  lead  too  soon  at  the  point  of 
contact.  At  S  the  condensed  weak  acid  runs  off.  The  siphon, 
whose  long  arm  is  a  plain  tube  cooled  by  water,  takes  the  concen- 
trated vitriol  into  a  set  of  from  four  to  six  jars  with  open  necks, 
standing  up  to  their  necks  in  cold  water,  and  connected  one  with 
another  by  glass  siphons ;  from  the  last  of  these  the  add  ia 
drawn  off  into  carboys  by  means  of  a  platinum  siphon  with  stop- 
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cock.     Thus  the  acid,  besides  being  cooled,  is  at  the  same  time 
clarified. 

These  deep  stills  are  still  used  in  many  places ;  bat  the  Paris 
firm,  since  1876,  in  order  to  compete  with  Paure  and  Kessler's  appa- 
ratus, has  brought  out  a  new  form  of  still,  which,  similarly  to  that 
of  the  London  firm,  has  for  its  object  easier  concentration  by  dimi- 
nishing the  depth  of  the  acid,  along  with  a  saving  of  fuel  and  dimi- 
nution of  the  weight  of  platinum.   The  apparatus  (figs.  367  and  268] 

Fig.  267. 


is  filled  at  a;  the  acid  is  compelled  by  concentric  partitions  to 
travel  through  the  stills  in  three  circles,  following  the  direction  of 
the  arrows ;  it  is  taken  away  from  the  centre  by  the  tube  A,  without 
a  siphon.  In  a  convenient  place  there  is  an  overflow,  to  prevent 
the  level  of  the  acid  rising  too  high.  The  still  is  either  set  on 
brickwork  in  the  ordinary  way,  or  it  is  made  with  a  recess  nearthe 
outlet-tube  for  resting  on  the  brickwork.  Bode  states  that  an  ap- 
paratus of  this  kiud,  supplying  daily  IJ  ton  of  the  strongest 
vitriol,  weighed : — 
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grnu. 

The  stUl  itself 11935 

„    head  2784 

„    funnel    244 

„    overflow  and  run-off. 203 

„    siphon  [what  for?]   2429 

17596 
[=38i  lb.] 

According  to  a  circular  of  Messrs.  Desmoutis,  Quennessen,  and 
Ljebmn,  an  apparatus  of  2  feet  7^  inches  diameter,  weighing  ^  cwt., 


Hg.  S70. 
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can  easily  Jiiniish  4^  to  5  tons  of  strong  vitriol  daily,  with  a  maxi- 
mam  consumption  of  16  parts  of  coals  for  100  parts  of  acid ;  this 
consumption  is  now  said  to  have  been  reduced  to  13  parts. 

The  kind  of  setting  notr  used  at  most  works  is  showii  in  figs.  269 
and  270.    It  ib  extremely  simple,  the  still-bottom  restiog  on  aca^t- 

Fig.271, 


iron  flange.  The  Paris  6rm  also  supplies  a  cooler  {fig.  271)  similar 
to  the  English  cooler  (fig.  257}.  Three  such  apparatus  are  at  work 
at  Chauny;  the  distilling  acid  is  said  to  reach  only  6  to  8  deffrees 
Twaddle.  ^ 


CONCBNTRATION  OP  SULPHURIC  ACID. 


541 


The  above-described  mounting  on  a  plain  cast-metal  ring  was 
first  suggested  by  Mr.  Schaffner^  of  Aussig^  seemingly  also  the 
idea  of  combining  the  principle  of  the  shallow  pan  of  Faure  and 
Kessler  with  a  platinum  head^  thus  uniting  the  advantages  of  both 
systems.  Bode  has  proposed  to  run  in  the  acid  at  the  centre,  and 
run  it  off  at  the  circumference  (so  that  the  run-off  tube  would  not 
have  to  be  carried  right  through  all  the  partitions),  and  not  to  re- 
duce the  depth  of  the  acid  too  much.  Another  system  for  circula- 
tion of  the  acid,  introduced  by  M.  Liebig,  is  sketched  in  fig.  272. 

Fig.  272. 


To  the 
ohimnej. 


Double  outflows  A  A,  and  supply-tubes  E  E,  one  of  which  is  always 
closed  by  a  cap^  permit  the  still  to  be  turned  from  time  to  time,  so 
as  not  to  have  always  the  same  place  in  contact  with  the  fire.  The 
second  supply-pipe  may  be  utilized  for  holding  a  float.  The  cool- 
ing is  effected  by  a  platinum  worm.  His  apparatus,  measuring 
2  feet  5^  inches  at  the  bottom,  weighs  54  lb.  (the  cooling-worm  an- 
other 5ilb.),  and  supplies  daily  from  3^  to  4  tons  strong  vitriol. 
Liebig  prefers  the  ascending  still-head,  according  to  the  English 
pattern ;  the  distillate  condensing  in  it  shows  140°  Tw.,  and  is 
carried  away  to  the  supply-tube  by  a  small  contrivance  inside 
the  still-head  (Post,  'Zeitschrift  f.  d.  chem.  Grossgewerbe,'  i. 
p.  88). 

In  the  stills  supplied  by  the  Paris  firm,  as  last  described,  the  depth 
of  the  acid  is  only  from  2  to  3  inches  ;  with  good  work  the  distill- 
ing acid  shows  no  more  than  T  to  9°  Tw.,  even  when  vitriol  of 
1*842  sp.  gr.  is  made ;  the  work  done  is  now  five  times  as  much  as 
formerly  for  an  equal  weight  of  platinum. 

Schafiner  has  simplified  the  cooler  extremely.    He  uses  a  simple 
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siphon  without  a  stopcock  (the  outflow  being  regulated  by  the  sup- 
ply) ;  the  acid  runs  directly  into  a  cylindrical  tank  of  thick  lead^ 
2  feet  wide  and  deep^  to  the  bottom  of  which  a  lead  pipe  is  joined, 
turning  upwards  again^  just  as  in  his  cooler  for  Glover-tower  acid 
(p.  406).  But  in  this  case,  on  account  of  the  greater  heat  of  the 
acid,  there  is  a  double  lead  worm  for  continually  running  cold  water 
through  the  tank.  The  acid  running  off  is  quite  cool,  so  that  the 
carboys  may  be  filled  directly.  The  cylinder  has  a  lead  cover  to 
protect  the  acid  from  discoloration  by  dust. 

We  have  several  times  lalready  mentioned  the  concentrating- 
apparatus  of  Faure  and  Kessler ;  we  will  now  describe  it  in  detail. 
The  following  is  the  principle  of  the  apparatus  (invented  by 
Kessler)  :  of  the  platinum  still  nothing  is  left  but  the  bottom,  form- 
ing a  shallow  dish,  the  remaining  part  being  replaced  by  a  lead 
cover  cooled  by  water.  The  first  construction  of  this  kind  was  pro- 
posed by  Kessler  in  1863  (Dingl.  Joum.  ccxxi.  p.  85),  and  carried 
out  at  Griesheim,  near  Frankfort  (described  in  detail,  Dingl.  Joujm. 
clxxvi.  pp.  34  &  164),  but  was  not,  in  the  long  run,  a  success. 
Messrs.  Johnson,  Matthey,  &  Co.  have  proved  that  even  before  1860 
two  British  manufacturers  (Messrs.  Harrison,  Blair,  &  Co.,  of 
Bolton,  and  Mr.  A.  Smith,  of  Dublin)  had  used  similar  pan-appa- 
ratus, but  had  given  them  up  again.  On  ihat  very  account,  Faure 
and  Kessler  cannot  be  denied  the  merit  of  having  ultimately  carried 
out  in  practice  a  principle  all  previous  attempts  to  apply  which  had 
failed ;  and  even  if,  as  it  seems,  the  modern  constructions  of  the 
the  stills  made  entirely  of  platinum  are  after  all  the  best  apparatus 
of  the  kind,  Faure  and  Kessler  have  certainly,  by  their  original 
improvements,  induced  the  older  manufacturers  to  follow  their 
example. 

The  older  forms  of  the  apparatus  (now  given  up  by  the  inventors 
themselves)  are  described  in  Dingl.  Joum.  ccxi.  p.  26,  and  ccxiii. 
p.  204) ;  we  here  describe  only  the  form  ultimately  adopted  and 
introduced  in  many  places.  Fig.  273  gives  a  section,  fig.  274  a  per- 
spective view,  and  fig.  275  the  details  of  the  joint  between  the  dish 
and  the  jacket  (according  to  'Engineering,'  Feb.  25,  1876).  For 
a  complete  apparatus  two  platinum  dishes,  A  and  B,  are  required. 
They  are  circular,  2  feet  4^  inches  wide  at  the  bottom,  and  5  inches 
high ;  they  are  mounted  in  such  a  way  that  the  acid  runs  from  the 
first  dish.  A,  through  the  platinum  tube  a,  into  the  lower  dish^  B. 
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Each  dish  is  fired  independently,  hanging  freely  in  the  fire-place, 
merely  supported  by  a  metal  ring,  k^  which  itself  rests  on  the  brick- 
work. The  rim  of  the  dish  is  recessed  for  this  purpose;  it  is 
supported  above  by  a  thick  lead  ring  with  a  vertical  flange,  c ;  there 
is  no  cement  between  the  lead  and  platinum,  the  air  passing  freely 
through.  The  flanged  lead  ring  c  is  burnt  to  another  circular 
lead  piece,  h,  called  the  *'  soubassement,''  which  turns  upwards  in 
a  slanting  direction,  and  then  carries  two  concentric  lead  flanges, 
forming  an  annular  water  lute  p,  into  which  the  lowest  part  of  the 
hollow  lead  bell  /  dips  without  touching  the  bottom.  The  iron 
rings  f,  with  6  adjustable  feet,  /,  and  the  wedges  m  support  the 
soubassement.  The  small  overflow-pipe  ff  constantly  takes  away  the 
weak  acid  collecting  at  d  in  the  soubassement.  The  lowest  ring 
may  be  left  out,  and  the  lead  rest  directly  on  the  brickwork.  The 
lead  bells  D  and  E  are  4  feet  3  inches  high,  and  3  feet  6  inches 
wide,  and  have  a  circular  water-jacket  in  three  tiers.  Between  each 
two  tiers  an  iron  hoop  is  laid  round  the  bell  to  stifien  it ;  and  at  the 
same  time  to  these  hoops  are  attached  the  pieces  by  which  the  bells 
are  suspended  from  the  vertical  supports  carrying  their  entire 
weight.  The  bell  ends  at  the,  top  in  a  conical  cover  with  a  short 
tube-like  opening,  q,  in  the  centre;  round  this  a  water-joint  is 
formed,  in  which  the  lower  part  of  the  tube  r  rests,  which  takes  the 
uncondensed  vapours  to  the  chambers.  [In  practice  the  vapours 
are  generally  not  carried  into  the  chambers,  but  condensed  sepa- 
rately.] A  steam-jet  at  8  causes  air  to  be  constantly  aspirated  be- 
tween the  lead  piece  c  and  the  dish-rim  at  d,  and  thus  assists 
in  taking  the  vapours  away  from  beneath  the  bell.  A  stream  of 
water  runs  over  the  conical  bell-cover  continually,  flows  into  the 
upper  annular  jacket-space,  from  this  into  the  second,  and  then  into 
the  third,  running  away  at  the  bottom,  keeping  the  sides  of  the  bell 
constantly  cool,  and  condensing  the  vapours  in  it  into  liquid  acid. 
This  first  enters  the  hydraulic  joint  at^,  then  passes  over  into  d, 
and  is  taken  away  by  the  overflow-pipe  g.  The  latter  is  fixed  at 
such  a  height  that  the  turned -over  margin  of  the  dish  just  dips  into 
the  acid,  so  that  no  vapours  can  get  outside,  whilst  the  aspirated 
air  can  get  through. 

The  dish  A  is  5  inches  above  B ;  acid  of  144°  Tw.  constantly  runs 
into  it  through  a  platinum  tube;  it  runs,  partly  concentrated, 
through  the  platinum  tube  a  into  the  dish  B,  and  from  this,  as 
strongest  vitriol,  through  a  third  platinum  tube,  /,  into  the  cooler 
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to  be  described  below.  The  process  is  thus  quite  continuous  ;  but 
the  largest  part  of  the  work  is  done  in  the  dish  A^  which  can  be 
used  by  itself,  of  course  with  a  smaller  production.  The  dilute  acids 
in  the  first  bell  show  7°-15°,  in  the  second  52°-77^,  on  the  average 
32°-38°  Tw.  against  64°  Tw.  in  the  older  platinum  apparatus.  The 
apparatus  here  sketched  turns  out  6  tons  of  strongest  vitriol 
daily,  with  a  consumption  of  5  cwt.  of  fuel  per  ton  of  vitriol. 

Bode  gives  the  following  authentic  details  on  the  consumption  of 
iuel  with  Faure  and  Kessler's  apparatus,  compared  with  others 
(Dingl.  Joum.  ccxx.  p.  336)  : — 

I.  An  old  platinum  still  consumes  2*34  cubic  feet  of  wood  per 
cwt.  of  vitriol — of  this  0*98  for  the  lead  pans,  1*36  for  th^  still 
itself;  the  new  apparatus  at  the  same  works  only  consumes  157 
cubic  feet. 

II.  In  another  case  the  consumption  of  fuel  for  concentrating 
from  106°  to  170°  Tw.  was  just  the  same  as  from  148°  to  170°  Tw. 
with  the  old  apparatus. 

III.  For  obtaining  38  cwt.  of  strong  vitriol  daily  7  cwt.  of  large 
coal  are  used ;  but  a  little  under  4  cwt.  should  be  deducted,  as  the 
warm  cooling- water  is  used  for  feeding  a  steam-boiler,  leaving  only 
10  lb.  of  coals  for  1  cwt.  of  vitriol ;  the  old  platinum  apparatus  had 
consumed  6^  cwt.  of  coals  for  38  cwt.  of  vitriol.  The  dish  here  has 
a  diameter  of  2  feet  1^  inch,  weighs,  along  with  the  other  platinum 
parts,  20  lb.,  and  costs  £460,  including  royalty,  but  without  the 
cost  of  lead,  mounting,  &c. 

IV.  Here  for  100  parts  of  acid,  concentrated  firom  106°  to 
170°  Tw.,  30  parts  of  good  coal  are  used. 

According  to  Payen's  'Chimie  Industrielle'  (1877),  i.  p.  341, 
from  18  to  20  kilog.  coal  are  used  for  obtaining  100  kilog.  of  strong 
vitriol  from  acid  of  106°-113°  Tw.  According  to  notes  collected 
quite  recently  by  the  author,  chamber-acid  of  113°  can  be  brought 
up  to  nominally  170°Tw.  (=94  per  cent,  of  SO4H2)  with  16'6  parts 
of  middling  good  coals  for  100  parts  of  strong  vitriol. 

It  should  not  be  overlooked  that  the  cooling  of  the  bell  in 
Faure  and  Kessler^s  apparatus  requires  a  very  lai^e  quantity  of 
water,  which  in  some  places  may  militate  against  its  employ- 
ment. 

The  shape  of  the  bells  as  drawn,  4  feet  high,  with  three  tiers,  is 
not  at  all  the  general  one ;  shorter  bells,  with  only  two  tiers,  some- 
times even  in  one  piece,  have  also,  recently  especially,  come  into 
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use.     Fig,  276  (also  from  '  Engineering ')  gives  a  perspective  view 
o£  such  an  apparatus,     b  b  are  tlie  bells  (only  1  foot  4  inches  high) , 


a  a  the  conical  tops  with  the  water -joints  rf  and  the  drawing-off 
tubes  e,  c  the  hydraulic  joint  of  the  lead  rim,  /  the  iron  hearers  of 
the  bells,  g  the  supports  of  the  lead  nm,  k  a  pot  with  hot  acid  of 
144°  Tw.  from  the  pans,  n  the  cooler  for  hot  strong  vitriol,  tn  a  col- 
lecting-tank for  the  acid,  o  a  collecting-box  for  the  different  cooKng- 
waters  running  off  through  the  pipes  /  &c. ;  through  k  and  other 
pipes  the  weak  condensed  acid  runs  into  the  collecting-funnel  p. 
Thb  apparatus  has  two  dishes  of  S  feet  6  inches  diameter,  and  sup- 
plies 7  tons  of  strong  vitriol  daily. 

Faure  and  Kessler's  apparatus  is  also  specially  adapted  for  vitriol 
of  1'840  sp.  gr.,  and  even  for  the  "  extra-concentrated  acid  "  of  97 
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to  98  per  cent.  Id  this  case  the  weak  distilling  acid  in  the  secood 
dish  shows  from  124°  to  144"  Tw.,  and  there  is  a  loss  of  platinum  of 
8  to  9  grams  per  ton  of  acid :  the  average  strength  of  the  distilling 
acid  from  both  dishes  is  62°  Tw. 

The  cooler  employed  by  Faure  and  Kessler  was  also  constructed 
by  them ;  it  is  made  of  lead,  avoiding  the  use  of  platinum, 
similar  to  Schafber's.     Its  best  form  is  showu  in  fig.  277  (from 

Fig.  277. 


Payen,  /.  c.  p.  341).  A  lead  vessel.  A,  stands  on  an  annular  lead 
cylinder,  B,  whose  base  6  is  a  little  widened  out  for  greater  stability. 
In  the  middle  of  the  height  the  partition  c  cuts  oB  the  top  from 
the  bottom  cylinder,  the  hollow  apace  of  A  still  remaining  in  com- 
munication with  the  annular  space  of  B.  All  the  hollow  spaces  are 
filled  with  vitriol.  On  the  bottom  c  the  shallow  lead  dish  D  is 
placed ;  and  in  its  centre  the  porcelain  dish  d  receives  the  almost 
boiling  acid  from  the  platinum  tube  k,  so  that  the  hot  acid  mixes 
with  cooled  acid  without  injuring  the  lead  at  the  point  of  contact. 
In  A  there  are  five  worms,  s  s,  connected  with  each  other  and  con- 
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stantly  fed  with  cold  water,  which  runs  off  heated  at/.  The  whole 
cooler  stands  in  a  cylindrical  vessel  H,  also  constantly  supplied  with 
cold  water  through  V ;  the  latter,  therefore,  always  fills  the  inner 
space  b  of  the  annular  vessel  B,  circulating  through  the  openings  x  a?. 
Since  the  acid  entering  through  the  tube  t  is  much  hotter  than  that 
into  which  it  flows,  it  rises  to  the  top,  comes  into  contact  with  the 
worms  s  s,  and  is  partly  cooled ;  it  then  flows  downwards  along  the 
sides,  and  passes  into  the  annular  space  b,  where  it  only  forms  a 
thin  layer  and  is  further  cooled.  At  last  it  rises  up  in  the  pipe 
ff,  and  from  this  runs  into  the  carboys-  As  the  diameter  of  the 
vessel  is  about  3  feet  3  inches,  the  stream  of  acid  moves  very  slowly 
in  it,  and  there  is  time  for  cooling.  A  cooler  of  the  above  diameter 
and  equal  height  suffices  for  100  carboys  of  acid  per  diem.  This 
apparatus  is  very  ingeniously  constructed,  but  rather  complicated. 
It  requires  an  excellent  plumber  and  incessant  cooling  with  cold 
water ;  otherwise  it  would  be  very  soon  destroyed. 

The  use  of  Faure  and  Kessler^s  apparatus  spread  very  rapidly, 
and  far  more  in  Germany  and  Austria  than  in  France  itself,  last  of 
all  in  England — up  to  1877  altogether  in  40  works.     The  reason 
was  evidently  this,  that,  in  spite  of  the  very  large  royalty  paid  to  the 
inventors,  the  saving  against  the  older  platinum  stills  amounted  to 
a  large  sum,  so  that  the  cost  of  the  old  platinum  equalled  that  of 
two  of  Kessler's  new  apparatus.     The  latter  for  5  tons  daily  costs 
only  £1200,  against  £3200  for  the  old  still,  or  for  2^  tons  daily 
£600  against  £1800  [these  figures  quoted  by  F.  &  K.  were  cer- 
tainly maximum  amounts].     Besides,  with  the  new  system  less 
fuel  was  consumed.     But,  as  mentioned  above,  the  firms  of  John- 
son, Matthey,  &  Co.,  and  Desmoutis,  Quennessen,  and  Lebrun 
have  both  come  up  to  the  same  point;  they  now  supply  appa- 
ratus at  the  same  price  as  Faure   and   Kessler,   or  even   more 
cheaply,  which  have  the  great  advantage  of  consisting  entirely  of 
platinum,  and  thus  always  retaining  the  best  part  of  their  value, 
and  of  being  much  simpler  to  mount  and  to  keep  up.     The  prin- 
ciple of  a  shallow  layer  of  acid  being  adopted,  they  attain  the  same 
saving  of  fuel,  and  even  exceed  it  if  constructed  on  the  principle  of 
the  concentric  current — though  this  principle  can  be,  and  actually 
is,  applied  to  Kessler's  platinum  dishes  also.     In  some  places  the 
dish-apparatus  is  said  to  have  been  abandoned  again,  probably  on 
account  of  too  many  repairs  being  needed.     It  can  be  very  easily 
imagined  that  in  one  place,  where  a  less-practised  plumber  has 
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mounted  the  apparatus,  it  works  much  less  satisfactorily  than  in 
another  place,  where  there  has  heen  an  excellent  plumber  at  dis- 
posal ;  at  least  iu  some  places  the  author  has  been  told  that 
there  was  no  difficulty  whatever  in  keeping  the  apparatus  in  good 
order. 

The  greatest  advantages  claimed  by  Faure  and  Kesaler  for  their 
apparatus  are  its  cheapness  and  the  saving  of  fuel — advantages 
which  the  apparatus  even  at  the  time  of  its  introduction  hardly 
possessed  against  the  apparatus  of  Johnson,  Matthey,  and  Co.  of 
1862,  and  which  it  has  entirely  lost  against  the  most  modem  pla- 
tinum stills,  at  any  rate  so  long  as  a  very  high  royalty  (amounting 
to  the  value  of  the  platinum  itself)  has  to  be  paid  for  it.  The 
other  advantages  claimed,  viz.  smaller  loss  in  case  of  accidents,  less 
R(t.  278. 
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manual  labour,  greater  regularity  of  work  (?),  smaller  consumption 
of  platinum,  &c.,  all  fall  under  the  same  head.  The  loose  platinum 
dishes  no  doubt  are  more  easily  repaired  than  the  close  stills ;  on 
the  other  hand  the  lead  parts  give  all  the  more  occasion  for  repairs. 
The  lead  cooler  of  Faure  and  Kessler  docs  not  seem  to  answer 
completely ;  at  least  they  also,  latterly,  recommend  a  platinum 
cooler.  The  distilling  acid  in  the  newest  platinum  stills  is  much 
weaker  (as  we  have  seen  above)  than  that  in  the  Faure- and- Kessler 
apparatus,  which  is  in  favour  of  the  former.  Lastly,  the  platinum 
stills  also  save  all  the  cooling-water  required  in  the  other  apparatus 
for  the  lead  bells. 

In  a  circular  of  Febmary  25th,  1877,  Messrs.  Faure  and  Kessler 
describe  some  important  improvements  now  introduced  by  them, 
without,  however,  giving  any  diagrams.  The  "  aoubafisement " 
with  double  hydraulic  joint,  which  gave  frequent  occasion  for 
repairs,  is  abolished ;  the  platinum  dish  is  much  higher  and  itself 
provided  with  an  hydraulic  joint ;  its  sides  are  exposed  and  thus 
allow  better  joints  to  be  chosen  for  the  exit-tubes ;  there  is  an 
overflow-pipe,  &c.  The  preceding  diagram  (fig.  278)  gives  an  idea 
of  this  construction. 

Bode  reports  (in  Dingl.  Journ.  ccxxviii.  p.  249)  on  a  new  plati- 
num apparatus  patented  in  Germany  (No.  1005,  9tb  Oct.  1877)  by 
F.  W.  Kalbfieisch,  of  London.    The  diagram  (fig.  279)  refers  to  this. 

1^.279. 


A  is  a  shallow  box  with  bottom  and  sides  of  sheet  ii'ou,  and  its  top 
made  of  steel  plate,  set  in  asbestos  mortar  or  some  other  badly  con- 
ducting substance;  it  carries  a  shallow  lead  pan,  B,  into  which  the 
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heated  acid  from  C  runs  through  a  siphon  F.  The  depth  of  acid  in 
B  is  not  to  be  above  ^  inch.  The  heating  takes  place  by  super- 
heated  steam ;  thus  overheating  of  the  pan  by  direct  exposure  to 
the  fire  is  avoided^  and  thin  sheet  lead  can  be  employed.  The 
superfluous  steam  passes  through  G^  and  gives  a  preliminary  heating 
to  the  acid  in  C.  The  remaining  steam  may  be  further  used  for 
heating  the  feed- water  of  the  steam-boilers^  and  may  be  ultimately 
taken  through  T  into  the  lead  chambers.  [The  various  steam- 
pipes  certainly  ought  to  be  provided  with  suitable  apparatus  for 
carrying  off  the  condensed  steam.]  The  condenser  K  is  connected 
with  the  platinum  still  I  by  an  upright  pipe  P ;  this^  as  well  as  the 
higher  situation  of  the  condenser,  is  much  insisted  upon  by  the 
inventor.  The  condenser  discharges  its  acid  immediately  into  the 
lead  chamber^  H ;  this,  however,  is  decidedly  wrong,  as  the  weak 
acid  will  always  float  at  the  top,  causing  the  conversion  of  nitrous 
acid  into  nitric  acid  and  quickly  corroding  the  lead.  Bode  pro- 
poses, instead  of  this,  to  employ  the  steam  for  concentrating  the 
distillate.  Behind  the  platinum  vessel  the  Are  is  in  contact  with 
pipes  for  overheating  the  steam,  which  is  to  be  controlled  by  a 
pyrometer. 

The  platinum  vessel  is  rectangular,  with  an  oval  cover,  slanting 
backwards ;  the  reason  of  this  is,  because  the  vessel  is  fed  with 
acid  in  front  over  the  outlet-pipe  P,  and  most  vapour  is  given  off 
there.  The  whole  bottom  is  directly  exposed  to  the  fire,  and  is 
supported  internally  by  the  cross  girders  L,  soldered  to  the  bottom 
and  the  sides  and  dividing  the  space  into  compartments,  at  the 
bottom  of  which  the  acid  communicates  and  runs  off  concentrated 
at  M.  The  outlet-pipe  is  bent  for  a  hydraulic  lute,  the  bend  deter- 
mining the  level  of  acid  within  the  vessel ;  the  shallower  the  acid 
the  more  work  is  done.  The  acid  drawn  off  is  taken  from  the 
bottom  as  usual. 

The  consumption  of  fuel  is  stated  at  less  than  half  that  of  the 
old  platinum  stills.  A  vessel  of  2  ft.  1  in.  x  4  ft.  2  in.  area,  costing 
below  £1250  inclusive  of  cooler,  is  said  to  supply  7  tons  6  cwt.  of 
strong  vitriol  in  24  hours  with  a  consumption  of  less  than  10  cwt. 
of  coals  =  6^  per  cent. 

Bode  points  out  that  the  platinum  vessel  is  difficult  to  clean, 
especially  on  account  of  the  cross  partitions.  If  the  well-known 
ferric  sulphate  should  be  precipitated, weak  acid  must  be  sent  through 
the  vessel  at  a  moderate  heat ;  but  no  control  can  be  exercised. 
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The  idea  of  using  the  waste  heat  of  the  platinum  still  for  super- 
heating steam  seems  novel;  but  the  arrangement  for  utilizing 
every  thing  to  the  utmost  is  extremely  complicated  and  will  hardly 
stand  the  test  of  practice  without  dropping  one  thing  or  the  other. 
The  vapours  not  condensed  have  been  taken  into  the  chamber 
already  by  Faure  and  Kessler ;  and  this  Bode  prefers  to  condensing 
them  completely  to  weak  acid^  at  least  when  the  chamber-gas  has 
no  pressure  outwards^  but  suction  inwards. 

An  important  chapter  in  the  concentration  of  vitriol  in  platinam 
is  that  treating  of  the  loss  of  platinum  by  gradual  solution  in  sul- 
phuric acid.  The  first  accurate  observations  on  this  subject  were 
made  by  Scheurer-Kestner.  He  found  (Hofmann^  '  Report  of  the 
Juries  1862,^  p.  16)  that^  even  with  perfectly  pure  sulphuric  acid, 
the  loss  of  platinum  amounted  to  2  grms.  for  each  ton  of  vitriol; 
when  nitrogen  compounds  were  present  in  the  acid,  it  rose  to  4  or 
5  grms.  of  platinum :  this,  however,  can  be  avoided  by  purification 
with  ammonium  sulphate  (p.  482).  New  stills  lose  less  than  old 
ones  (about  1  grm.),  because  newly  hammered  platinum  is  more 
compact  and  resists  the  acid  better.  The  iridium-platinum  alloy 
of  Desmoutis  and  Quennessen  (25  to  30  per  cent,  of  iridium) 
suffers  less ;  in  an  experiment  a  dish  of  pure  platinum  lost  in  two 
months  19'66  per  cent.,  another  of  iridium-platinum  alloy  under 
identical  circumstances  only  8 '88  per  cent,  of  its  weight.  Accord- 
ing to  Kerl-Stohmann's  '  Chemistry,'  vol.  iv.  p.  1458  (2nd  ed.),  a 
small  still  of  that  alloy  at  Halle,  of  13  gals,  capacity,  with  a  daily 
output  of  12  cwt.  of  vitriol,  st&od  very  well.  Yet  the  iridium-pla- 
tinum alloy  has  had  to  be  given  up,  because  it  is  too  brittle;  pure 
platinum,  from  its  toughness,  malleability,  and  capacity  for  welding, 
is  more  durable  in  the  long  run. 

According  to  more  recent  statements  by  Scheurer-Kestner 
('  Comptes  Rendus,'  Nov.  1875)  the  losses  of  the  platinum  still  at 
the  Thann  works  were  as  follows : — during  2  years,  a  small  quantity 
of  nitrogen  acids  being  present,  2*859  grms.  for  1000  kilogs.  strong 
vitriol  of  93  or  94  per  cent.  SO4H2.  In  the  following  year,  the 
nitit^n  acids  having  been  removed  by  ammonium  sulphate,  1*220 
grm.  platinum  for  1000  kilog.  vitriol.  In  the  following  years,  when 
the  vitriol  contained  a  little  sulphurous  acid,  the  loss  of  platinum 
fell  to  0*925  grm.  Small  quantities  of  hydrochloric  acid  in  the 
chamber  make  no  difference  in  the  solution  of  platinum.  This, 
however,  is  done  to  a  large  extent  when  the  strength  of  the  vitriol 
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exceeds  the  ordinary  66°  Baum^  {so-called  170°  Tw.,  in  reality  only 
1  *83)  of  commerce,  which  contains  at  most  94  per  cent,  of  SO^H^. 
The  loss  in  making  180  tons  of  extra-concentrated  vitriol  with  97 
to  98  per  cent,  of  SO4H,  amounted  to  6'07-6-65  grms.  platinam 
per  ton,  in  making  102  tons  of  vitriol  of  99^  to  99}  per  cent,  of 
SO4H9  even  8  to  9  grms.;  by  quantitative  analysis  8*38  grms. 
platinum  per  ton  were  actually  found. 

The  above-mentioned  experiments  only  refer  to  the  still  itself; 
but  even  the  accessories  are  subject  to  wear  and  tear,  as  is  shown 
by  the  following  Table  : — 

Original  Weight  after 

weight.  5  yean*  use. 

Still 30-346  kilog.  26-450 

Head   7-255     „  7-000 

Siphon     5-689     „  5-520 

Small  parts 1-075     „  1-000 


44-365     „  39-970 

39-970 


Loss 4-395 

Since  the  still  itself  had  only  lost  3'896  kilog.  of  metal,  there  was 
a  loss  of  12-8  per  cent,  of  the  other  parts. 

This  nearly  agrees  with  the  statements  mentioned  by  Hasenclever 
(in  Hofmann's  'Report,'  1875,  i.  p.  188),  also  originating  from 
Scheurer-Kestner,  according  to  which  the  loss  with  ordinary  acid 
amounts  to  1*92  grm.,  with  acid  containing  SO^  to  1*05  grm.,  for 
1000  kilog. 

According  to  Hasendever's  own  experiments  (/.  c.)  the  loss  of 
platinum  at  the  Hantmont  works  only  amounted  to  0*252  grm. 
per  ton  of  vitriol  of  1*8  spec.  grav. ;  if,  however,  the  repairs  and 
the  loss  in  renewing  the  apparatus  are  taken  into  account,  the 
expense  amoimts  to  1*616  franc  (=1«.  3d.)  per  ton  of  1*8  sp.  gr. 
At  the  Rhenania  works  the  wear  and  tear  of  platinum  amounts  to 
0*972  grm.  of  platinum,  and  the  total  expenditure  for  still-repairing 
to  close  upon  2s.  per  ton  of  1;8  sp.  gr.  In  both  cases  the  acid  was 
fr*ee  from  nitrogen  compounds. 

Quite  recently  (Compt.  Rend.  29th  April  1878)  Scheurer-Kestner 
has  made  experiments  on  the  waste  of  platinum  in  the  preparation 
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of  faming  oil  of  vitriol.  The  latter  was  made  by  heating  sodium 
pyrosalphate  in  an  earthenware  retort^  lined  inside  with  a  sheet  of 
platinum  soldered  by  itself.  This  weighed  5  kilog. ;  and  after 
preparing  100  kilog.  fuming  oil  of  vitriol  it  had  lost  100  grms. — 
that  is,  1  kilog.  platinum  per  ton  of  acid.  The  platinum  was  found 
in  a  soluble  form  in  the  residual  sulphate  of  soda.  Seheurer- 
Kestner  has  moreover  established  the  fact  that  with  the  modem 
platinum  apparatus  for  making  ordinary  oil  of  vitriol,  whether 
those  of  Faure  and  Kessler,  or  those  of  Desmoutis  and  Co.,  the 
quantity  of  platinum  lost  is  only  one  fourth  of  what  used  to  be  lost 
in  the  former  apparatus,  viz.  only  O'lO  grm.  per  ton  for  ordinary 
170°  acid,  and  from  1*0  to  1*5  grm,  per  ton  for  acid  of  98-99  per 
cent.  He  ascribes  this,  first,  to  the  much  lower  boiling-point 
caused  by  the  little  depth  of  acid,  and,  secondly,  to  the  much 
smaller  weight  of  platinum;  especially  in  Faure  and  Kessler's 
apparatus  a  much  smaller  platinum  surface  is  in  contact  with  the 
acid  than  formerly. 

In  Knocke's  description  of  the  Oker  works  (Dingl.  Joum.  cliv. 
p.  181)  it  is  mentioned  that  formerly  the  platinum  stills  used  to 
be  fired  with  coals,  but  that  wood  had  been  introduced  instead, 
because  the  still  was  found  damaged  in  consequence  of  the  sulphur 
contained  in  the  coals.  Even  by  the  formation  of  carbon-platinum 
the  platinum  may  become  brittle;  the  fuel,  therefore,  ought  never 
to  come  into  immediate  contact  with  it. 

The  iron  salts  contained  in  the  chamber-acid  in  concentrating 
up  to  170°  Tw.  are  precipitated  as  ferric  sulphate ^  which,  being 
insoluble  in  strong  vitriol,  partly  attaches  itself  in  white  crusts  to 
the  vessel,  partly  remains  suspended  in  the  acid  in  shining  flakes ; 
the  precipitate  also  contains  a  little  lead.  When  it  occurs  in  large 
quantities  (which,  however,  only  takes  place  exceptionally,  and 
probably  never  with  pyrites  in  pieces)  it  may  occasion  stoppages 
of  work  and  also  make  the  acid  more  or  less  unsaleable.  This 
especially  happens  when  Glover-tower  acid  is  employed  for  con- 
centration. In  order  to  remedy  this,  Gerstenhofer  suspended  a 
large  porcelain  dish  in  the  still  by  means  of  platinum  wires,  com- 
pletely immersed  in  the  acid,  in  which,  owing  to  the  boiling  move- 
ment, all  crusts  &c.  collect.  It  is  therefore  only  necessary  to  take 
out  the  dish  from  time  to  time,  which  can  be  done  very  quickly 
(Bode,  Beitrage,  1872,  pp.  50,  51).  This  arrangement  seems  to 
have  been  introduced  in  very  few  places. 


556  SULPHURIC  ACID. 

Other  Methods  for  Concentrating  Sulphuric  Add. 

Such  methods  have  been  mentioned  already  in  several  places— 
for  instance^  Seckendorffs  cast-iron  retorts  (p.  507) ,  Clough's  lead 
pans  cooled  by  water  (p.  492)^  Hemptinne's  lead  vacnum-paiu 
(p.  513)  and  his  apparatus  with  superheated  steam  (p.  511)^  and 
Stoddart's  lead  pan  with  a  current  of  air  (p.  506) . 

Roder  (Dingl.  Joum.  cxi.  p.  397)  ^proposed  enamelled  cast-iron 
boilers^  and  indicated  a  special  kind  of  enamel  for  them :  1  part  of 
powdered  burnt  alum^  4  parts  of  red  lead^  and  2  parts  of  pnie 
silica  are  to  be  melted  together ;  the  fluxed  mass  is  to  be  cooled  in 
water,  dried,  powdered,  and  15  parts  of  it  intimately  mixed  with 
20  parts  of  pure  silica  and  3  parts  of  tin  oxide.  The  whole  \& 
ground  up  with  spirit  of  turpentine,  laid  with  a  soft-hair  brush  on 
the  smoothly  turned  inner  surface  of  the  boiler ;  and  this  is  re- 
peated three  or  four  times,  each  coat  being  allowed  to  dry  first. 
The  enamel  is  then  fixed  by  fusing  on  as  usual.  Even  the  best 
enamel  will  certainly  resist  only  a  very  short  time  the  boiling 
vitriol  and  the  uneven  expansion  and  contraction  of  metal  and 
enamel  at  the  very  greatly  diflfering  temperatures  which  occur 
here. 

Gossage  (Patent  of  1850,  Hofmann's  '  Report  of  the  Juries,^ 
1862,  p.  17 ;  Muspratt's  '  Chemistry/  ii.  p.  1047)  allows  the  acid  to 
meet  a  current  of  hot  air  in  a  chamber  filled  with  pebbles.  His 
apparatus  consists  of  two  parts  (figs.  280  and  281),  one  of  which 
serves  for  heating  the  air,  the  other  for  evaporation.  The  first 
object  is  effected  by  16  iron  tubes,  a  a,  open  at  top  and  bottom, 
surrounded  by  the  fire  from  h,  which  comes  to  them  by  the  flue  c. 
The  flame  travels  downwards  in  the  direction  of  the  arrows,  and 
escapes  through  d  into  the  chimney.  The  cold  air  enters  the  tubes 
a  a  from  below  through  an  arch,  e,  and  leaves  them  at  /,  strongly 
heated ;  it  passes  through^  and  j  into  the  concentrating-apparatus. 
This  consists  of  two  concentric  cylinders,  h  h,  of  ^-in.  lead,  leaving 
a  space,  i  i,  between  them ;  at  the  bottom  they  are  burnt  to  a  lead 
plate.  The  inner  cylinder  is  closed  at  the  top,  except  in  the  centre, 
where  it  opens  into  the  pipe  j ;  its  inner  space  is  three-fourths 
filled  with  pebbles.  When  the  iron  tubes  have  been  brought  to 
a  red  heat,  the  acid  to  be  concentrated  is  run  onto  the  cover  of  the 
inner  cylinder ;  it  first  fills  the  space  between  the  two  cylinders, 
and  then  flows  through  the  tubes  k  A:,  loosely  covered  by  dishes. 
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into  the  inner  cyliader,  where  it  spreads  over  the  pebbles.     The 
bot  air  entering  through  gj,  being  in  immediate  contact  with  the 

Fig.  280. 


vitriol,  evaporates  the  latter  quickly,  and  goes  through  L  into  the 
chimney,  charged  with  steam  [and  acid  vapour] .  The  acid  be- 
comes more  and  more  concentrated  as  it  gets  lower  down ;  and 
with  s  proper  relation  between  the  temperature  of  the  air  and  the 
supply  of  acid,  the  latter  can  be  drawn  off,  highly  concentrated,  by 
the  pipe  M.  The  space  t  %  both  serves  for  a  preliminary  heating  of 
the  vitriol  and  for  protecting  the  lead  cylinder.  This  apparatus 
has  never  come  into  use ;  its  faults  are  the  following : — The  air 
most  be  made  nearly  red-hot ;  and  thus  the  upper  lead  pipe  always 
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melts ;  the  air^  charged  with  vapour^  travels  in  the  same  direction 
as  the  vitriol^  and  therefore  again  gives  up  its  water  to  the  latter 
as  it  becomes  more  highly  concentrated ;  all  acid  escaping  along 
with  the  hot  air  is  lost  in  the  chimney.  Although  some  of  these 
faults  might  be  avoided  by  changing  the  details  of  construction, 
the  apparatus  seems  never  to  have  been  employed  in  practical 
work. 

Gossage's  plan  with  heated  air  has  been  re-invented  by  CotellCi 
without  any  additions  (Chemical  News^  xx.  p.  107). 

Packages  for  Sulphuric  Acid. 

Sulphuric  acid  is  mostly  sent  out  in  large  glass  bottles  or  carboyg 
of  about  15  gallons  capacity^  packed  in  baskets  with  straw^  the 
projecting  necks  being  still  further  protected  by  straw  ropes.  They 
are  closed  by  earthenware  stoppers  dipped  in  melted  brimstone  and 
put  in  quickly  before  the  sulphur  has  solidified.  Mostly  damp 
clay  is  put  round  the  top^  and  a  linen  rag  is  tied  all  over  it.  Often, 
especially  for  short  distances^  the  brimstone  is  omitted.  The  baskets 
only  last  a  short  time  when  exposed  to  the  weather  and  the  damp 
soil^  and  especially  when  any  acid  gets  at  them.  This  last  is  some- 
times difficult  to  avoid ;  after  once  using,  a  few  drops  of  acid  run 
down  the  neck  of  the  carboy  and  find  their  way  to  the  bottom  of 
the  basket ;  and  the  floor  of  the  warehouse,  where  they  are  placed, 
is  not  easily  kept  entirely  free  from  acid.  Therefore  the  bottom 
of  the  basket  is  damaged  first;  and -on  lifting  the  carboy  the 
bottle  filled  with  acid  forces  out  the  bottom  of  the  basket  by  its 
weight  and  falls  through.  For  this  reason  a  damaged  basket  ought 
never  to  be  sent  out ;  some  works  go  upon  the  principle  of  alway$ 
packing  the  returned  carboys  in  fresh  baskets.  The  baskets  stand 
much  longer  when  they  are  dipped  two  thirds  of  their  height  in 
coal-tar.  In  England,  baskets  made  of  stout  iron  wire  or  of  thin 
hoop  iron  are  frequently  met  with,  protected  against  quick  rusting 
by  a  thick  coating  of  coal-tar.  In  the  north  of  England  frequently, 
sometimes  also  in  Germany,  carboy-tubs  are  used,  made  of  small 
staves,  tapering  a  little  downwards,  and  bound  with  iron  hoops; 
the  bottle  is  put  in,  packed  in  straw,  with  only  its  neck  projecting; 
a  circular  cover,  provided  with  a  hole  for  the  bottle-neck,  is  put  on 
.and  fixed.  These  tub-carboys  are  rather  clumsy  and  somewhat 
dearer  than  basket-carboys,  but  much  more  durable;  and  they 
afibrd  the  great  advantage  that  railways,  barges,  &c.  carry  them  in 
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two  tiers  one  above  the  other,  which  they  never  do  with  basket- 
carboys. 

In  America,  cubical  cases  are  employed,  kept  together  by  iron 
hoops ;  the  bottles  are  put  in  with  sea-weeds  ;  they  cost  one  third 
of  a  dollar  per  cwt.  (Ooldschmiedt,  Austrian  Report  upon  the 
Philad.  Exhib.  vii.  p.  10).  In  France,  and  also  at  Aussig  in 
Bohemia,  stoneware  jars  of  the  size  of  ordinary  glass  carboys,  and 
of  the  same  clay  as  is  used  for  '' bombonnes '^  (acid-receivers),  are 
frequently  employed ;  these  can  be  moved  about  at  the  works 
without  baskets,  but  must  be  put  into  baskets  for  sending  out.  At 
Beauvais,  where  they  are  made,  they  cost  1^  franc  each. 

In  spite  of  all  precautions,  it  frequently  happens  that  glass  car- 
boys get  cracked,  either  in  handling  or  by  the  jolting  of  railway- 
trucks  ;  and  the  acid  running  out  is  not  merely  lost,  but  often  does 
a  great  deal  of  damage.  The  railway  and  steamboat  companies 
accordingly  will  only  accept  acids  (vitriol,  as  well  as  other  mineral 
acids  sent  in  carboys)  at  the  sender^s  risk,  or  else  at  very  high  rates 
for  carriage,  and  only  send  them  by  certain  trains.  Under  all  cir- 
cumstances, on  account  of  the  bulky  nature  of  this  merchandise,  a 
very  much  higher  rate  is  charged  for  its  conveyance  than  corre- 
sponds to  its  weight.  A  truck  which  carries  10  tons  of  goods  in 
casks  can  only  carry  about  2^  tons  of  vitriol  in  carboys.  The 
additional  cost  of  carriage  is  therefore  in  direct  proportion  to  the 
accompanying  dead  weight  and  bulk ;  and  as  such  the  water  must 
be  regarded  which  is  contained  in  acid  of  144°  Tw.  (brown  vitriol) 
over  and  above  that  in  strong  vitriol. 

The  cost  of  packages  also  amounts  to  a  good  deal.  It  differs 
very  much,  according  as  the  situation  is  more  or  less  convenient 
for  purchasing  the  bottles  &c. ;  but  it  will  hardly  ever  be  under  £2 
per  ton  of  real  acid,  and  is  much  higher  for  brown  vitriol  containing 
78  per  cent,  of  SO^Hj  than  for  strong  vitriol  with  93  per  cent,  of 
SO4H4.  To  be  sure,  the  empties  are  mostly  returned ;  but  there 
is  always  much  breakage,  and  for  longer  distances  the  return-car- 
riage is  too  dear. 

It  follows  from  this  that  it  will  only  pay  for  a  certain  distance, 
differing  very  much  according  to  local  circumstances,  to  send  out 
brown  vitriol  of  144°-152°  Tw. ;  when  the  distance  exceeds  that 
limit,  the  extra  cost  of  packages  and  transit  becomes  equal  to  or 
more  than  the  cost  of  extra  concentration,  and  the  consumers 
prefer  to  buy  strong  vitriol  of  170°  Tw.     It  cannot  be  denied  that 
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frequently  old  habit  or^  more  strictly  speaking,  ignorance  causes 
consumers  to  buy  acid  of  170°  when  acid  of  144°  would  be  cheapo' 
for  them.  On  the  other  hand^  of  late  years  acid  of  144^  has  been 
sent  Tery  much  longer  distances  than  formerly  by  means  of  canal- 
boats  lined  with  lead^  or  lead  cylinders  mounted  on  railway  trucks, 
instead  of  carboys.  Evidently  this  can  only  be  done  in  the  case 
of  buyers  who  can  not  only  take  a  whole  boatload  or  truckload  at 
a  time,  but  also  empty  it  at  once  in  order  to  return  the  vessels. 
The  Oker  works  send  out  most  of  their  chamber-acid  and  brown 
vitriol  in  lead  cylinders  holding  7i  tons^  but  the  strong  vitriol  in 
glass  carboys. 

Balmain  and  Menzies  have  taken  out  a  patent  for  conveying 
vitriol  safely  and  cheaply  in  iron  vessels,  provided  that  it  is  not 
below  130°  Tw.,  that  the  outer  air  is  excluded,  and  that  the  vitriol 
contains  no  impurities  acting  on  the  iron.  In  America,  indeed, 
concentrated  sulphuric  acid  and  even  nitric  acid  are  supplied  to 
the  nitroglycerine-makers  in  the  same  large  sheet-iron  drums  in 
which  the  glycerine  has  been  imported  from  France  (Goldschmiedt, 
/.  c.  p.  10) . 

On  the  Rhine^  copper  cylinders  are  generally  used  for  this  pur- 
pose, sometimes  also  sheet-iron  cylinders,  with  the  precautions 
mentioned  by  Balmain  and  Menzies ;  there,  however,  144°  Tw.  is 
the  lowest  limit  of  strength. 
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CHAPTER  XIV. 

ARRANGEMENT  OF  THE  APPARATUS  OF  SULPHURIC-ACID 

WORKS. 


Although  it  is  obvious  that  no  general  rules  can  be  laid  down 
for  this^  perhaps  a  few  remarks  upon  it  will  not  be  out  of  place. 
Of  course  the  arrangement  of  acid-works  depends^  firsts  upon 
whether  they  are  only  to  supply  chamber-acid  or  strong  acid.  In 
the  latter  case,  if  no  Glover  tower  or  no  pans  on  the  pyrites- 
burners  are  present,  space  is  needed  for  concentrating  to  144°  Tw., 
and  at  all  events  for  the  last  concentration  of  the  acid.  If  this  is 
effected  in  glass  retorts,  there  must  be  in  any  case  a  special  house 
provided  for  this  purpose,  with  a  tight  roof,  double  doors,  &c.,  as 
previously  described.  The  platinum  apparatus,  however,  according 
to  any  of  the  systems  described  in  the  last  chapter,  can  be  placed 
anywhere,  as  they  take  very  little  room.  If  the  chambers  placed 
are  high  enough,  there  is  no  reason  why  all  the  concentrating-ap- 
paratus,  even  the  glass-retort  house,  should  not  be  put  underneath 
them,  although  the  same  space  will  not  be  available  for  storage  of 
ore,  acid-carboys,  &c. ;  but  no  general  rules  can  possibly  be  laid 
down  for  this. 

Without  taking  any  further  notice  of  the  last  concentration  of 
the  sulphuric  acid,  we  remark  as  follows  on  the  arrangement  of  the 
remaining  apparatus.  The  lowest  level  is  always  occupied  by  the 
pyrites-  (or  brimstone-)  burners  ;  only  there  must  be  space  left  for 
wheeling  away  the  cinders.  Accordingly  the  burners  are  always 
erected  on  the  ground-level;  and  the  stone-breakers,  if  present, 
are  mostly  found  on  the  same  level.  The  pyrites  in  large  works 
arrives  on  a  railway  resting  on  trestles  (gears)  and  is  tipped  between 
the  trestles,  in  order  to  be  taken  away  as  it  is  wanted,  to  be  broken 
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and  laid  in  front  of  the  kilns.  Where  the  supply  of  ore  is  quite 
r^ular^  the  stone-breaker  can  be  disposed  so  that  the  ore  will  pass 
direct  from  the  railway-trucks  through  the  breaker^  and  arrive 
broken  on  the  ground-level,  thus  saving  labour.  Where  the  ore 
is  broken  by  hand,  or  where  it  arrives  in  large  and  irregular 
parcels,  this  cannot  be  done  very  well. 

Unbroken  pyrites,  especially  non-cupreous,  can  be  stored  in  the 
open  air  without  much  damage ;  but  after  breaking  it  ought  to  be 
protected  from  the  rain.  It  is  sifted  directly  after ;  the  dust  is 
stored  apart  from  the  lumps ;  and  both  are  taken  to  the  burners 
across  a  weighing-machine.  The  breaking,  sifting,  and  storing  of 
the  broken  pyrites  nearly  always  takes  place  underneath  the  cham- 
bers. Where  these  are  high  enough  above  the  ground,  the  burners 
themselves  are  also  placed  beneath  them ;  otherwise  they  are  erected 
in  a  separate  shed  immediately  adjoining.  Any  cooling-pipes  or 
tunnels  are  arranged  along  the  side  or  on  the  top  of  the  chambers. 
Where  the  burners  are  built  under  the  chambers,  the  outer  pillars 
of  these  must  be  connected  by  a  light  wall,  to  keep  the  wind  off  the 
burners. 

The  nitre-ovens  are  nearly  always  built  at  the  end  of  each  set  of 
burners  and  as  a  continuation  of  it. 

The  steam-boiler  is  also  sometimes  placed  under  the  chambers; 
it  is  better  to  put  it  in  a  shed  outside,  both  in  order  not  to  injure 
the  timber  of  the  chamber-bottom  by  steam  leaking  or  blowing  out 
of  the  safety  valves,  and  to  save  the  boiler  plate  from  being  corroded 
by  any  accidental  droppings  of  acid.  In  case  of  an  explosion  the 
damage  will  then  not  be  quite  so  serious  as  if  the  boiler  stood 
directly  under  the  chambers. 

As  the  burners  are  built  on  the  ground-level,  as  the  chambers 
are  in  any  case  erected  at  a  certain  height  above  it,  and  as  the  gas- 
pipe  also  enters  into  the  upper  part  of  the  chamber,  the  gas-pipe 
must  necessarily  rise  a  good  deal;  and  the  conditions  of  draught 
are  thus  satisfied. 

If,  however,  a  Glover  tower  is  to  be  used,  it  must  be  placed 
between  the  burners  and  the  chambers.  Sometimes  a  few  burners 
are  set  aside  for  working  the  nitre-ovens  by  their  heat  and  taking 
the  nitre-gas  direct  into  the  first  chambers ;  generally  this  is  not 
done,  but  each  set  of  burners  is  followed  by  the  nitre-ovens  and 
then  by  the  Glover  tower.  Where  liquid  nitric  acid  is  employed, 
the  nitre-oven  is  simply  left  out.    The  Glover  tower  itself  must  be 
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placed  with  its  base  rather  higher  than  the  top  of  the  gas-channel 
over  the  burners^  so  that  the  gas  need  not  descend  in  order  to  enter 
the  tower.  It  is  also  desirable  that  the  gas  issuing  from  the  tower 
should  be  led  to  the  chamber  through  a  horizontal  or^  still  better^ 
slightly  ascending  pipe.  From  this  it  follows  that  the  base  of  the 
chambers  themselves  must  be  sufficiently  elevated  to  allow  thisl 
If,  for  instance,  the  top  of  the  Glover  tower  (apart  from  the  acid- 
tanks)  is  36  feet  above  the  ground,  and  the  chambers  themselves 
are  20  feet  high,  the  latter  ought  to  be  founded  on  pillars  at  least 
20  feet  high,  so  that  the  gas-pipe  coming  from  the  tower  can  still 
enter  the  chamber  below  the  top  of  the  chamber.  If  this  cannot 
be  done  (if,  for  instance,  a  Glover  tower  has  to  be  put  to  a  set  of 
chambers  already  built),  the  gas  must  be  taken  downwards,  which 
will  involve  a  somewhat  complicated  construction  of  the  chamber- 
top  joists,  by  no  means  contributing  to  their  stability.  On  the 
other  hand,  the  chambers  are  sometimes  placed  so  high  that  the 
top  of  the  Glover  tower  is  belo^  their  bottom,  and  the  chamber- 
acid  can  be  run  directly  into  the  tower.  This  is  done  at  a  few 
English  and  at  the  Oker  works. 

The  chambers,  as  mentioned  before,  are  either  arranged  so  that 
their  floors  are  all  at  the  same  level,  or  so  that  each  following 
chamber  is  from  1  to  3  inches  higher  than  the  preceding  one.  A 
greater  difference  is  not  necessary,  but  is  sometimes  found  for  local 
reasons.  From  the  last  chamber  issues  a  pipe  connecting  it  with 
the  Gay-Lussac  tower,  which  can  only  exceptionally  be  placed  on 
a  foundation  so  elevated  that  this  pipe  need  not  descend — certainly 
a  preferable  arrangement  if  the  levels  permit  it.  Provision  must 
also  be  made  for  interposing  a  long  cooling-channel  between  the 
last  chamber  and  the  Gay-Lussac  tower. 

In  any  case  the  Gay-Lussac  and  Glover  towers  ought  to  be 
combined  into  a  set,  with  the  necessary  tanks,  air-pump,  acid-eggs, 
&o.  arranged  at  the  foot,  by  which  the  attendance  will  be  much 
facilitated.  In  large  works  with  several  sets  of  chambers  it  is  pre- 
ferred rather  to  combine  several  Glover  towers,  and  in  any  case 
several  Gay-Lussac  towers,  to  form  a  set. 

Although  it  is  of  course  impossible  to  lay  down  a  universal  plan 
for  building  sulphuric-acid  works,  a  generally  suitable  arrangement 
is  shown  in  figs.  282  &  283. 

Here  no  account  is  taken  of  the  concentration  up  to  170°  Tw. 
If  done  in  platinum,  it  takes  very  little  space,  and  room  is  easily 
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found  for  it.  Further,  in  order  to  make  the  diagram  clearer,  the 
pyrites-burners  are  not  assumed  to  be  placed  underneath  the  cham- 
bers ;  that  place  will  be  easily  utilized  for  storing  pyrites,  coab, 
carboys,  &c.,  or  else,  if  it  is  to  be  used  for  the  kilns  or  other  appa- 
ratus, the  arrangement  can  easily  be  modified  to  suit  this.  As  the 
plan  is  only  meant  for  a  block  plan,  only  the  essential  parts  are 
indicated  :  in  particular,  the  chambers  are  only  sketched  in  section; 
the  other  apparatus  are  shown  as  viewed  from  above.  The  sectional 
elevation,  fig.  283,  follows  the  lines  P  Q  R  S  T  U  of  the  plan. 

The  whole  begins  with  the  pyrites-burners,  A  A  B  B,  of  which  16 
are  present,  in  two  rows  built  back  to  back.  It  will  be  preferable 
to  move  these  burners,  represented  here  as  contained  in  a  shed  of 
their  own,  further  away  from  the  chambers  than  they  are  drawn 
here,  in  order  to  get  10  feet  or,  better,  13  feet  of  space  for  charging. 
If  the  burners  are  underneath  the  chambers,  there  will  anyhow  be 
room  for  this.  We  assume  here  that  12  of  the  burners  (A  A)  send 
their  gas  directly  into  the  Glover  tower,  and  4  of  them  (B  B)  into 
the  nitre-oven  C,  in  which  there  are  two  semicylinders  for  receiving 
the  mixture  of  nitrate  and  vitriol.  If  liquid  nitric  acid  is  used, 
there  is  no  nitre-oven,  and  the  burners  all  communicate  directly 
with  the  Glover  tower,  in  which  the  nitric  acid  is  run  down  along 
with  the  other  acids.  The  cast-iron  pipe  a  takes  the  gas  from  A  A 
to  the  Glover  tower,  and  the  lead  pipe  h  from  this  to  the  chamber. 
From  the  nitre-oven  the  gas  first  ascends  in  a  vertical  metal  pipe  c 
in  order  to  be  cooled  and  to  enter  the  chamber  through  the  elbow- 
pipe  d.  The  currents  of  gas  from  b  and  c  cannot  check  each  other, 
as  they  enter  in  the  same  direction,  and  as  the  steam-jet  t  enters 
between  them.  Still  the  arrangement  as  drawn  is  not  without  fault : 
the  metal  pipe  c  from  C  must  be  continued  into  a  lead  pipe  c*,  which 
is  easily  damaged  by  overheating,  especially  at  the  joint  between 
metal  and  lead ;  and,  on  the  other  hand,  if  the  pipe  is  cooled,  sul- 
phuric and  nitric  acids  are  condensed  to  the  liquid  state,  flow  down 
the  metal  pipe  and  destroy  it.  For  this  reason  most  works  do  not 
proceed  as  shown  in  the  diagram,  but  allow  the  gas  from  all  the 
pyrites-burners  to  pass  through  the  nitre-oven  and  then  into  the 
Glover  tower.  The  fear  at  first  entertained  that  the  nitre-gas 
might  be  partially  destroyed  in  the  tower  has  been  long  since 
refuted  by  experience. 

From  the  first  chamber,  E,  the  gas  travels  through  d  into  the 
second  chamber,  F,  and  thence  through  e  into  the  last  chamber,  G; 
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from  this  through  the  pipe  /  and  its  long  continuation  g^  into  the 
Gay-Lussac  tower,  H.  The  latter  stands  alongside  the  Glover 
tower ;  both  have  a  common  platform  at  the  top ;  and  close  to  them 
are  the  tanks^  acid-eggs,  &c.  The  great  length  of  the  pipe  g  is 
desirable  simply  for  cooling  the  gas  before  it  enters  the  Gay-Lussac 
tower.    ^  is  a  '^  sight ''  for  observing  the  colour  of  the  gas. 

The  three  chambers  are  drawn  as  100  ft.  x  20  ft. ;  and  if  they  are 
taken  as  20  ft.  high,  their  cubic  contents  will  amount  to  120,000 
cubic  feet.  In  the  16  burners  5i  tons  daily  of  48-per-cent.  pyrites 
can  be  burnt,  which  represents  rather  more  than  20  cubic  feet  of 
chamber-space  for  each  pound  of  sulphur  contained  in  the  pyrites 
charged  (not  burnt) .  This  is  fully  sufficient ;  and  even  10  per  cent, 
more  pyrites  might  be  burnt  without  doing  any  harm  whatever. 
The  Glover  tower  is  8  ft.  10  in.  x  8  ft.  10  in.  x  30  ft.,  the  Gay- 
Lussac  tower  6  ft.  in  diameter  and  45  ft.  high.  The  steam  is  fur- 
nished by  two  boilers  I  and  K,  of  which  I  works  with  low-pressure^ 
K  with  high-pressure  steam ;  inistead  of  the  latter,  of  course,  a  pipe 
may  be  taken  to  the  chambers  from  the  principal  steam-boilers  of 
the  factory,  if  there  are  more  boilers  there.  The  low-pressure  steam 
from  I  travels  through  the  pipes  h  A,  and  at  i.  A:,  and  /  (fig.  282) 
sends  jets  into  the  three  chambers,  always  in  the  direction  of  the 
draught ;  just  for  this  reason  it  is  not  too  quickly  condensed  and 
supplies  also  the  opposite  chamber-end,  either  in  the  state  of  vapour 
or  of  mist.  The  high-pressure  steam  from  K  only  supplies  the  air- 
pump,  L,  through  m ;  the  exhaust-steam  from  the  steam-cylinder 
enters,  through  n  and  the  stop-valve  o,  the  low-pressure  main,  h  k, 
and  is  utilized  there.  In  order  to  be  able  to  use  the  steam  from  K 
directly  for  the  chambers  in  case  of  I  being  under  repair,  there  is  a 
communication-pipe  with  a  usually  closed  valve,  p. 

The  pumping  of  the  acids  is  done  in  the  following  way.  From 
the  Gay-Lussac  tower,  H,  the  nitrous  vitriol  runs  into  the  lead- 
lined  tank  Ni\  through  the  lead  pipe  t  or  through  an  open  lead 
spout,  which  is  not  so  easily  stopped  up.  The  strong  acid  from 
the  Glover  tower  runs  through  the  open  spout  8  into  the  tubular 
cooler  O  (comp.  p.  405),  or  simply  through  a  small  tank  provided 
with  a  lead  worm  for  cold  water  (p.  406),  and  from  the  other  end 
enters  the  dividing-box  u,  so  that  it  can  be  let  run  into  either  the 
tank  Ni  or  Nn.  The  former  serves  for  storing  the  acid  required 
for  working  the  Gay-Lussac  tower,  which  must  be  especially  strong 
and  well  cooled ;  it  is  raised  to  the  necessary  height  by  means  of 
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the  pressure-valve  r  (p.  396),  the  acid-egg  M  (p.  895),  and  the 
delivery.pipe  w,  and  arrives  in  the  cistern  z  on  the  top  of  the  tower 
H.  The  strong  acid  intended  for  sale  or  use  is  run  into  the  tank 
Nil ;  it  generally  need  not  be  quite  as  strong  nor  (for  use)  cooled, 
and  can  be  diluted  in  Nn  with  chamber-acid  which  arrives  from  the 
first  chamber  through  the  pipe  r.  Usually,  however,  the  latter  goes 
to  the  tank  Nm,  from  which  it  is  raised  to  the  top  of  the  Glover 
tower  by  means  of  the  valve  r^  the  acid-egg  Mj,  and  the  pipe  x ; 
there  it  is  kept  in  one  of  the  two  cisterns  y^  or  yn,  the  other  of  these 
getting  nitrous  acid  from  Niv,  which  is  pumped  up  by  the  same 
apparatus.  The  pipe  y,  coming  from  the  air-pump,  conducts  com- 
pressed air  alternately  into  the  two  add-eggs,  one  of  these  always 
working  whilst  the  other  one  is  getting  filled.  The  arrangement 
as  drawn,  with  two  acid-eggs,  four  tanks  of  10  x  10  x  7  feet,  and  a 
tubular  cooler  of  the  size  shown,  is  quite  sufficient  for  two  sets  of 
chambers;  the  second  set  might  be  symmetrically  joined  to  the 
first,  so  that  the  Oay-Lussac  and  Glover  towers,  standing  in  a  line 
with  H  and  D,  could  be  served  from  the  same  platform.  Also  the 
steam-boilers,  if  large  enough,  would  suffice  for  both  sets.  In  large 
works  it  is  preferred  to  have  all  the  chambers  in  a  continuous  row 
without  any  gap  between  them ;  this  is  attained  by  placing  the 
apparatus  L,  M,  N,  O  underneath  the  chambers,  which  is  easily 
done,  as  they  have  no  great  height.  Then,  of  course,  the  steam- 
boilers  I  and  K  must  either  be  also  placed  underneath  the  chambers, 
or  erected  a  little  further  out.  In  the  design  here  represented  the 
idea  is  that  (me  man  attends  to  the  firing  of  the  boilers,  to  the  air- 
pump,  L,  and  to  all  the  pumping-apparatus  and  cisterns,  which  is 
easily  done,  especially  if  the  boilers  are  fired  from  the  side  nearest 
to  the  pump  L.  If  it  is  also  preferred  to  build  all  the  pyrites-kilns 
A  B  in  a  row,  they  can  be  placed  on  the  side  of  the  towers  opposite 
to  the  chambers ;  the  gas  would  then  enter  the  Glover  tower  at  a 
and  leave  it  at  j3,  which  would  provide  a  very  straight  path  for  it. 
This  arrangement  will  come  of  itself  if,  as  mentioned  above,  the 
burners  be  placed  about  7  feet  farther  away  from  the  chambers,  in 
order  to  gain  more  working-space  for  them. 
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CHAPTER  XV. 

YIELDS  AND  COSTS  OF  SULPHUEIC-ACID  MANUFACTURE. 

In  calculating  the  cost  of  manufacturing  sulphuric  acid^  we  must 
take  into  account  the  following  factors : — 

Cost  of  raw  material  (brimstone  or  pyrites) ; 

Consumption  of  nitrate ; 

Consumption  of  fuel ; 

Wages; 

Wear  and  tear  of  apparatus  ; 

Interest  on  capital,  general  expenses,  &c.; 

Yield  of  sulphuric  acid. 

The  last  is  the  most  decisive  factor ;  for  the  others  (excepting 
the  consumption  of  nitre)  only  to  a  small  extent  depend  on  the 
carefolness  of  the  manufacturer,  the  suitability  of  the  apparatus, 
&c.  We  will  therefore  in  the  first  place  inquire  into  the  consump^ 
Hon  of  nitre  and  the  yield.  We  are  here  met  at  the  outset  by  the 
difficulty  of  comparing  the  statements  from  difierent  sources, 
arising  from  different  fundamental  quantities  being  taken  as  the 
basis  of  the  calculation.  Some  calculate  all  the  sulphur  contained 
in  the  charge,  others  only  that  portion  which  has  actually  been 
burnt,  not  taking  into  account  the  sulphur  left  in  the  cinders. 
The  latter  way  of  calculating  is  more  rational  in  theory ;  but  in 
practice  it  is  less  usefiil  than  the  former.  For  it  is  known  with 
perfect  accuracy  how  much  pyrites  and  how  much  sulphur  con- 
tained in  it  has  been  put  into  the  burners ;  but  as  the  percentage 
of  sulphur  in  the  cinders  varies,  it  is  not  known  precisely  how 
much  has  been  burnt.  Besides  the  question  is  not  only  how  the 
chamber  process  itself  works,  but  also  how  the  burning  has  been 
done,  on  which  the  smaller  or  larger  residue  of  sulphur  in  the 
cinders  depends. 
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In  the  following  we  shall  reduce  all  statements^  so  far  as  it  can 
be  done  from  the  sources,  to  sidphur  contained  in  the  charge.  The 
consumption  of  nitre  is  stated  sometimes  in  percentages  of  pure 
sodium  nitrate,  sometimes  in  percentages  of  commercial  nitrate ; 
and  in  the  latter  case  either  95,  96,  or  97  per  cent,  is  assumed. 
Here  also  we  have  a  source  of  uncertainty  and  divergence,  although 
not  of  such  importance  as  that  just  mentioned.  To  each  part  of 
sodium  nitrate  correspond  63*53  parts  of  NgO^  or  74'12  parts  of 
NO3H  or  134-76  of  nitric  acid  of  1-34  sp.  gr.  (at  15°  C),  the 
strength  usually  employed  in  vitriol-works. 

The  worst  confusion  prevails  regarding  the  calculation  of  the 
yield  of  sulphuric  acid.  Some  state  it  in  terms  of  chamber-acid  of 
50°  Baume  (=106°  Tw.),  some  as  60"^  Baume  (=144°  Tw.),  some 
as  commercial  1 70" Tw.  {^Q^^  Baume),  some  as  real  monohydrate; 
what  is  worse,  the  reduction  upon  these  terms  is  made  by  very 
varying  and,  in  part,  quite  erroneous  tables  (comp.  p.  28) ;  and 
frequently  it  is  quite  uncertain  whether  by  "oil  of  vitriol'^  (O.  V.) 
or  "  acid  of  170°  Tw. "  an  acid  of  93  to  94,  or  one  of  96  to  98,  or 
one  of  100  per  cent.  SO4H2  is  meant.  In  the  following,  so  far  as 
the  sources  permit,  all  statements  will  be  reduced  to  the  only 
rational  term,  that  of  monohydrate,  SO4HJ. 

Frequently,  at  works  where  none  of  the  sulphuric  acid  is  sold, 
but  the  whole  is  used  for  making  salt-cake,  the  yield  is  calculated 
indirectly,  from  the  quantity  of  common  salt  decomposed  by  it, 
according  to  more  or  less  arbitrary  assumptions  regarding  the 
quantity  of  sulphuric  acid  consumed  for  decomposing  a  unit  of  salt. 
Thus  several  large  manufacturers,  working  with  open  roasters, 
assume  a  consumption  (and  consequently  a  make)  of  81 '33  parts 
of  804!!^  to  each  100  parts  of  common  salt.  Now  in  muffle  fur- 
naces (blind  roasters)  decidedly  less  vitriol  is  consumed  than  in 
open  roasters;  and  yet  a  large  Alsatian  maker,  using  blind  roasters 
only,  assumes  a  consumption  of  74  per  cent,  of  vitriol  of  66°  Baume 
on  the  sulphate,=85*8  per  cent,  on  the  salt,  or  80*8  per  cent,  of 
real  SO4HS  on  the  salt,  which  is  all  but  equal  to  the  above-named 
figure.     This  proves  the  uncertainty  of  such  bases  of  calculation. 

Consistently,  several  English  works  have  latterly  given  up  cal- 
culating the  yield  of  sulphuric  acid  altogether;  they  only  state 
the  yield  of  salt-cake  upon  the  pyrites  burnt,  or  upon  the  sulphur 
contained  therein. 

Often  no  mention  is  made  whether  that  portion  of  the  sulphuric 
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acid  employed  for  the  decomposition  of  nitre,  which  leaves  the 
factory  in  the  shape  of  acid  sulphate^  has  been  allowed  for  in  the 
calculation.  We  do  this  in  the  following^  wherever  it  can  be  done 
from  the  sources. 

Of  course  the  following  enumeration  does  not  contain  all  and 
every  statement  of  the  kind  scattered  in  innumerable  publications^ 
but  only  so  much  as  suffices  for  forming  a  good  idea  of  the  state 
of  matters. 

I.  Consumption  of  Nitre. 

1.  For  Brimstone  Acid. 
(a)   Without  Recovery  of  the  Nitre-gas. 

To  100  parts  of  brimstone  charged  : — 6  to  9  parts  (Knapp,  Chem. 
Technologic,  1866,  i.  pp.  2,  298) ;  at  least  6,  sometimes  7^  parts 
(Schwarzenberg,  /.  c.  p.  400) ;  6  to  8  parts  (Payen,  Precis,  1877,  i. 
p.  322);  7  to  8  parts  (Scheurer-Kestner,  inWurtz^sDict.  de  Chim. 
iii.  p.  158) ;  8'9  parts  (Stevenson  and  Williamson,  in  Richardson 
and  Watts^s  Chem.  Technol.  iii.  p.  318) ;  10  parts  (Wright,  Chem. 
News,  xvi.  p.  93) . 

(b)  Recovering  the  Nitre-gas. 

4  to  5  parts  (Enapp,  /.  c.) ;  3  parts  (Schwarzenberg,  /.  c.  p.  401); 
5  parts  (Payen,  p.  322) ;  3  to  4  parts  (Scheurer-Kestner,  /.  c). 

2.  For  Pyrites-acid. 

(a)  Without  Recovery  of  Nitre. 

At  the  Oker  works  in  1857,  14*4  parts;  1859  to  1863,  13-4  to 
300  parts  strong  vitriol  (Knapp,  Kerl-Stohmann) ;  to  100  sulphur 
charged  in  the  shape  of  pyrites,  10  parts  (Schwarzenberg,  /.  c. 
p.  432),  9  to  11  parts  (Payen),  12  to  14  parts  (Scheurer-Kestner). 
According  to  Wright  (/.  c),  in  diflFerent  works,  with  pyrites  of  45 
to  50  per  cent.  8*5  parts,  of  30  to  50  per  cent.  10  to  12  parts,  of 
35  per  cent.  12'5  parts ;  with  a  set  of  chambers  in  bad  repair,  in 
the  first  year  9*31,  in  the  second  9*84,  in  the  third  10*02  parts. 
According  to  GoBsage  {ap.  Richardson  andWatts,  p.  317)  13'3  parts 
with  30  per  cent.  Irish  pyrites.  From  the  author's  own  experience, 
on  an  average,  with  pyrites  of  40  to  44  per  cent.  10*8  parts ;  in 
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neighbouring  works  10'5  parts  with  smalls^  9*4  with  lumps.  At 
some  French  works  the  author  was  informed  of  a  consumption  of 
1*5  to  1*97  kilog.  nitre  per  100  kilog.  acid  of  50°  Baum^,  equiyalent 
to  2*9  to  3*8  kilog.  per  100  kilog.  pyrites  of  44*4  per  cent.,  or  6-5  to 
8'5  kilog.  per  100  kilog.  of  the  sulphur  contained  therein.  [This 
statement  appears  not  trustworthy,  viz.  too  low,  looking  at  the 
figures  from  the  same  source  for  working  with  a  Qay-Lussac 
tower.] 

(b)  Becovering  the  Nitre-gas. 

To  100  sulphur  in  the  pyrites  : — 5  parts  (Schwarzenberg,  p.  432) ; 
7  parts  (Payen,  p.  822) ;  7  to  8  parts,  less  with  higher  towers 
(Scheurer-Kestner,  /.  c) ;  3*8  parts  (Glover) .  According  to  the 
author's  own  experience  (with  insufficient  absorbing-space)  3*5  to 
4*5  parts ;  but  when  the  work  was  irregular,  chambers  out  of  repair, 
as  much  as  6  or  even  7  parts.  Neighbouring  large  works  3*5  parts. 
K.  Walter  guarantees  0*7  part  of  nitre  to  100  parts  acid  of  66° 
Baume=2'04  parts  to  100  sulphur  in  44-per-cent.  pyrites.  At 
the  Oker  works  (Brauning)  3*75  to  4*5  parts  per  100  sulphur  were 
used  with  pyrites  pretty  rich  in  sulphiir,  4*5  to  6  parts  with  mixed 
and  galenif  erous  ores.  In  French  works  (same  source  as  above), 
per  100  kilog.  acid  of  50°  Baum^  0-9  to  1-24  kilog.,  per  100  py- 
rites  1-73'to  2*38,  per  100  sulphur  charged  3*85  to  5*37  parts  of 
nitre.  According  to  notes  collected  by  the  author  in  1878 : — ^in 
German  works,  2*3  to  8'1  nitre  per  100  sulphur;  in  the  best  Eng- 
lish works,  about  8  per*  cent,  (exceptionally,  as  stated  by  Affleck, 
2*2  per  cent. ;  in  Lancashire  many  large  works  use  even  5  per  cent.); 
in  French  works,  (with  a  Glover  tower)  2*7  parts,  (without)  4*2  to 
4*7  parts  to  100  sulphur  charged. 

In  winter  there  is  always  less  nitre  used  than  in  summer.  As 
between  nitric  acid  and  solid  nitre  no  difference  worth  mentioning 
can  be  established ;  if  any  thing,  slightly  less  nitre  is  used  in  the 
solid  form  than  as  nitric  acid,  if  not  the  acid  itself,  but  the  nitre 
from  which  it  was  originally  made,  be  calculated,  as  it  ought 
to  be. 

Hjelt  (Dingl.  Journ.  ccxxvi.  p.  174)  has  drawn  attention  to  a 
circumstance  ovierlooked  up  to  that  time,  fix)m  which  the  difference 
in  the  consumption  of  nitre  in  works  otherwise  managed  in  the 
same  way  can  be,  at  least  partially,  explained.  According  to  him, 
the  arsenic  in  chamber-acid  is  mostly  in  the  state  of  AS2O3,  but  on 
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passing  through  the  Gaj-Lussac  tower  it  is  partly  oxidized  to 
As^Os^  so  that  in  a  special  instance  the  Glover-tower  acid  contained 
only  0*041,  the  Gay-Lussac  acid  0-132  per  cent.  As  as  As^Os. 
Since  the  As^Og  is  oxidized  at  the  expense  of  nitrous  acid,  accord- 
.ing  to  the  equation  As20g  +  2Nj08=As506+4NO,  in  that  case 
0'096  NgOg,  equal  to  0*159  NO3H,  must  have  been  destroyed  for 
each  100  parts  of  SO4H2  passing  through  the  tower.     If  only  half 
of  the  whole  make  of  acid  passes  through  the  tower,  the  loss  of 
nitric  acid  of  36°  Baume  caused  by  the  arsenic  amounts  to  0*18 
per  cent,  of  the  total  SO4H2  made.     The  whole  consumption  in 
that  special  case  was  1*62  nitric  acid  to  100  parts  of  oil  of  vitriol 
(  =  3"6  ports  of  nitre  to  100  sulphur  burnt),  of  which  the  above 
0'18  part  is  a  fraction  not  altogether  to  be  neglected.     In  support 
of  his  view  that  the  consumption  of  nitre  to  a  certain  extent  depends 
upon  the  arsenic  contained  in  th^  pyrites,  Hjelt  makes  the  follow- 
ing statements  on  the  consumption  of  nitric  acid  at  36°  Baume 
upon  100  parts  of  pure  SO4H2  made.     The  works  alluded  to  above 
consomed  with  Westphalian  pyrites  containing  O'SO  per  cent.  As 
(furnishing  an  acid  with  0*014  per  cent.  As)  only  1*32  part  nitric 
acid,  as  against  1'62  part  when  Spanish  pyrites  containing  0*91 
per  cent.  As  was  used.     At   Freiberg,  where  the  acid  contains 
0-05  to  0'30  per  cent,  of  As,  1*7  per  cent,  of  nitric  acid  is  used. 
At  Grevenbriick,  with  Westphalian  pyrites,  1*10  part ;  at  Stolberg, 
with  the  same  pyrites,  1  part ;  at  Beuel  near  Bonn,  with  pyrites 
containing  1  to  1*5  per  cent.  As,  1*5  to  2  parts.     Hjelt's  own 
synopsis  shows  that  the  differences  in  the  consumption  of  different 
works  burning  pyrites  of  equal  percentage  of  As  amount  to  several 
times  the  total  loss  which  the  arsenic  could  possibly  have  caused ; 
accordingly  this  matter  cannot  have  quite  the  importance  which 
he  attributes  to  it.     According  to  his  figures  the  maximum  loss  of 
nitre  with  pyrites  containing  more  arsenic  than  any  other  could 
only  amount  to  0'12  part  of  nitre  per  100  parts  of  oil  of  vitriol 
made. 

Davis  (Chem.  News,  xxxvii.  p.  155)  certainly  comes  to  another 
conclusion,  viz.  that  the  largest  portion  of  all  the  nitre  lost  in 
sulphuric-acid-making  is  spent  in  oxidizing  the  arsenious  acid  in 
the  absorbing-towers,  and  that  this  loss  can  be  proved  directly  as 
nitric  oxide  in  the  escaping  gas.  Thus  Davis  claims  to  have  traced 
82  to  87  per  cent,  of  the  total  loss  of  nitre  to  the  arsenic.  But 
this  conclusion  is  not  justified;  for^  in  the  first  place,  he  assumes 
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that  the  whole  of  the  AsgOg  in  the  absorbing-tower  is  oxidized  to 
A82O5,  which^  according  to  Hjclt  (and  several  analyses  by  the 
author)  is  certainly  not  the  case;  secondly^  his  calculations  all 
depend  upon  anemometrical  measurements^  the  untmstworthiness 
of  which  is  well  known ;  aud^  thirdly^  he  proves  too  mnch^  since 
he  makes  it  incomprehensible  whence  the  loss  of  nitre  comes  in 
making  brimstone-acid^  where  arsenic  is  absent.  Davis  subse- 
quently {ib.  p.  195)  ceases  to  maintain  his  former  conclusions 
with  any  thing  like  certainty. 

IT.  Yield  op  Sulphuric  Acid  (SO^H^). 
(Theoretically  306-25  parts  per  100  sulphur.) 

1st.  From  brimstone  (always  upon  the  sulphur  actually  burnt). 
290  to  300,  on  the  average  296  (Knapp) ;  297  S04H2=319-35  acid 
of  66°  Baume  (Schwarzenberg) ;  ''  usually  296  to  300 ;  even  the 
theoretical  quantity  has  been  obtained ''  (sic !  Payen,  i.  p.  321) ; 
290  to  300  (Scheurer-Kestner). 

2nd.  Erom  pyrites.  At  Oker,  in  1857,  1  cwt.  acid  of  66°  Baume 
per  1-89  cwt.  ore  (Knapp);  1859-63,  per  1729  cwt.  ore  (Kerl- 
Stohmann) ;  1877,  in  the  same  place,  160  chamber-acid  of  50°  Baume 
(106**  Tw.)  were  obtained  from  100  pyrites ;  from  100  rich  copper- 
ores  140  to  150  parts  of  chamber-acid,  from  100  "mixed  ores'' 
90,  from  100  ore  mixed  with  galena  70  parts  of  chamber-acid. 
The  residual  sulphur  in  the  cinders  from  pyrites  (always  con- 
taining galena)  amounts  to  6  per  cent.,  from  the  other  ores  to 
10-12  per  cent.  (Brauning) . 

In  four  Belgian  works,  1854  (Official  Report),  on  100  parts 
sulphur  in  the  pyrites  charged  242,  237,  259,  238  parts  SOJl^. 
The  same  works  in  1874  by  improved  arrangement  had  arrived  at 
87-81,  9217,  85-50,  89*30  per  cent,  of  the  theoretical  quantity,  or 
268-8,  282-4,  2618,  2735  SO^H,  per  100  S  (Chandelon). 

In  the  best  French  works  (Schwarzenberg),  on  100  sulphur  in 
the  pyrites  charged,  259-7  SO4H2 ;  on  the  sulphur  really  burnt, 
283'43.  Payen  (p.  322)  makes  precisely  the  same  statement,  with 
the  addition  that  usually  from  100  kilog.  46-per-cent.  pyrites  100 
to  115  kilog.  acid  are  obtained  (  =  239-1  to  250  SO^H^  per  100 
sulphur) .  According  to  Scheurer-Kestner  (/.  c.)  there  ought  to  be 
the  same  yield  on  the  really  burnt  sulphur  of  pyrites  as  upon  brim- 
stone, viz.  290  to  800  parts  (?).     According  to  Wright,  with  rich 
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Spanish  pyrites  82  to  84  per  cent,  of  the  sulphur  is  obtained  as 
acid ;  of  the  loss  of  16  to  18  per  cent.  4  or  5  per  cent,  is  sulphur 
left  in  the  cinders^  and  12  or  13  per  cent,  other  losses.  This  means 
a'yield  of  251  to  25725  SO4H2  per  100  sulphur  charged  (evidently 
with  insufficient  chamber-space) .  An  anonymous  chemist  (in  the 
Chem.  News.  xiv.  p.  22)  states  the  yield  from  30-per-cent.  Irish 
pyrites=82  to  81*1  per  cent,  of  the  theoretical,  inclusive  of  the 
sulphur  in  the  cinders. 

The  author's  own  experience,  and  reliable  statements  personally 
obtained  by  him  from  large  factories  (where,  however,  the  acid 
made  was  mostly  calculated  from  the  salt  decomposed),  are  as  fol- 
lows : — (a)  238'5  SO4H2  on  the  sulphur  charged,  with  40-per-cent. 
small  pyrites  burnt  in  muffle  fiimaces;  (b)  240  SO4H2,  ditto, 
with  42-per-cent.  lump  ore :  both  without  a  Gay-Lussac  tower. 
(c)  263*2  on  sulphur  charged  (own  experience),  with  Gay-Lussac 
tower,  but  the  work  being  several  times  interrupted,  (d)  272  to 
275  ditto  (own  experience),  with  a  Glover  and  a  Gay-Lussac 
tower,  the  latter  not  large  enough,  {e)  276*4  on  the  sulphur 
charged,  or  301*5  on  the  sulphur  burnt  (average  result  of  a  large, 
weU-managed  factory  with  Glover  and  Gay-Lussac  towers).  (/)  a 
number  of  notes  collected  in  1878  from  the  best  German  and 
French  works  agree  remarkably  closely  to  a  yield  of  270-272 
SO4H2  on  the  sulphur  charged.  In  the  warmer  climates  the  yield, 
even  with  sufficient  chamber-space,  is  always  found  somewhat  less 
in  summer  than  in  winter,  about  3  per  cent. 

Losses  in  Manufacturing  Sulphuric  Acid, 

The  causes  of  the  loss  of  nitre  have  been  mentioned  in  detail, 
p.  453.  They  are  (1)  loss  of  nitre-gas  carried  into  the  outer  air, 
(2)  nitrogen  compounds  left  in  the  chamber-acid,  (3)  nitre-gas 
reduced  to  N^O  or  N. 

The  loss  of  sulphuric  acid  itself,  amounting  even  in  the  best 
works  to  at  least  12  per  cent,  of  the  sulphur  charged,  arises  from 
the  following  causes  : — 

1.  Incomplete  combustion  of  the  sulphur  (loss  in  the  cinders) ; 
this  has  also  been  spoken  of  before  (p.  173).  With  brimstone  this 
loss  is  not  worth  mentioning ;  with  pyrites  it  is  so  much  the  greater 
the  poorer  the  ores  are,  and  besides  it  varies  enormously  according 
to  the  construction  of  the  burners  and  the  care  with  which  they 
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are  worked,  from  1  to  10  parts  and  more  of  sulphur  per  100 
pyrites,  or  from  2  to  30  per  cent,  of  the  total  sulphur.  A  portion 
of  the  sulphur  is  sublimated,  and  is  found  in  the  connexion-pipes 
and  in  the  acid  itself,  and  is  a  clear  loss. 

2.  Losses  of  SO^  by  leakages  of  burners,  pipes,  chambers,  &c. 
By  bad  draught  much  loss  may  occur,  since  at  the  doors  of  the  bur- 
ners, nitre-ovens,  &c.  it  continually  blows  outward.  Bad  pipe-joints, 
but  especially  chambers  worn  down  too  much,  lead  to  great  losses. 
The  author  has  s«en  chambers  which,  when  ultimately  stopped, 
presented  in  their  interior  the  image  of  the  starry  sky  from  the 
innumerable  holes  in  the  top ;  and  Wright  (Chem.News,  xvi.  p.  93) 
has  independently  used  the  same  simile.  Many  manufacturers 
have  no  idea  of  the  great  loss  which  they  suffer  in  this  way,  by 
allowing,  from  motives  of  ill-timed  economy,  a  chamber  to  go  on 
too  long  and  trying  to  patch  it  up.  Wright  found  in  a  chamber 
system  that  went  three  ye^rs  without  repairs : — 

l^^itre  for  100    Cubic  metTos  of  chamber-     Practioal  yield 

parts  of       space  per  kilog.  of  sulphur       (theoretical 
sulphur  burnt.  burnt  per  diem.  =100). 

First  year    931  1150  81-5 

Second  year    ...     984  1073  754 

Third  year  10-02  1017  68-4 

3.  Losses  of  SO^  by  incomplete  conversion  into  sulphuric  acid. 
Extremely  little  SOg  can  remain  dissolved  in  chamber-acid  if  there 
is  an  excess  of  nitrous  compounds'  present ;  the  greater  portion  of 
any  remaining  SO,  escapes  from  the  chambers  into  the  outer  air. 
The  reason  of  this  may  be  irregularity  of  the  process  in  general, 
want  of  nitre,  insufficient  chamber-space,  insufficient  draught,  &c., 
as  explained  in  detail  previously.  The  losses  from  this  source  are 
nearly  always  much  greater  where  the  nitre  is  not  recovered,  for 
the  reasons  stated  above.  The  very  widely  divergent  statemeuts 
on  the  yield  of  sulphuric  acid  are  explained  to  a  great  extent  from 
this  cause  alone. 

Mactear  ('  Chem.  News,'  xxxvi.  p.  49)  has  asserted  that  a  rational 
chamber-process  cannot  possibly  be  carried  on  without  the  constant 
testing  for  the  loss  of  sulphurous  acid  introduced  by  himself.  But 
it  is  very  certain  indeed  that  the  factories  thus  controlled  do  not 
obtain  any  better  yield  of  sulphate  than  other  well-managed  works. 
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Some  contend  that  they  have  greatly  lessened  their  losses  hy  that 
control  j  but  that  only  proves  their  former  management  to  hav^ 
been  faulty. 

The  consumption  of  coals  for  chamber-steam  only  amounts  to 
16*3  kilog.  per  100  kilog.  SO4H2  on  the  average  of  eight  French 
factories  working  jsrithout  Glover  towers ;  at  an  English  works  with 
Glover  tower  the  coal  used  for  the  chambers  and  the  air-puilnp 
amoimted  to  17'5  parts  per  100  parts  of  SO4H,. 


• 


Statements  of  Costs  for  the  Manufacture  of  Sulphuric  Acid, 

1.  From  brimstone. 

At  Marseilles,  1867  (Kerl-Stohmann,  iv.  p.  1495). 

francs. 

lOOOkilogs.  brimstone «. 170*00 

75      „       nitrate  of  soda,  @  40  francs  ...  •  Sd'OO 

100      „       coals 2-50 

Wages    • 4-00 

General  expenses  6*50 

21300 

Yield  4000  kilogs.  acid  of  53°  B.  (=115°  Tw.),  which  thus  cost 
5'32  francs  per  100  kilogs. 

2.  From  pyrites. 

In  Belgium,  1877,  according  to  Lacroix  (Kerl-Stohmann). 

franos. 

1000  kilogs.  pyrites,  @  35  per  cent,  sulphur...  35*00 

42      „      nitrate  of  soda,  @  38  francs 15*96 

150      „       coals,  @  1*20  franc  180 

Wages 3*00 

General  expenses,  repairs,  &c 3*00 

58-76 
Yield  1365  kUogs.  acid  of  53°B.=4-30  fraQcs  per  100  kilogs. 
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In  France^  1876,  according  to  Pavre  ('  Moniteur  Scientif/ 

1876,  p,  273). 

francs. 

640  kiloga.  pyrites  of  85  to  40  per  cent.  S., 

@30  francs 1920 

18      „      nitrate  of  soda,  @  38  francs 6*84 

80      „       acid  of  144°  Tw.  for  decomposing 

the  nitrate,  @  30  francs 1*20 

80      „       coals,  @  30  francs  2-40 

Stone-breaking  and  other  manual  labour 3*26 

Repairs  and  general  expenses    5'00 

37-90 
Deduct  20  kilogs.  nitre-cake,  @  5  frs I'OO 

Cost  of  1000  kilogs.  sulphuric  acid  of  50^  B. 

(=106°Tw.) 36-90 

(The  strength  is  calculated  from  Vauquelin's  tables,  and  corre- 
sponds to  66  per  cent,  of  SO^H^.) 

In  England  the  author  himself  found  (at  his  own  or  neighbour- 
ing works)  the  cost  per  ton  of  SO4HJ : — 

a.   From  40-per-cent.   Belgian  small  pyrites  burnt  in  a  muffle 
^nace. 

£  s,  d. 

1-048  ton  pyrites,  @  18*.  8rf.    0  17  5-600 

0044   „    nitre,     @  £15 0  6  7-200 

0-557   „    coals,     @  4*.  6rf 0  2  6-079 

Sundry  tools,  materials  for  repairs,  &c.  0  3  5*586 

Wages:  a.  regular 0  6  2-186 

„        b.  extraordinary  (repairs  &c.)  0  1  7'044 

1  17    9-695 
Deduct  value  of  acid  nitre-cake 0    1     1-200 

Cost  of  oil  of  vitriol  per  ton 1  16    8-495 
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b.  From   Norwegian  and  Westphalian  lump  ore  (without  Gay- 

Lussac  tower). 

£      8.      d, 

0*9795  ton  of  pyrites  (containing  0'4]  65  ton 

of  sulphur),  (g23j?.6irf 13  0 

00393      „      nitre,  @iei6    0  12  7 

01250      „      coals,  (2/4* 0    0  6 

Wages  0     7  5 

Materials^  repairs,  &c 0     2  0 

2     5     6 
Deduct  value  of  nitre-cake 0     16 

Cost  of  oil  of  vitriol  per  ton   2     4    0 

c.  From  cupreous  Norwegian  pjrrites,  with  Gay-Lussac  and  Glover 

tower,  in  1873  : — 

£     8.     d. 
0-838  ton  of  pyrites  (with  038  ton  of 

sulphur),®  25*. 6rf.    ...  1  1  4*428 

0-0172    „      nitre,  @  £12 0  4  1536 

0171       „      coals,  (§10* 0  1  8-520 

Wages  for  the  process  itself 0  6  9*520 

Repairs  (including  wages) 0  0  10*464 

Renewal  of  chambers  (spread  over  the 

acid) 1  0 

Cost  per  ton  of  oil  of  vitriol  1  15  10*468 

(N.B.   The  coals  did  not  include  those  used  for  pumping  the 
acid.) 

d.  From  cupreous  Spanish  pyrites,  in  1876 : — 

0*758  ton  of  pyrites  (with  0*364  ton  of 

sulphur) ,  @  19* 0  14  4*80 

00145     „      nitre,  (g £11 0  3  2*28 

0*250       „      coals,  @  4* 0  1  000 

Wages  for  the  process 0  3  6*00 

Repairs 0  0  6*00 

Renewal  of  chambers 0  1  0*00 

1     3     708 
In  all  these  cases  the  acid  obtained  is  of  140°  to  144°  Tw. ; 
the  cost  of  concentrating  it  further  has  been  mentioned  previously 

(p.  525). 
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CHAPTER  XVI. 

BY-PRODUCrrS  OF  THE  MAXUFACTUEE  OF  SULPHUEIC 

ACID. 

The  most  important  of  these  in  the  case  of  cupreous  pyrites  is  the 
copper  itself^  along  with  the  iron  oxide  (obtained  in  this  case  in  a 
sufficiently  pure  form)^  sometimes  also  with  silver ;  we  shall  go  into 
this  in  detail  afterwards.  From  non-cupreous  pyrites,  howeyer^ 
iron  and  zinc  are  only  exceptionally  obtained.  We  do  not,  of 
course,  refer  to  metals  whose  production  is  the  principal  object  of 
the  whole  process. 

Besides,  thallium  and  selenium  may  be  mentioned  as  by-products 
of  sulphuric-acid  making. 

The  cinders  from  non-cupreous  pyrites  (as  to  their  composition 
comp.  p.  175)  are  frequently  uaed  as  ballast  for  making  roads; 
they  yield  very  firm,  dry,  and  even  roads,  which,  however,  are  soon 
ground  into  dust  by  the  traffic  of  vehicles,  and  in  wet  weather  are 
then  very  muddy.  Besides,  the  rain-water  washes  out  iron  and 
zinc  sulphates,  and  may  carry  these  into  neighbouring  wells  (Sar- 
razin, '  Archiv  der  Pharmacie,'  ccix.  p.  418). 

These  cinders  have  frequently  been  proposed  for  the  absorption 
of  sulphuretted  hydrogen  gas,  and  really  seem  to  have  been  here  and 
there  employed  for  purifying  coal-gas  and  for  disinfecting  cesspools 
(Zeitsch.  chem.  Grossgew.  i.  p.  70).  This,  however,  cannot  be 
done  extensively,  as  the  cinders  do  not  act  any  thing  like  so  ener- 
getically upon  HjS  as  precipitated  ferric  hydroxide  or  bc^-iron- 
ore,  and  therefore  the  purifying  apparatus  would  have  to  be  made 
of  enormous  dimensions.  Probably  more  success  will  be  obtained 
in  the  manufacture  of  copperas   for  neutralizing  the    sulphuric 
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acid  formed  in  the  oxidation  of  bituminous  lignite  slates ;  formerly 
metallic  iron  used  to  be  employed  for  this  purpose. 

Iron. — ^It  is  quite  possible  to  make  good  iron  from  pyrites- 
cinders  ;  but  the  expense  of  doing  this  in  most  cases  is  too  great ; 
and  yery  little  of  it  has  been  made  until  the  last  few  years.  In 
1873  the  Chauny  works  exhibited  iron  made  from  non-cupreous 
pyrites-cinders,  desulphurized  by  repeated  roasting  in  a  Ferret's 
kilnin  thin  layers.  For  this  purpose  the  plates  of  this  kiln  were 
charged  alternately  with  cinders  and  with  fresh  pyrites,  the  heat 
produced  in  the  burning  of  the  latter  causing  a  supplementary 
roasting  of  the  cinders  (Hofmann's  'Bericht/  1875,  i.  p.  164). 

Richters  (Dingl.  Joum.  cxcix.  p.  292)  pursued  the  application  of 
pyrites-cinders  in  a  coke  blast-furnace  by  the  analysis  of  all  the 
products.     With  a  charge  of  38  calcined  magnetic  iron-ore,  \^ 
black  band,  and  25*5  cinders  (composed  as  on  p.  175 — ^that  is,  con- 
taining 4*35  per  cent.  SOs  and  1'53  S  in  other  forms),  and  35  lime- 
stone, under  especially  fayourable  circumstances,  pig-iron  with  only 
0'022  per  cent,  of  sulphur  was  obtained;  when,  however,  the  tem- 
perature was  lower,  even  with  only  12  pyrites-cinders  to  53*5  other 
iron-ore  and  33*5  limestone,  the  pig-iron  showed  0*049,  0*088, 
0*096,  0*224  per  cent,  of  sulphur.     With  a  mixture  of  19*2  pyrites- 
cinders,  46*5  other  iron-ores,  30*1  limestone,  and  4*2  potsherds  the 
sulphur  in  the  pig-iron  varied  from  0*033  to  0*060  per  cent. ;  by 
adding  another  3*77  potsherds  the  sulphur  was  increased  to  0*1 10- 
0*146  per  cent.     The  pig-iron  poorer  in  sulphur  always  contained 
a  great  deal  of  silicon,  up  to  3*485  per  cent. 

ITie  cinders  from  roasting  Schwelm  pyrites  (Chap.  IV.,  p.  90) 
are  said  to  furnish  an  excellent  material  for  Bessemer  pig,  as  they 
contain  very  little  phosphorus  and  copper,  which  are  so  injurious  to 
the  quality  of  steel.  F.  Schmidt  (Berg-  u.  hiittenmann.  Zeit.  1878, 
p.  68)  states  the  composition  of  these  cinders  as  follows : — 

Ferric  oxide  90*547  )  ^55.0056  Fe. 

Ferrous  oxide    0*520  J 

Iron  bisulphide 0*574 

Lead  sulphide    0*142 

Copper  sulphide    0*026 

Manganous  oxide 0*463 

Carryforward    92*272 

2p2 
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Brought  forward  ...  92272 

Alumina 1*448 

Lime 0-388 

Magnesia  0*220 

Sulphur  trioxide 1*110 

Phosphorus  pentoxide  0*035 

Silica  3*447 

Moisture    0*897 


99-817 


P.  W.  Hofmann  ('  Zeitschr.  d.  Vereins  deutscher  Ingeaieure/ 
xviii.  p.  521)  has  proposed  the  following  process  for  utilizing  the 
cinders  from  Westphalian  pyrites.  He  found  (like  others)  that 
this  is  very  difficult  to  desulphurize^  owing  to  its  zinc^  which  some- 
times amounts  to  6  per  cent.  The  cinders  contain  the  zinc  as  sul- 
phate^ which  is  only  decomposed  at  a  much  higher  temperature  than 
is  attainable  in  a  pyrites-burner.  The  zinc  sulphate  can  be 
washed  out  by  water  at  40^;  but  it  contains  too  much  iron 
sulphate  to  be  saleable.  If^  howcTcr,  a  solution  of  1*25  sp.  gr. 
be  mixed  with  a  proportion  of  NaCl  equivalent  to  the  sul- 
phiiric  acid  contained  in  it^  and  heated  to  80°  C.^  a  lye  of  1*38 
sp.  gr.  is  obtained,  from  which,  on  cooling,  such  a  quantity  of 
Glauber^s  salt  crystallizes  that  this  alone  pays  all  expenses.  The 
mother-liquor  contains  chloride  of  zinc  with  more  or  less  common 
salt  and  the  sulphates  of  iron,  zinc,  and  sodium.  If  evaporated  to 
1*60  sp.  gr.,  all  foreign  salts  are  separated,  and  a  solution  of  zinc 
chloride,  with  mere  traces  of  sulphates  and  of  iron,  remains  behind, 
which  can  be  employed  directly  for  pickling  railway-sleepers.  The 
residue  from  lixiviating  the  sulphates  is  allowed  to  lie  a  few  days  in 
the  air  to  dry ;  most  of  it  then  falls  to  powder.  When  this  is 
passed  through  a  sieve,  the  fine  dust  is  found  to  be  almost  free  firom 
sulphur,  the  rougher  particles  containing  nearly  all  the  sulphur  in 
the  shape  of  FeS.  The  dust  might  be  employed  in  a  blast- 
furnace. 

At  the  Aussig  works  formerly  the  crude  zinc  sulphate  obtained 
in  just  the  same  way  was  worked  up  by  the  addition  of  calcium 
chloride  (waste  lye  from  the  recovery  of  sulphur)  into  ''  pearl  har- 
dening^^ and  zinc  chloride.  Owing  to  the  want  of  a  sufficient 
market^  this  manufacture  has  been  discontinued. 
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The  different  sorts  of  pyrites  behave  very  differently  as  to  their 
desulphurization.  Some  of  them  can  be  roasted  directly  in  the 
burners  to  such  an  extent  that  they  may  be  used  in  iron-smelting. 
This  is  especially  possible  in  the  shelf  burner  of  Mal^tra;  the 
cinders  from  this  are  regularly  smelted  in  mixture  with  other  ores, 
not  merely  in  the  case  of  the  Schwelm  ore  (see  above),  but  in  other 
cases  also,  since  the  sulphiir  in  the  ore  can  be  brought  down  to  less 
than  1  per  cent,  in  these  burners. 

It  has  frequently  been  attempted  to  employ  the  cinders  of  small 
ore  in  larger  quantities  for  smelting  in  a  blast-furnace  without 
stopping  it  up,  by  conglomerating  them  in  different  ways,  but  with- 
out much  success.  A  patent  has  very  recently  been  taken  out 
by  J.  Cahen  for  this  purpose  (10th  June,  1875) .  He  moulds  the 
cinders  into  suitable  cakes  with  tar,  peat,  and  limestone,  and  smelts 
these  in  a  blast-furnace ;  the  pig-iron^  is  said  to  be  very  pure,  the 
sulphur  being  absorbed  by  the  lime,  and  the  peat  assisting  in  the 
formation  of  volatile  phosphuretted  hydrogen  (?) .  J.  L.  Bell  also 
moulds  the  small  ore  with  lime  into  bricks,  which  gain  hardness  by 
drying,  and  uses  them  in  a  blast-furnace.  All  such  artificial  con- 
glomerates are  soon  crushed  by  the  great  pressure  in  the  blast-fur- 
nace, and  thus  act  like  the  loose  powder. 

In  the  flue-dust  and  the  chamber-deposit  of  many  descriptions  of 
pyrites  the  rare  metals  selenium  and  thallium  have  been  found. 
The  former  has  hitherto  no  industrial  application,  apart  from  the  em- 
ployment of  crystalline  selenium  in  photometry,  as  its  electrical 
conductivity  changes  in  proportion  to  the  intensity  of  the  light 
that  falls  upon  it. 

Thallium,  however,  is  manufactured  on  a  comparatively  large 
scale  at  Aussig  and  Mannheim ;  and  it  might  possibly  be  found 
useful  for  optical  glass,  replacing  the  alkali;  owing  to  its  very 
high  atomic  weight  (204)  it  gives,  along  with  red  lead  and 
quartz,  the  specifically  heaviest  and  consequently  the  most  re- 
fractive glass  hitherto  known  (Lamy). 

The  preparation  of  thallium  from  the  flue-dust  of  Westphalian 
pyrites  has  been  described  by  Schaffner  (Wagner's  Jahresb.  1871, 
p.  1).  The  flue-dust  was  collected  in  a  large  brick  chamber  with- 
out being  exposed  to  the  action  of  nitrous  vapours,  the  chambers 
being  fed  directly  with  nitric  acid.  It  is  coloured  by  ferric  oxide, 
contains  much  arsenious  acid,  ferric  sulphate,  some  zinc  oxide,  lead 
oxide,  traces  of  antimony  and  silver,  thallium  sulphate,  &c.     Car- 
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stanjen  (Wagn.  Jahresb.  1868^  p.  10)  found  iu  it  3'5  per  cent, 
thallium.     On  the  sides  of  the  chamber  crystals  were  found  of  the 
compound  AS3O3  and  SO3;  discovered  by  Reich.     The  flue-dust  is 
lixiviated  by  boiling  with  steam^  with  the  addition  of  a  little  sul- 
phuric acid^  as  a  portion  of  the  thallium  seems  to  be  present  as  basic 
sulphate^  which  would  escape  solution.     After  settling,  the  clear 
portion  is  siphoned  off  and  filtered  through  calico ;  the  residue  is 
boiled  again.     From  the  liquid  the  thallium  is  precipitated  aa  pro- 
tochloride.   The  very  impure  reddish  precipitate  is  washed  with  cold 
water  and  converted  into  sulphate  by  hot  concentrated  sulphuric 
add,  the  heating  being  continued  till  all  excess  of  acid  is  driven  off. 
The  sulphate  is  dissolved  in  water,  filtered,  and  again  precipitated 
by  hyhrochloric  acid,  the  TlCl  now  being  separated  almost  in  the 
pure  state.     If  it  is  not  yet  pure,  especially  if  it  contains  arsenic, 
the  operation  must  be  again  repeated.     In  order  to  remove  all 
arsenic,  sulphuretted  hydrogen  is  conducted  into  the  solution  of 
thallium  sulphate,  which  precipitates  all  the  arsenic  with   small 
quantities  of  thallium ;  the  latter  is  precipitated  from  the  filtrate  by 
hydrochloric  acid  as  perfectly  pure  TlCl,  and*  converted  into  sul- 
phate as  above.     The  latter  is  reduced  to  metallic  thallium  by  di- 
gesting its  solution  in  a  porcelain  or  stoneware  dish  with  metallic 
zinc.     The  spongy  metal  obtained  is  washed  with  distilled  water, 
pressed  between  blotting-paper,  and  melted  in  an  iron  or  porcelain 
crucible,  hydrogen  or  coal-gas  being  conducted  through  to  prevent 
any  oxidation ;  the  heat  should  not  be  too  strong,  because  it  might 
volatilize  the  thallium.     The  melted  metal,  similar  to  mercury,  is 
cast  into  small  rods  in  paper  moulds.     It  should  be  kept  in  boiled 
water  free  from  air,  the  glass  being  closed  whilst  the  water  is  boiling; 
but  even  then  the  latter  after  a  short  time  shows  an  alkaline  reac- 
tion.    It  is  best  kept  in  a  solution  of  zinc  sulphate.     It  can  also  be 
obtained  well  crystallized  by  Woehler's  process,  viz.  by  suspending 
in  the  thallium  solution  a  beaker  with  its  bottom  cut  off,  and  its 
lower  part  closed  with  bladder  tied  round :  this  is  filled  with  water 
up  to  the  level  of  the  solution  outside ;  a  zinc  plate  is  hung  up  in 
the  water,  and  the  latter  connected  with  a  platinum  wire,  which 
dips  into  the  thallium  solution  and  is  bent  into  a  spiral  below  the 
bladder. 

Krause  (Dingl.  Joum.  ccxvii.  p.  323)  observes  that  the  treatment 
of  thallium  protochloride  with  concentrated  sulphuric  acid  is  very 
unpleasant  work  in  large  quantities.     He  has  found  that  the  decom- 
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position  can  be  quickly  and  completely  effected  by  a  weak  solution 
of  Glauber's  salt,  say  4°  to  7°  Tw.  He  lixiviates  the  fine  dust  in  a 
cask  with  water  and  steam,  siphons  off  the  settled  liquid  into  a 
second  cask,  and  adds  to  this  solution  of  thallium  sulphate  hydro- 
chloric add;  the  TlCl  subsides  very  quickly,  if  the  liquid  is  well 
agitated,  for  instance  by  a  current  of  air.  After  a  short  rest  the 
clear  liquid  is  run  off,  the  cask  is  filled  up  with  pure  water,  heated 
by  steam,  and  crystallized  sodium  sulphate  added  till  the  solution 
shows  7°  Tw.  After  strong  agitation  the  decomposition  is  com- 
plete, and  the  liquid  is  siphoned  off  into  a  third  cask,  which  is  placed 
somewhat  lower ;  here  it  is  acidulated  with  sulphuric  acid,  and  the 
thallium  precipitated  by  zinc.  Similarly  to  Schaffner,  he  washes 
the  sponge  with  water  free  from  air,  presses  and  melts  it.  This 
process  permits  working  continuously  and  without  contact  with  fire. 
Nietzki  has  made  very  detailed  communications  on  thallium 
(Wagner's  Jahresb.  1876,  p.  4).  He  found  in  the  flue-dust  of  the 
Duisbui^  chemical  works,  where  Westphalian  pyrites  is  used,  0*1 
to  0*2,  sometimes  even  1  per  cent,  thallium.  The  precipitation  as 
TlCl  is  incomplete :  to  be  sure  TlCl,  which  is  soluble  in  500  parts 
of  water,  is  much  less  so  in  the  large  excess  of  hydrochloric  acid 
actually  employed ;  but  there  remains  even  then  10  per  cent,  of  the 
thallium  present  in  the  mother-liquor.  Much  more  complete  is  the 
precipitation  of  thallium  by  potassium  iodide  as  Tl  I,  even  from  very 
dilute  solutions  of  flue-dust.  Therefore  both  the  mother-liquors 
from  the  TlCl  precipitate  and  the  dilute  extractions  of  flue-dust  are 
afterwards  treated  with  KI.  By  boiling  the  Til  with  sodium  sul- 
phide the  iodine  is  recovered  as  Nal ;  and  the  insoluble  TI^S  is 
worked  up  for  TI3SO4  along  with  the  TlCl.  From  the  sulphate  the 
thallium  is  obtained  by  electrolysis,  to  avoid  its  contamination  with 
zinc.  In  this  case  crude  thallium  sulphate  can  be  employed ;  whilst 
direct  reduction  with  zinc  is  troublesome,  owing  to  the  evolution  of 
arseniuretted  hydrogen  and  the  reduction  of  ferric  salts,  the  ferrous 
sulphate  soon  forming  a  crust  over  the  zinc  and  making  it  inactive. 
Nietzki  even  employs  KI  for  volumetrically  estimating  thallium ; 
but  the  solutions  must  not  be  too  dilute. 

Stolba's  process  (Wagner's  Jahresb.  1874,  p.  1),  allowing  a  thal- 
lium-alumina or  thallium-iron-alum  to  crystallize  from  concentrated 
solutions  of  flue-dust,  is  only  adapted  for  a  substance  extraordinarily 
rich  in  thaUium. 

Woehler  (Ann.  Chem.  Pharm.  clxiv.  p.  74)  states  that  thallium 
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is  more  simply  produced  by  flaxing  the  chloride  with  sodium  car- 
bonate and  carbon.  20  parts  TlCl,  8  parts  of  dry  Na^COg,  and  1 
part  of  lampblack  are  mixed  together  and  fluxed  in  a  fire-clay  cru- 
cible at  a  moderate  red  heat.  A  small  loss  occurs  by  some  chloride 
volatilizing  ;  this  can  be  avoided  by  stirring  up  the  mixture  with 
water^  drying,  and  then  fluxing. 

Selenium  was  discovered  (in  1817)  by  Berzelius  in  the  chamber- 
deposit  of  the  sulphuric-acid  works  at  Qripsholm,  at  which  Fahlun 
sulphur  (obtained  in  roasting  ores)  was  used.  It  also  occurs  in 
volcanic  sulphur,  e.  g,  0*264  per  cent,  in  the  solfataras  of  Naples, 
according  to  Phipson  (Chem.  News,  v.  p.  337), — principally,  how- 
ever, in  the  Harz  pyrites;  so  that  the  chamber-deposit  of  the 
Mansfeld  and  Oker  works  is  the  best  source  of  it.  Selenium 
always  occurs  in  very  small  quantities ;  but  its  characteristic  reac- 
tions cause  it  to  be  easily  discovered,  and  it  becomes  very  much 
concentrated  in  the  deposit  of  flue-dust.  Some  Harz  works'  deposit 
is  said  to  contain  10  per  cent.,  that  of  the  Eisleben  works  9  per 
cent,  of  selenium ;  annually  several  cwt.  are  obtained  in  this  way 
(Bottger  and  Kemper,  Wagner's  'Jahresb/  1860,  p.  169).  On 
selenium  in  French  sulphuric  acids  communications  have  been 
made  by  Kuhlmann,  Fersonne,  and  Scheurer-Kestner  (ib.  1872, 
p.  246) . 

Selenium  occurs  in  several  allotropic  modifications,  in  regard  to 
which  we  must  refer  our  readers  to  the  chemical  treatises.  The 
statements  are  partly  contradictory,  and  possess  no  technical  inter- 
est. Its  spec.  grav.  is  given  as  4*26  to  4*8,  melting-point  400°, 
boiling-point  about  700°. 

The  deposit  contains  free  selenium,  as  the  selenious  acid  formed 
by  burning  is  reduced  by  sulphurous  acid.  Otto  (Lehrbuch  d. 
Chem.  4th  ed.  i.  p.  633)  digests  the  deposit,  previously  washed 
with  water,  with  aqua  regia  to  oxidize  the  selenium,  adds  sulphuric 
acid,  evaporates  to  dryness,  driving  oflF  the  other  acids,  treats  the 
residue  with  water,  and  from  the  solution,  by  cautious  addition  of 
ammonium  sulphite,  first  precipitates  white  mercurial  chloro-sele- 
niate,  then  from  the  filtrate,  by  more  ammonium  sulphite  and  sul- 
phuric acid,  the  selenium  itself.  From  the  mercurial  precipitate 
the  selenium  can  be  obtained  by  oxidizing  with  nitric  acid,  eva- 
porating, neutralizing  with  sodium  carbonate,  fluxing  with  potas- 
sium nitrate,  boiling  with  hydrochloric  acid  in  order  to  reduce  SeOg 
to  SeOg,  and  precipitating  the  selenium  from  the  solution  by  SO^. 
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Liebe  (Wagner's  Jahresb.  I860,  p.  178)  extracts  the  oxidized 
mass,  after  evaporation  with  sulphuric  acid,  with  water,  neutralizes 
with  soda-ash,  evaporates  to  dryness,  mixes  the  residue  with  an 
equal  weight  of  sal-ammoniac,  calcines  the  mass  in  a  porcelain  dish 
(when  the  sal-ammoniac  reduces  the  SeO^),  and  washes  with  water, 
pure  selenium  remaining  behind. 

Bottger  (Dingl.  Joum.  clxxvi.  p.  405)  extracts  the  selenium  from 
the  chamber-deposit  washed  with  water  by  means  of  a  concentrated 
solution  of  neutral  sodium  sulphite,  and  filters  it  into  dilute  muri- 
atic acid,  which  at  once  precipitates  the  selenium. 

Otto  (/.  c.)  quotes  several  other  processes  for  obtaining  selenium  ; 
but  the  newest  communication  is  that  of  Nilson  (Ber.  d.  deutsch. 
chem.  Ges.  vii.  p.  1719)  on  the  working-up  of  the  Fahlun  chamber- 
deposit  for  selenium.  This  cannot  well  be  done  by  Otto's  process ; 
it  is  better  to  employ  potassium  cyanide,  2  parts  of  which  yield  1 
part  of  selenium.  The  washed  deposit  needs  only  to  be  digested 
with  a  concentrated  solution  of  potassium  cyanide  at  80^  to  100°  C. 
till  its  red  colour  has  just  been  turned  into  pure  grey ;  the  residue 
is  washed  with  boiling  water,  filtered,  and  hydrochloric  acid  added 
to  the  solution ;  selenium  at  once  precipitates  in  cherry-red  flakes, 
as  the  liberated  selenocyauic  acid  is  almost  instantaneously  decom- 
posed into  selenium  and  hydrocyanic  acid ;  the  sulphur  dissolved  at 
the  same  time  remains  in  solution  as  sulphocyanic  acid.  The 
selenium  thus  obtained  contains  only  a  little  copper,  iron,  and 
perhaps  traces  of  mercury ;  it  is  obtained  quite  pure  by  dissolving 
in  nitric  acid,  evaporating  to  dryness  in  a  water-bath,  subliming  the 
anhydride  in  a  current  of  dry  air,  and  treating  its  solution  with 
sulphurous  and  hydrochloric  acids. 

The  Mansfeld  Kupferschiefer  Mining  Company  (Wagner's 
Jahresb.  1876,  p.  297)  in  1875  produced 

Flue-dust  containing  selenium  2378  kil.,  value  £18. 
Selenium    4J  „        „     £6  28. 

The  extraction  of  Copper  from  Pyrites-cinders. 

This  manufacture  cannot  properly  be  regarded  as  a  by-work  done 
in  sulphuric-acid  making ;  with  as  much,  if  not  with  greater  right, 
the  latter  might  be  considered  a  secondary  branch  of  the  extraction 
of  copper,  since  in  the  cupreous  ores  the  value  of  the  copper  mostly 
exceeds  that  of  the  sulphur  contained  in  them  j  but  if  the  value  of 
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the  final  products  be  counted^  that  of  the  sulphuric  acid  certainly 
mostly  far  outweighs  that  of  the  copper.  Even  in  the  large  English 
works  now-a-days  the  extraction  of  copper  from  the  cinders  is  rarely 
done  in  the  chemical  factory  itself;  the  former  is  concentrated  in 
a  few  works  erected  in  the  centres  of  the  chemical  trade,  which 
receive  the  burnt  ore  from  a  whole  group  of  chemical  works.  One  of 
the  largest  pyrites-mining  companies,  the  Tharsis  Sulphur-  and 
Copper-extracting  Company,  supplies  its  ores  to  the  consumers  only 
on  condition  of  returning  the  burnt  ore  to  the  copper-works  be- 
longing to  the  same  Company.  A  similar  establishment  was  founded 
a  short  time  ago  at  Duisburg  by  a  number  of  Rhenish  manufac- 
turers, likewise  based  on  the  extraction  of  Spanish-pyrites  cinders. 
Although  the  production  of  copper  thus  does  not  belong  to  the 
usual  cycle  of  vitriol-  and  alkali-works,  yet  it  is  most  intimately 
connected  with  it,  especially  in  Great  Britain ;  and  a  short  descrip- 
tion of  that  production  does  not  seem  out  of  place  here. 

The  percentage  of  copper  in  the  ores  in  question  (comp.  p.  98} 
is  mostly  so  small,  rarely  above  4  per  cent.,  that  its  extraction 
by  smelting  would  not  pay.  This  can  only  be  made  possible 
at  the  outset  by  carrying  on  the  first  necessary  operation  (the 
calcining  or  burning)  in  such  a  way  that  the  calcining  gas  does 
not  go  away  into  the  air,  but  is  taken  into  lead  chambers  and  sul- 
phuric acid  made  of  it,  which  helps  to  pay  for  the  ore.  But  some- 
thing else  is  necessary  in  practice.  The  cinders  from  biurning  the 
ore  are  still  too  poor  in  copper  to  be  smelted  in  the  usual  way. 
They  might  possibly  be  smelted  to  coarse  metal,  with  a  mixture  of 
a  little  'green  pyrites,  siliceous  sand,  and  slags ;  and  this  coarse 
metal  might  be  sent  to  copper-works  for  further  treatment ;  but 
in  that  case  only  a  portion  of  the  copper  would  be  obtained,  and 
the  expense  would  be  barely  covered.  When  the  quantity  of  poor 
ore  coming  into  the  market  became  larger,  this  way  of  utilizing  it 
was  out  of  the  question.  Other  drawbacks  in  smelting  for  coarse 
metal,  as  they  were  observed  at  Oker,  will  be  mentioned  below. 

Accordingly,  since  1865,  the  copper  of  poor  ores  is  always  ex- 
tracted in  the  wet  way.  From  immemorial  times  the  pit-waters 
arising  from  weathered  ore  have  been  precipitated  by  metallic  iron, 
and  cement  copper  obtained  in  this  way ;  but  the  processes  for  con- 
verting the  copper  purposely  into  such  compounds  that  it  becomes 
capable  of  being  dissolved  and  precipitated,  all  date  from  a  recent 
period.     Exact  descriptions  of  the  former  processes  are  found  in 
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Percy's  '  Metallurgy/  more  recent  processes  in  Stolzel's  '  Metal- 
lurgie/  i.  p.  714,  and  in  Hofmann^s  ^  Bericht '  of  1873,  p.  885  (this 
article  is  from  the  pen  of  Professor  Kerl) .  Most  of  the  volumes  of 
Wagner's  '  Jahresberichte '  contain  the  literature  of  this  branch. 

It  is  beyond  the  scope  of  this  book  to  enter  specially  upon  all  the 
proposed  or  really  carried-out  processes  for  copper- extraction  in  the 
Tret  way;  we  must  refer  the  reader  to  the  authorities  just  mentioned, 
and  we  shall  only  describe  that  process  which  for  a  number  of  years 
has  been  exclusively  employed  for  working  up  the  cinders  from 
vitriol-works,  viz.  the  chbrinating  calcination,  followed  by  the  pre- 
cipitation by  means  of  iron.  It  appears  that  the  interesting  process 
of  lixiviating  by  means  of  ferrous  chloride,  originally  proposed  by 
Schaffner,  but  generally  called  after  Sterry  Hunt  and  Douglas,  is 
not  in  use  at  vitriol-works  or  at  the  copper-works  in  immediate 
connexion  with  these ;  we  must  therefore,  in  respect  of  this  also, 
refer  to  the  originals. 

The  first  attempts  in  this  way  seem  to  be  referable  to  Hunt 
(patent  of  Jan.  21,  1840),  and  especially  to  Longmaid  (patents  of 
Oct.  20, 1842,  and  Jan.  1, 1844).  The  latter  exactly  described  the 
principles  of  the  process,  as  it  is  carried  out  to-day,  certainly  with  a 
view  to  making  salt-cake  and  chlorine  as  the  principal  products ; 
and  he  also  worked  it  out  on  a  large  scale ;  so  that  he  must  be  re- 
garded as  the  founder  of  the  wet  extraction  of  copper.  Certain 
small  improvements  were  patented  at  different  times — ^for  instance, 
by  Gossage  on  July  17th,  1850.  We  find  much  later,  in  1856,  the 
process  started  with  a  good  deal  of  noise  as  a  novel  one,  by  Bechi, 
of  Florence,  and  Haupt,  of  Freiberg,  for  working  the  ores  at  Capanne 
Vecchie  (Wagner^s  Jahresb.  1858,  p.  68).  It  is  strange  that,  16 
years  after  Longmaid,  such  a  distinguished  metallurgist  as  Qruner 
could  ascribe  the  success  of  Bechi^s  process  less  to  the  influence  of 
the  common  salt  than  to  the  fine  grinding.  Bechi  and  Haupt's 
process  was  patented  in  England  in  the  name  of  Hahner  on  March 
7th,  1856;  it  differs  from  Longmaid^s  process  merely  by  much 
greater  complication,  such  as  calcining  three  times  instead  of  once, 
and  has  long  since  been  given  up.  Schaffner  (Wagner's  Jahresb. 
1862,  p.  119 ;  1871,  p.  139)  improved  the  process  in  several  respects; 
but  it  was  carried  out  on  a  large  scale  chiefly  in  England,  by  Phil- 
lips, Henderson,  Tennant,  and  others. 

Spongy  iron  was  first  employed  by  Gossage ;  it  was  again  patented 
by  Aas  in  1861,  and  again  by  G.Bischof  in  1862. 
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The  process  now  generally  employed  in  England  has  been  prin- 
cipally described  by  Clapham  (Chem.  News,  xxiii.  p.  26),  Wedding 
and  Uhrich  (Wagner's  Jahresb.  1872,  p.  152),  Gibb  (Chem.  News, 
xxxi.  p.  165,  and  several  publications  of  theTyne  Chemical  Society), 
by  the  author  (Dingl.  Joum.  cciv.  p.  288,  ccxiv.  p.  466,  ccxv.  pp. 
54  &  229,  ccxix.  p.  323) ;  the  process  at  Oker  by  Brauniug  (Preuss. 
Zeitschr.  f.  Berg-,  Hiitten-  u.  Salinenwesen,  1877,  p.  156).  In  the 
following  description  the  above  sources  are  used,  along  with  the 
author's  notes  taken  at  several  copper- works. 

The  three  most  important  ores  employed  in  the  English  factories 
contain  from  47  to  49  per  cent,  of  sulphur,  and  the  following  quan- 
tities of  copper  and  silver : — 

Oopper.  SilTer. 

per  cent.  oanoe,  troj,  per  ton. 

Rio-Tinto 3*80  120 

Tharsis 350  075 

San-Domingo  .'.     3*70  0*75 

(N.B.  An  ounce  troy  is  =480  grains;  there  are  32,666  ounces 
troy  to  the  ton.) 

The  "  ordinary  copper-ores  "  at  Oker  generally  consist  of  60  per 
cent,  iron-pyrites,  23  per  cent,  copper-pyrites,  6  blende,  2  galena, 
9  gangue  (complete  analysis,  p.  114). 

The  percentage  of  sulphur  in  the  cinders  as  they  are  supplied  hy 
the  acid- works  varies  extremely;  hardly  ever  falling  below  2  per 
cent.,  it  sometimes  rises  above  10  per  cent.  The  latter,  to  be  sure, 
results  from  very  bad  work  indeed ;  but  4  to  5  per  cent,  is  consi- 
dered very  fair  work ;  and  as  much  is  indeed  required  for  the  wet 
copper-extraction,  the  sulphur  may  even  amount  to  1^  times  as 
much  as  the  copper,  but  no  more.  At  Oker  the  cinders  are  deli- 
vered to  the  extracting  works  with  5  to  8  per  cent,  sulphur  and  6 
to  9  per  cent,  copper.  If  the  pyrites  arrives  too  well  burnt  from 
the  acid-works,  the  copper-works  add  a  little  green  pyrites  in  order 
to  have  suiSScient  sulphur  for  the  first  stage  of  their  process. 

The  following  analyses  by  Gibb  show  the  composition  of  the 
pyrites-cinders  as  the  copper- works  receive  them  : — 
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Rio-Tinto. 

TharsiB. 

San- 
Domingu. 

Yttercen 
(Norway). 

♦  ' 

r  €k>DDer 

166 

3-64 

3-53 

2-76 

202 
•47 
•0037 
•007 
•013 
•20 
77-40 

610 
•24 

1-45 

1-50 
323 
315 
266 

•66 

•70 

•0028 

032 

OlO 

•26 

7700 

5-26 

•17 
686 

166 
3-76 
3-62 
2-70 

•47 

•84 

•0023 

033 

013 

•28 

7815 

680 

•26 
1-86 

101 
333 
310 

•39 
6*46 

•06 

wv^^rwi. 

Iron 

Snlnhur    

CuDiic  ozidd 

Zinc  o^id^^ 

Lead  oxide 

SilTCP 

Cobaltic  oxide   

Bismuth  oxide  

Oalcium  oxide   

2-30 

6806 

666 

06 

8-74 

Ferric  oxide  

SulDhuric  acid  

Afw^ic  aoid 

Inaolubla  r^due 

99-47 

100-26 

99-31 

100-06 

*  Calculated  as  Cu^S  and  Fe^S,. 

Phillips  states  the  following  ad  the  composition  of  cinders  from 
San-Domingo  ore : — 

Sulphur 3-66 

Arsenic 0*25 

Iron   58-25(=83-0Fe2O3) 

Copper  4*14 

Zinc   0-37 

Cobalt    trace 

Lead  1-24 

Lime 0-25 

Insoluble    1-06 

Moisture    3*85 

• 

Oxygen  and  loss    2693 

Wedding  and  Ulrich  found  in  samples  from  Widnes  (a)  and 
Hebbum  {b)  : — 

Sulphur.  Copper. 

d,  b,  d,  b. 

Altogether  412        375  408         575 


Of  this  soluble  in  water. . ,     43  p.  c.    37  p.  c.       46  p.  c.    26*1  p.  c. 
HCl  ...     55  59  22-2         133 


Li  the  residue 2 


4 


31-8 


60-6 


100 


100 


100 


100 
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According  to  Hjelt  the  cinders  from  Spanish  pyrites  contain  0'19 
per  cent,  arsenic. 

The  Oker  cinders  showed^  on  an  average  of  a  month's  work : — 

Copper  (principally  as  CuO)     7*83  p.  c. 

Iron  (principally  as  Fe^Og)  40"53 

Lead(asPbO)  2-09 

Silver 0008 

Zinc(asZnO)    1-95 

Manganese  (as  Mn804) 0*40 

Sulphur 3-80 

Sulphuric  acid  (corresp.  to  3*8  S)  ...       9*51 

Alumina 4*43 

Other  gangue    11*65 

The  sulphur  must  be  mostly  in  combination  with  iron,  since 
unbumt  crude  ore  could  be  seen  as  cores  on  breaking  up  the  lumps. 
The  sulphuric  acid  is  partly  combined  with  lime,  partly  with  metals, 
probably,  as  may  be  inferred  from  the  well-known  processes  of  roast- 
ing, in  the  first  line  with  CuO  and  ZnO,  in  the  second  line  with  FeO 
or  Fe^Og.  From  this  the  following  would  appear  to  be  the  most 
probable  composition  of  the  cinders  : — 

CuO    9-80p.c. 

Fe^Og 5314        (=87-2  Fe) 

FeSj    7-13        (=  3-8  S) 

PbO    2-25 

Ag 0-008 

ZnO    2-43 

Mn304    0-57 

SOs 9-51 

AljOg 4-48 

Other  gangue     ...  1 1  '65 


100-918 


These  cinders  were  formerlv  utilized  in  small  blasi-iumaces  7  ft. 
high,  the  first  smelting  yielding  a  rich  coarse  metal  (55  per  cent.) 
and  a  little  blister-copper.  Higher  furnaces  could  not  be  used,  on 
accounff  of  the  large  percentage  of  Fe^Oj,,  which  would  have  been 
partly  reduced.     The  drawbacks  of  this  smelting  were  the  short 
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duration  of  the  funiace-liiung  (47  to  73  hours),  aud  great  lose  of 
metal  by  the  slag  and  the  flue-duat.  Therefore,  instead  of  ameltiug 
them,  the  cinders  have  latterly  been  worked  up  by  the  wet  process. 
The  cinders  are  firat  finely  ground,  either  by  crushing-roUere  or 
by  edge-nmnera,  and  at  the  same  time  mixed  with  a  sufficient 
quantity  of  todium  chloride,  uanally  in  its  cheapest  form,  viz,  rock- 
salt.  This  addition,  where  the  furnaces  are  worked  by  hand,  varies 
from  10  to  20  per  cent.,  on  an  average  it  is  15  per  cent.  But  with 
the  medianical  furnace  to  be  described  below,  only  7^  of  salt  per 
cent,  of  bomt  ore  are  required.  The  ground  mixture  is  paued 
through  a  cylindrical  sieve  with  8  holes  to  the  inch ;  the  coarse 
particles  are  sent  back  to  the  mill,  where  they  are  ground  down 
completely,  so  that  the  mixture  always  remains  the  same.  The 
whole  being  finely  ground,  it  is  filled  into  iron  bogies  and  run  on 
tramways  over  the  calcining  furnaces. 

At  Oker  the  cinders  are  mixed  with  15  per  cent,  (formerly  20 
per  cent.)  of  Stassfurt  potash  salts  (carnallite)  and  are  ground  down 
to  the  size  of  2  millimg.  The  Stassfurt  salts  contain  the  chlorides 
oE  magnesium,  potassium,  sodium,  and  calcium,  all  of  which  assist 
in  the  calcining  process. 

The  calcination  takes  place  in  furnaces  of  very  different  kinds. 
These  may  be  classed  as  follows : — 

1.  Ordinary  reverberatoryfumacet,  similar  to  black-ash  fnmaces. 
These  were  in  use  at  first,  but  have  been  given  up  long  since. 

2.  Reverberatory  furnaces  with  gaseous  fuel.  These  are  princi- 
pally used  in  Lancashire;  they  are  illustrated  by  figs.  284  to  287. 

Fig.  384. 


Three  generattirs  furnish  the  gas  for  eight  calcming  fumacea ;  it 
passes  from  the  maio  due  into  the  flue  E  across  the  width  of  the 
furnace ;  from  this  it  rises  through  5  vertical  flues  G,  each  of  them 
provided  with  a  damper ;  it  then  travels  through  the  flues  F  below 
the  fiimace-bed,  then  directly  over  the  charge  and  through  the 
outlet  M  to  the  eondenaers.  The  air  for  combustion  is  iutroduced 
by  two  tiers  of  holes  with  slides  in  each  of  the  two  funiace-euds 
(figs.  286  &  287),  BO  that  one  of  the  tiers  communicates  with  the 
flues  below  the  bed,  the  other  with  the  space  above  the  fire-bridge. 
Thus  the  combustion  can  be  regulated  so  that  some  unbumt  gas 
gets  as  far  as  the  fire-bridge  and  is  only  lighted  there.  H  H  are 
the  working-doors ;  K,  charging-holes  in  the  arch,  closed  by  loose 
metal  plates  and  fine  ore  on  the  top  of  these ;  I,  biudiug-plates. 
Each  furnace  holds  45  cwt.  of  ore. 

Similar  furnaces  are  used  at  Oker ;  these  are  represented  in  figs. 
288  to  391.     They  work  two  charges  of  24  tons  each  every  24  hours. 


same  below  the  himace-beds ;  A,  the  slits  tor  mtroducing  the  air; 
i,  the  outlet  for  the  mixed  fire-  and  calctniDg-gas  to  the  condenser ; 
/j  the  working-holes ;  m,  the  charging -hopper, 

3.  Blind  roasters  (muffles),  employed  at  all  the  works  of  the 
TharsiB  Sulphur  aud  Copper  Co.,  tigs.  292  to  294.     Here  the  flame 

Fig.  292. 

s    ■ 


througa  toe  brickwork  of  the  bed  and  the  arch.  The  charge  is 
worked  in  the  muffle  G,  with  the  working*  and  diacharging-doora 
M.  Its  bottom  is  formed  by  fire-clay  slabs  covering  the  fire-flues 
VL ;  its  cover  by  a  thin  arch.  The  ore  is  spread  in  a  thin  layer, 
and  receives  the  air  necessary  for  its  roasting  only  through  the 
working-doors  M ;  in  the  other  part  of  the  furnace  the  oxygen  con- 
tained in  the  fire-gas  is  active  as  well.  The  flame  from  the  double 
grate  H  first  travels  by  I  over  the  muffle-arch,  then  downwards  in 
three  channels  on  each  side  (Vj  &  Vj).  The  gas  of  each  three 
channels  is  united  in  a  flue  (L  &  L'),  and,  after  having  returned  in 
the  opposite  direction,  descends  by  m  into  the  fiue  n  situated  below 
the  ground-line,  which  enters  the  main  chimney,  o  is  the  regu- 
lating damper ;  p,  the  outlet  for  the  calcining-gas,  which  descends 
by  r  to  the  horizontal  subterraneous  flue  g,  and  thence  arrives  at 
the  acid -condensers.  The  metal  dish  N,  on  the  top  of  the  furnace, 
serves  for  a  first  heating  of  the  miiture  j  it  communicates  with  the 
muffle  through  sever^  pipes,  usually  covered  with  a  metal  plate ; 
by  raising  the  latter  the  mixture  is  let  down  into  the  muffle. 

4.  Combiried  furnaces,  used  by  the  Bede  Metal  Company  at  Heb- 
bum-on-Tyne  {shown  in  figs.  295  to  298).     Here  the  flame  of  the 

Fiff.  296. 


fire,  a,  docs  not  iilay  direct  upon  tlic  charge,  but  is  kept  off  it  by  au 
arch,  i,  reaching  half  the  length  of  the  furnace ;  after  this  the  flanie 
touches  the  furnace-hed  directly  and  descends  by  c  in  order  to 
return  by  8  channels,  d  d,  beneath  the  furnace-bed,  and  to  escape 
at  e  into  an  underground  flue  leading  to  an  acid- condenser.  The 
working-doors  //  serve  for  stirring  and  dischai^ing ;  the  pan  g 
for  a  first  heating  of  the  charge ;  the  pipes  h  h  for  dropping  it  into 
the  furnace.  The  purpose  of  the  arch  b  is  to  avoid  overheating 
those  portions  of  the  orenearest  tlie  fire-bridge,  in  whieh  the  copper 
might  easily  be  roasted  dead ;  in  fact  the  hottest  part  of  these  fur- 
naces is  that  behind,  the  part  below  the  protecting  arch  hardly  at- 
taining a  dark -red  heat. 

5.  Mechanical  calcininff-fumaces  vith  revolving  hearth,  patented 
in  1872  by  Oibb  and  Gelstliarpe,  and  12  of  wliicli  exist  at  the  Bp<Ic 
metal-works.     Figs.  299  to  303  represent  this  furnace.     The  bed 


^.3oa 


coDHists  of  a  circular  pan,  b  b,  made  of  boiler-plate,  lined  with  fire- 
bricks, D.  The  aide  walls  {m  m)  and  the  arch  (n)  form  the  other 
parta  of  the  calciuing-space.     On  one  side  there  is  a  fire-place^  C, 
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whose  flame  travels  across  the  hearth  to  F,  whence  it  enters  an 
underground  flue  leading  to  the  chimney^  along  with  the  gas 
eFolyed  in  calcining.  The  pan  bb  is  carried  on  wrought-iron 
girders  fixed  on  a  central  cast-iron  spindle  which  works  in  a  foot- 
step and  is  maintained  in  a  vertical  position  by  a  collar^  fitted  with 
brasses^  in  which  an  upper  bearing  of  the  spindle  works^  carried  by 
the  tubular  cast-iron  stays  ffff.  This  pan  is  caused  to  revolve  in  its 
own  plane  on  the  central  footstep  by  an  endless  chain^  a,  carried 
round  a  sheave^  I^  from  which  it  passes  over  the  guiding  pulleys 
t  f  to  the  horizontal  sheave  underneath  the  pan. 

A  small  pump^  driven  by  the  same  main  shafts  constantly  pumps 
lubricating  oil  from  a  tin  vessel  into  the  footstep^  the  excess  of  oil 
running  back  into  the  same  vessel  again.  The  hearth  is  traversed 
by  a  cast-iron  plough^  G-^  made  to  reciprocate  in  a  radial  line  of 
the  circle  by  the  wrought-iron  arm  H  connected  with  the  cross 
head  K.  The  motion  of  this  cross  head  is  equal  to  the  radius  of 
the  hearth^  and  is  derived  from  the  driving-shaft  L  by  means  of  the 
worm  and  scroll-wheel  c  and  the  pair  of  spur-wheels  d  and  e^  the 
larger  of  which,  by  means  of  the  crank-pin  and  connecting-rod/, 
gives  a  reciprocating  motion  to  a  lever,  the  forked  upper  end  of 
which,  by  means  of  pins  working  in  slots,  moves  the  cross  head  with 
the  plough-arm  and  plough.  The  speeds  of  the  circular  hearth  and 
the  plough  are  so  adjusted  that  the  plough  does  not  travel  more 
than  its  own  breadth  during  one  revolution  of  the  hearth ;  so  that 
every  part  of  the  circle  of  the  hearth  is  gone  over  by  the  plough  in 
each  journey  from  or  to  its  centre. 

The  frimace  is  charged  by  means  of  the  hopper  E,  let  into  a  slit 
of  the  arch,  and  discharged  by  a  set  of  parallel  plates  M,  which  are 
arranged  obliquely  across  a  radial  line  of  the  circle  of  the  hearth  on 
the  opposite  side  of  the  centre  to  that  in  which  the  plough  travels. 
These  plates  are  rigidly  bound  together  at  top  and  bottom,  and  sus- 
pended by  a  chain,  so  that  they  can  be  raised  out  of  or  lowered  into 
the  furnace  through  the  roof.  The  plates  are  shown  in  the  furnace 
in  the  position  for  discharging,  with  a  plate,  o,  fixed  in  the  doorway, 
folded  against  the  outer  plate  of  the  series  M.  When  the  discharg- 
ing-plates  are  in  this  position,  each  throws  the  ore  carried  against 
it  by  the  revolution  of  the  hearth  towards  the  circumference  into 
the  path  of  the  next  outward  plate,  by  which  it  is  again  thrown 
outwards  at  the  next  revolution,  to  be  at  length  propelled  against 
the  doorway-plate  o,  which  throws  it  from  the  edge  of  the  hearth 
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on  a  shoot^  p,  over  ivhich  it  runs  onto  the  floor  outside  the  furnace. 
When  the  furnace  is  workings  the  plates  are  raised  through  the  roof^ 
and  the  opening  through  which  they  pass  is  closed  by  a  slide.  The 
bolt  N  fixes  the  plates  in  their  position. 

In  order  that  the  pan  may  freely  revolve  round  the  spindle^  the 
side  walls  m  m  are  1  inch  apart  from  the  edge  of  the  pan ;  the  air 
rising  in  this  intermediate  space  causes  the  oxidation.  The  brick- 
work reaches  down  to  the  ground-line ;  and  the  machinery  under- 
neath the  hearth  is  only  accessible  by  an  iron  door^  so  that  it  is 
protected  from  the  coal-  and  ore-dust.  Every  part  of  the  machinery 
is  very  strongs  and  not  liable  to  get  out  of  repair — excepting  the 
cast-iron  plough^  G^  which  must  be  replaced  once  a  fortnight^  but 
at  a  smaller  expense  than  that  of  the  tools  in  a  furnace  worked  by 
hand.  The  plates  M  suflfer  very  little^  because  they  are  only  for 
a  very  short  time  exposed  to  the  fire.  The  twelve  furnaces  at  the 
Bede  Metal-works  are  driven  by  two  steam-engines  of  18  indicated 
horse-powers  each. 

All  these  different  descriptions  of  furnaces  have  the  same  object ; 
and  the  style  of  working  is  accordingly  very  similar  in  all  cases. 
The  ore  must^  of  course,  be  completely  roasted — that  is,  suflSciently 
to  convert  the  copper  into  sulphate,  which,  owing  to  the  presence 
of  sodium  chloride,  at  once  forms  with  this,  by  mutual  decomposi- 
tion, cupric  chloride  and  sodium  sulphate ;  whilst  the  iron  should 
be  converted  as  completely  as  possible  into  ferric  oxide,  so  as  to  be- 
come insoluble.  In  this  process,  owing  to  the  simultaneous  action 
of  SO3  and  O  upon  NaCl,  chlorine  is  evolved,  which  must  greatly 
aid  in  chlorinating  the  copper  as  well  as  any  other  metal  present. 
At  the  same  time,  principally  HCl  is  formed,  which  converts  the 
oxides  of  copper,  silver,  zinc,  &c.  into  chlorides,  whilst  at  the  eal- 
cining-temperature  ferric  chloride  cannot  continue  to  exist  as  such. 
At  Oker  the  formation  of  hydrochloric  acid  is  purposely  aided  by 
using  carnallite  in  lieu  of  common  salt,  as  the  MgCla  contained  in 
the  former  readily  yields  MgO  and  HCl.  This,  however,  is  not 
absolutely  requisite,  as  with  2  NaCl  the  CuSO^  already  produced  in 
calcining  yields  CuCl^  and  Na^SO^.  Cu^Clj  also  is  always  formed 
at  the  same  time.  Since  the  chlorides  of  copper  are  both  unstable 
and  volatile  at  very  high  temperatures,  a  low  red  heat  ought  not  to 
be  exceeded ;  so  that  any  copper-pyrites  still  present  in  the  cinders 
is  not  burnt,  and  therefore  escapes  chlorination.  Accordingly, 
copper-pyrites  (or  CugS)  ought  not  to  be  present  in  any  quantity 


BY-PRODUCTS  OP  MANUPACTURE.  608 

for  the  wet-exta*actioii  process ;  and  consequently  ores  with  more 
than  8  per  cent,  of  copper^  which  can  never  be  roasted  with  suffi- 
cient completeness  in  the  chemical  factories^  cannot  be  utilized  by 
this  process^  but  only  by  smelting. 

Manifold  experience  has  taught  that  without  employing  common 
salt  (that  is^  without  chlorinating)  it  is  never  possible^  even  approxi- 
mately^ to  hit  the  point  where  the  more  easily  decomposed  ferric 
sulphate  no  longer  exists^  whilst  the  less  easily  decomposable  cupric 
sulphate  is  still  present  as  such^  the  iron  being  then  present  in  an 
insoluble^  the  copper  in  a  soluble  form.  If  ferric  salt  remains  in  a 
soluble  form^  it  naturally  passes  over  into  the  lyes^  and^  in  the 
operation  of  precipitating  the  copper^  causes  a  great  loss  of  metallic 
iron  by  its  reduction  to  ferrous  salts.  If,  on  the  other  hand, 
much  copper  has  likewise  passed  into  an  insoluble  form,  more  mu- 
riatic acid  is  required  for  its  solution.  In  any  case  the  forma- 
tion of  some  cupric  oxide  and  cuprous  chloride,  insoluble  in  water^ 
cannot  be  avoided. 

Wedding  has  observed,  and  described  in  detail,  the  calcining 
process  as  carried  on  at  Widnes  in  a  gas-furnace.  The  charge,  of 
45  cwt.  of  ore  mixed  with  17  per  cent,  of  salt,  is  let  down  onto  the 
hearth,  spread  out  and  slowly  heated  till  a  low  red-heat  has  been 
reached  nearest  the  fire-bridge ;  the  charge  is  turned  over  and  left 
to  itself,  the  gas  being  shut  off,  but  the  air  being  allowed  to  enter, 
so  that  after  two  hours  scarcely  any  glowing  can  be  perceived  at  the 
fire-bridge.  After  one  hour's  and  three  hours'  calcining  respec- 
tively, the  copper  of  the  charge  behaved  as  follows  : — 

1  hour's  calcining.    3  hours'  oaldning. 
per  cent.  per  oent 

Soluble  in  water 54         ...         51 

„         HCl  38         ...         42 

NO3H  8         ...  7 

After  three  hours  the  charge  is  quite  dark,  and  is  now  well 
turned  over  with  a  slice  of  3  or  4  inches  breadth,  as  well  as 
with  a  rake ;  there  ought  to  be  no  necessity  for  giving  more  fire, 
as  the  temperature  should  from  the  first  have  been  raised  to  the 
proper  point.  On  raking  over  the  charge,  which  is  now  done  regu- 
larly with  short  interruptions  only,  the  temperature  rises  of  itself 
in  consequence  of  the  chemical  reactions,  the  rise  becoming  sensible 
after  4|  hours  (counting  from  the  beginning) ;  so  that  after  5^ 
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hours  a  dark-red  heat  has  been  reached.  Up  to  this  point  there  is 
a  copious  evolution  of  white  vapours  and  blue  flames ;  from  this 
period  there  is  less  of  these^  and  it  is  the  calciner's  principal  task 
to  see  that  the  heating  of  the  charge  is  quite  equal  all  over^  and 
that  some  places  do  not  show  more  blue  flames  than  others.  After 
6^  hours  these  flames  are  almost  entirely  gone ;  and  this  fact^  along 
with  the  greenish-grey  colour  of  the  charge^  are  the  practical  tests 
for  judging  whether  the  operation  is  finished.  A  sample  is  now 
drawn;  and  if  its  examination  shows  the  completion  of  the  calcining- 
process^  the  charge^  which  has  now  been  6^  or  6|  hours  in  the 
furnace^  is  drawn  out.     Of  the  copper  now 

75  per  cent,  is  soluble  in  water, 
20  „  ,,  HCl, 

5  „  „  NOsH. 

Good  workmen  can  finish  the  calcining  in  a  gas-furnace  in  six 
hours. 

Wedding  observes  that  the  watery  solutions  constantly  show 
more  sulphur,  and  that  the  testing  of  the  calcined  ore  of  different 
works  proves  the  process  to  be  carried  out  very  unequally ;  but  it 
is  certain  that  the  best  results  are  in  fact  got  by  the  most  careful 
work.  The  calciner^s  task  is,  first  to  heat  the  charge  and  thus  to 
start  the  chemical  reactions,  but  then  to  maintain  these  at  the 
lowest  possible  heat  up  to  the  finish,  and  to  spread  them  equally 
through  the  whole  mass.  It  is  of  great  importance  not  to  leave  the 
ore  any  longer  in  the  furnace  than  exactly  the  necessary  time ;  this 
is  made  difficult  by  the  depth  of  the  layer  of  ore,  viz.  5  or  6  inches 
— which,  on  the  other  hand,  facilitates  the  chlorination,  since  the 
gas  rising  in  the  ore  heated  both  at  top  and  bottom  has  all  the  more 
opportunity  of  coming  into  contact  with  all  parts  of  it. 

Evidently  the  process  is  altogether  dependent  upon  the  skill  of 
the  workman,  whilst  with  the  mechanical  fiimace  of  Gibb  and  Gels- 
tharpe  only  the  firing  needs  attention.  In  the  latter  furnace  indeed 
a  lower  heat  is  sufficient,  one  that  never  reaches  a  red  glow  visible 
in  daylight. 

At  Oker,  where  gas-furnaces  exactly  like  those  at  Widnes  are 
used,  each  charge  of  50cwt.  of  ore  with  15  per  cent,  potash  salts  is 
brought  to  a  low  red  heat  in  four  hours ;  the  firing  is  then  inter- 
rupted and  the  mass  raked  over.     Owing  to  the  chemical  reactions. 
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the  heat  at  first  increases^  but  towards  the  end  goes  back  again. 
During  the  turning-over  stage^  which  lasts  five  hours^  the  air-slides 
are  opened  to  admit  the  air  to  the  charge;  after  that  time  the 
charge  is  drawn.  Two  charges  are  put  in  every  24  hours.  Ana* 
lysis  of  a  sample  taken  in  the  middle  of  the  calcining-process  (the 
mixture  containg  20  per  cent,  camallite) : — 


Cu 

Ag 

Fe 

AlA 

Mn 

Ni 

Zn 

CaO 

MgO 

K^O 

Na^O 


Soluble  in  water. 

per  cent.  per  cent. 

1-94,  calc.  as  OuClj   311 

O0O3,    „  AgCl OOW 

0-74,      „  FeOla    1-68 

Oil,      „  ALj(S0j3 0-39 

069,      „  MnOlj 1-58 

0-20,      „  NiClj    0-44 

1-60,      „  ZnCL,   3-40 

2-76,       „  CaOla   6-27 

>  „       Sulphatee 1815 


36024 


Insoluble  in  water. 

per  cent.  per  cent. 

rCuOBol.m|g.^2 

Ou         4-32,  calo.  aas'  ^    ^^.   { 

Oa,S  sol.  in  1  ^j.29 
^  aqua  regia  j 

Pb         039,       „      PbSO^  0-57 

(Fe.Pj 45-38 

Fe        34-49,       „      -JFe^CSOJ,  ...  3-27 

iFeSj  2-64 

Al^O,     3-30,       „     AlaO,    3-30 

Mn        0-03,       „      Mn^Og  004 

Zn+NiO-29,       „      ZnO+NiO   ...  036 

CaO       0-45,       „      CaSO^  109 

SO3        1-86 

S  1-47 

01  trace. 

Insoluble  in  acids   2-96 


65-02 


Sample  of  calcined  ore  taken  at  the  finish  : — 


Soluble  in  water. 


Cu 

Ag 
Fe 

ALA 
Zn 

Mn 

Ni 

CaO 

MgO 

K3O 

KajO 


percent 

3-86,  calc. 

0005, 

0-60, 

017, 

1-64, 

0-75, 

0-07, 

1-60, 


)) 


tf 


i» 


>f 


It 


If 


per  cent. 

as  CuCl^  8-17 

AgCl 0-006 

FeCL,    1-38 

AIjCSOJ, 0-56 


} 


I* 


II 


ZnCl 


3-42 


MnCla  1-71 

0-15 

317 


N1CI3 
CaOl^ 


Sulphates 20*50 


89-066 


Insoluble  in  water. 


per  cent. 


per  cent. 


Cu 
Pb 

Fe 


^■"■-^••(S-  :;:;■■  ™ 


1-17, 

34-56, 

0-44, 
0-37, 

Mn+Ni  trace. 

CaO        0-49 

SO, 


AlaO, 

Zn 


II 


II 


II 


II 


II 


0.03 

PbSOj 1-26 

Fefis  47-91 

Fe^(SO,\...  1-02 


IFeSj 
A1,0, 
ZnO... 


CaSO^ 


118 
0-44 
0-46 

119 


1-49 
CI            trace. 
S             0-64 
Insoluble  in  acids  3*69 

60-36 
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The  mechanical  fdrnace  has  the  advautage  also  in  respect  of  the 
addition  of  salt ;  only  7^  per  cent,  of  salt  is  required  in  it^  against 
15  in  the  hand-fomaces.  Often  only  a  portion  of  the  salt  is  mixed 
with  the  ore  at  the  outset^  and  the  remainder  added  afterwards.  In 
the  blind  roasters  the  ore  is  calcined  first  nine  hours  with  12  per 
cent,  salt,  and  another  three  hours  with  8  per  cent,  more  salt.  In 
the  combined  furnaces  with  protecting  arch  the  weight  of  ore  is 
68  cwt.^  and  the  time  of  calcining  eight  hours ;  in  the  mechanical 
furnaces  5  tons  and  nine  hours. 

Gibb  gives  the  following  analyses  of  the  results  of  calcina- 
tion : — 


Gas-funiace. 

Close  furnace. 

Mechanical 

furnace. 

1 

1 

Ouprie  chloride    ... 
Cuprous  chloride . . . 
Cunric  oidde 

p.  0.      Cu  p.  c 
4-03  =  1-90 
•32  =     -20 
1-26  =  1-00 
250* 
1318 

•15 

3-25 

p.  c.      Cu  p.  0. 
4-25  =  2-00 
•36  =     -21 
•88  =    -70 
3-40 
17-40 

•12 

3^03 

1 

p.  c.      Cu  p.  c 
6-70  =  315 
nU 

•32  =     -25 
0-90 
14-03 

•13 

3-53 

Sodium  chloride  ... 
Sodium  sulphate  . . . 
Insoluble  copper  ... 

Total  copper 

The  principal  point  is  always  this^  that  as  little  copper  as  possible 
should  remain  in  a  state  insoluble  in  water  and  dilute  acids.  In 
the  above  cases  the  quantity  varies  from  0*12  to  0*15  per  cent. ;  the 
slightly  more  favourable  result  of  the  blind  roaster^  according  to 
Gibb^  is  far  more  than  counterbalanced  by  its  greater  consumption 
of  ftiel  (50-100  per  cent.) .  The  most  favourable  result  is  obtained 
with  the  mechanical  furnace^  in  which  next  to  no  cuprous  chloride 
and,  even  with  the  worst  ores,  rarely  more  than  0*25  per  cent,  of 
CuO  are  formed. 

At  Oker  the  average  result  of  the  constantly  taken  samples  gf 
calcined  ore  is  this  :  75  per  cent,  of  the  copper  contained  in  the  ore 
is  soluble  in  water,  20  per  cent,  in  dilute  muriatic  acid^  and  5  per 
cent,  in  aqua  regia. 

If  the  pyrites  contains  more  than  4  per  cent,  copper^  the  cinders 


At  the  Bede  Metal-works  manj  experimenta  have  been  made  with 
richer  ores ;  but  with  6  per  cent,  copper  the  salt,  the  coals,  and  the 
labour  are  already  too  dear.  In  this  case,  however,  another  cir- 
cntnstaDce  comes  into  play :  by  the  Cornish  copper  assay  about  2 
per  cent,  copper  less  than  the  truth  is  indicated ;  and  this  with  a 
poor  ore  of  course  amounts  to  a  much  larger  proportion  of  the 
whole  (sometimes  more  than  half)  than  with  richer  ores;  thus  the 
former  are  cheaper  for  the  wet  process  than  the  latter.  In  the  Harz, 
where  this  reason  does  not  existj  ore  up  to  8  per  cent.  Cu  can  be 
extracted  by  the  wet  process. 

It  has  already  been  remarked  that  the  sulphur  in  the  cinders 
must  bear  a  certain  proportion  to  the  copper ;  with  a  4-per-cent. 
ore  it  ought  not  to  exceed  6  per  cent. ;  an  equal  percentage  of  S 
and  Cu  is  preferable.  If  less  S  is  present,  raw  pyrites  must  be 
added.  The  more  S  there  is  present,  the  more  salt  must  be  added, 
and  the  more  time  will  the  calcination  take. 

The  tests  for  ascertaining  the  completion  of  the  calcination  are 
of  a  very  simple  character,  which  is  all  the  more  necessary  as  they 
most  be  made  very  quickly.  A  certain  measure  of  the  charge,  not 
weighed,  is  hxiviated  by  water  and  dilute  HCl,  just  as  on  the  large 
scale ;  the  residue  is  boiled  with  aqua  regia,  supersaturated  with 
ammonia,  and  allowed  to  settle  j  the  more  or  less  blue  colour  of  the 
BolutioD  of  ammonio-cupric  salt  gives  a  sufficient  indication  of  the 
percentage  of  insoluble  copper. 

Condetualion  of  the  calcination-gas. — In  all  the  descriptions  of 
furnaces  mentioned  above,  except  the  blind  roasters,  this  gas  is 
mixed  with  the  fire-gas ;  hut  even  in  these  it  is  mixed  with  air  to 
such  an  extent  that  a  condensation  of  strong  acid  is  not  very  well 
possible.  The  acid  is  a  little  more  concentrated  than  that  from 
open  calciners ;  but  this  matters  very  little,  as  it  is  always  used  in 
a  very  dilute  state  for  lixiviating.  The  calcination-gas  principally 
contains  (beside  oxygen  and  nitrogen)  SOj,  SOj,  HCl,  CI,  and  very 
small  quantities  of  metallic  chlorides.  Henderson  had  proposed  to 
volatilize  the  copper  entirely  as  CuClg,  and  condense  the  latter  in 
towers ;  but  this  has  turned  out  quite  impracticable.  The  small 
quantity  of  copper  passing  over  into  the  condensers,  about  i  per 
cent,  of  the  whole,  is  not  lost,  as  the  condensed  acid  is  used  for 
lixiviating  the  charge. 
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The  condensation  of  the  gas  firom  the  calciners  takes  place  in 
towers  of  exactly  the  same  kind  as  those  (described  in  detail  later 
on)  for  muriatic  acid — that  is  to  say^  made  of  brickwork  set  in  tar 
and  sand  (or^  better^  of  stone  flags)  ^  and  packed  with  coke^  fire- 
bricks^ and  the  like.  Coke  can  be  used  with  blind  roasters;  but 
the  other  furnaces  require  bricks  &c.^  and  must  have  lai^er  con- 
densers^ as  these  have  to  serve  for  a  larger  volume  of  gas.  The  size 
of  the  towers  varies  with  that  of  the  plant;  for  12  fdmacesatower 
of  8  feet  square  and  40  to  50  feet  high  is  sufficient.  The  gas  enters 
at  the  bottom^  meets  a  spray  of  water  coming  from  the  top^  which 
washes  the  acids  out  of  it^  and  again  leaves  the  tower  at  the 
top^  whence  it  is  taken  downwards  into  a  flue  leading  into  the 
chimney. 

The  total  condensed  liquid  (a  mixture  of  weak  sulphuric  and  mu- 
riatic acids ;  the  SOs  in  the  condensation  is  oxidized  to  SO4HS  by 
the  action  of  the  chlorine)  is  used  in  the  succeeding  operation  of 
lixiviating^  and  frequently  is  not  even  sufficient  for  dissolving  all 
the  CuO  and  Cu^CI^. 

lAxiviation  of  the  calcined  mixture. — ^The  mixture  is  carried  in 
bogies  running  on  tramways  over  each  of  the  lixiviating  tanks^  and 
tipped  into  these.  The  only  available  material  for  the  tanks  is 
wood  :  most  metals  are  excluded  by  the  nature  of  the  lixiviating 
liquid;  stone^  asphalt^  &c.  Jboth  by  their  costliness  and  by  the  heat 
of  the  charge.  As  such  large  wooden  vessels  cannot  well  be  kept 
tight^  on  iaccount  of  the  unavoidably  rough  treatment  and  the  hot 
acid  lyes^  the  whole  floor  of  the  lixiviating  shed  is  covered  with  a 
thick  layer  of  asphalt^  and  slopes  to  one  side^  so  that  all  liquors 
leaking  out  run  ofi*  to  a  catch-well^  into  which  enter  at  the 
same  time  earthenware  spouts  for  carrying  the  strong  copper- 
liquors. 

The  lixiviating  tanks  are  square^  about  11x11  feet  wide  and  4 
to  5  feet  deep^  made  of  well-seasoned  and  planed  3-inch  planks^  kept 
together  by  comer- pieces,  screw-bolts,  &c.  The  joints  are  tightened 
by  putting  on  a  little  red  lead  before  putting  the  planks  together; 
the  bottom  joints  are  besides  caulked  with  tarred  spun  yam,  and 
the  whole  vessel  painted  with  hot  coal-tar.  At  Oker  lead-lined 
vessels  are  used,  which  are  veiy  expensive  and  frequently  needing 
repair.  On  the  bottom,  laths  on  end  are  placed;  upon  these, 
perforated  fire-tiles  or  boards ;  upon  this  false  bottom  a  layer  of 


neatner  or  coKe  (at  Uker  oi  strawj  5  to  b  mcnes  deep  is  put.  ine 
liquors  are  conveyed  in  earthenware  and  india-rubber  tubes  of  3  to 
4  inches  diameter,  the  latter  provided  with  iron  pinch-clamps.  In 
order  to  force  the  liquors  from  one  tank  to  the  other,  or  from  the 
catch-well  into  the  tanks,  simple  stoneware  injectors  are  provided. 
Each  tank  has  a  steam-pipe  for  heating. 

Into  each  tank  about  10  tons  of  calcined  ore  are  put,  quite  hot 
from  the  furnaces,  and  are  first  covered  with  weak  liquor  frvm  a 
previous  operation,  which  gets  heated  by  the  heat  of  the  mass  itself. 
Afler  one  or  two  hours  the  now  concentrated  liquor  is  run  off  by 
a  plug-hole  below  the  false  bottom,  and  goes  forward  to  the  preci- 
pitation. The  plug  is  put  in  again^  and  the  lixiviation  continued 
by  hot  water ;  thus  weaker  liquors  are  produced,  which  are  forced 
to  a  fr^sh  tank  as  just  described.  Generally  three  waters  are  put 
on,  and  thus  most  of  the  purest  copper  and  95  per  cent,  of  all  the 
silver  contained  in  the  pyrites  are  obtained.  Then  follow  several 
(up  to  6)  washing  with  the  weak  condenser- acid,  or,  if  this  does 
not  BufSce,  with  muriatic  acid  bought  for  the  purpose  and  much 
diluted.  This  is  not  necessary  with  mechanical  furnaces,  because 
the  copper-salts  from  these  are  mostly  soluble  in  water ;  but  it  is 
generally  necessary  with  hand  furnaces.  Even  when  no  acid  need 
be  bought,  but  sufficient  condenser-acid  is  obtainable,  a  saving  of 
acid  is  inaportant,  since  the  condenser-acid  conveys  arsenic  and 
bismuth  into  the  copper.  • 

The  liquors  got  by  the  use  of  acid  contain  many  impurities, 
especially  As,  Bi,  Sb,  and  Pb — according  to  Gibb,  to  100  Cu, 
5'4  As,  and  0'3  Bi ;  and  they  are  accordingly  treated  separately  in 
most  works,  because  they  yield  impure  copper. 

It  is  a  principal  rule  to  allow  each  water  only  to  stand  a  few 
hours  on  the  ore ;  the  nine  washings  of  each  tank,  together  with 
charging  and  emptying  it,  are  not  to  last  beyond  48  hours.  Ac- 
cordingly, for  each  5  tons  of  calcined  ore  obtained  per  diem  one 
tank  is  required,  and  besides,  on  the  whole,  a  few  reserve  tanks. 

The  residue  from  lixiviation,  after  draining,  is  lipped  on  a  heap 
and  afterwards  sold  to  the  iron-smelters.  Just  the  value  of  this 
residue  makes  the  wet  process  in  this  case  more  profitable  than  the 
dry  process,  as  it  forms  a  valuable  iron-ore,  going  by  the  name  of 
"  purple  ore  "  or  "  blue  billy,"  The  following  is  the  composition  of 
two  average  samples  : — 

3k 
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Ferric  oxide 9061  95*10 

Copper 015  018 

Sulphur    008  007 

PhosphoruB  0  — 

Lead  sulphate  1*46  1*29 

Calcium  sulphate 0*37  0*49 

Sodium  sulphate 0*37  029 

Sodium  chloride  0*28  — 

Insoluble 630  213 


99-62        99-55 
Metallic  iron    6342        6657 

This  ore  is  thus  shown  to  be  very  rich  in  iron,  entirely  free  from 
phosphorus^  and  to  contain  very  little  sulphur;  its  slight  percentage 
of  copper  does  no  harm.  The  only  drawback  is  its  fine  state  of  divi- 
sion. Attempts  have  been  made^  but  unsuccessfrdly^  to  conglomerate 
it  by  means  of  lime  for  use  in  blast-frumaces  (see  above^  p.  581) ; 
but  success  has  been  obtained  in  emplojdng  it  directly  in  its  pulve- 
rulent state  as  a  mixture  with  5  or  even  only  8  parts  of  lump  iron- 
ore  ;  using  limestone  in  addition^  both  grey  and  white  pig  can  be 
made  from  it.  Most  of  this  ore,  however,  is  used  for  ''fettling'' 
the  sides  and  bottom  of  puddling-furnaces  in  lieu  of  heematite,  for 
which  it  is  very  well  adapted.  Its  direct  conversion  into  iron  and 
steel  on  the  large  scale  has  not  yet  been  carried  out ;  but  experi- 
ments in^his  direction  made  quite  lately  in  America  with  the  Du- 
Puy  process  ('  Chemical  News/  xxxix.  p.  36)  have  been  very  8;uc- 
cessful.  At  Oker  it  is  easily  used  up  in  the  various  metallurgical 
processes  there  carried  on,  and  even  its  small  percentage  of  copper 
is  turned  to  account.  They  obtain,  upon  100  parts  of  pyrites-cinders, 
76  parts  of  extraction  residues  of  the  following  composition : — 

Ferric  oxide    79  per  cent. 

Alumina 3 

Magnesia  and  alkalies   1 

Idme   2*5 

Sulphuric  acid    5*5 

Insoluble  in  acids  6 

The  purple  ore  is  the  more  valued  the  freer  it  is  from  siliceous 
gangue ;  and  for  this  reason  that  made  from  Spanish  and  Portu- 
guese is  preferred  to  that  from  Norwegian  pyrites. 


the  purple  ore  is  employed  for  preparing  the  latter. 

The  effect  of  the  lixiviatioii  is  best  seen  from  the  following  ana- 
Ijaes  by  Gibb,  which  at  the  same  time  illustrate  the  great  differ- 
ence of  work  between  mechanical  and  hand-worked  furnaces : — 


Copper, 
Soinift  t»  Wa^\—  pw  oent.  per  cent. 

Cuprio  ohloride 418        1-96 

Caproui  cUoride   nons 

Cnpric  aulphate 1'83  -81 

fWrooH  »u1piia(«    '16 

Periio  Eolpbate  Ih 

ffino  milphata 201 

(Udum  mlptuite  1'20 

Sodium  aulptute    917 

Bodium  ohlorids none 

Soluilt  in  dilute  ^JroeiiorioJeid: — 

Oupron*  ohloride   -015        -01 

Capr!c  oxide  -225        -18 

^.~'P^'* jnotdetamined. 

fame  oiiae   J 

Eaidiie  (by  differenoe)  :— 

"Purple  iron  ore" SfrM  08 

lOCKIO        3-04 
Bodium  chloride  eqninlent  to  ■odium 
u!Um  Above..... 7-66 


100«0      ao7 
11-81 


The  composition  of  the  coppei^liquor,  according  to  Gibb,  is,  in 
granw  per  litre . — 

From  bsod-work  From  meohaniod 

Fumacea.  Furnaces. 

Sodium  nlphate 1441  Sodium  nilphato 110'9 

Sodium  chloride 63'9  Sodium  chloride 4'1 

Odorine  id    combiuation'l  ^,j., 
with  hMTj  meltUi  J 


CaloioTD    , 
Silier   .... 


{Cuprous chloride    63'2 

Cuprio  chloride  O-S 

fflnc  lulpbnU  lOl 

Leadanlphato OS 

Ferrous  sulphate 4'3 

Calcium  sulphate   6-0 

SilTer 
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At  Oker  the  process  is  carried  out  in  the  following  way.  The 
calcined  charge  is  lixiviated  in  parcels  of  5  tons  each^  first  with 
the  "final  liquor/'  which  is  always  regenerated  in  the  process. 
100  parts  of  the  latter,  of  1*145  spec,  grav.,  contained : — 

per  cent.  per  cent, 

CoO+NiO...     001 

CaO     012 

MgO   0-52 

AlkaUes  261 

CI    2-56 


Cu  .... 

0015 

Pb  . ... 

trace 

FeO    . 

214 

Fe,08 

015 

Al^Oj 

Oil 

ZnO 

0-06 

MnO 

0-31 

Total  solids 

SOg 5-89 

As  +  Sb  trace 


This  liquor,  already  heated  in  pumping  by  the  injector  to  50°  C,  is 
further  heated,  when  it  comes  into  contact  with  the  calcined  charge, 
by  the  solution  of  the  anhydroas  salts,  of  course  also  by  the  heat 
of  the  charge  itself,  nearly  up  to  the  boiling-point,  by  which  the 
solution  is  assisted.  When  the  charge  is  perfectly  penetrated  by 
the  final  liquor,  the  outlet-tap  is  opened  and  firesh  final  liquor 
runs  in  as  long  as  the  copper-liquor  running  away  at  the  bottom 
still  shows  a  blue  colour.  This  first  period  lasts  four  or  five  hours, 
and  furnishes  a  copper-liquor  of  1*355  spec,  grav.,  and  of  the  fol- 
lowing composition :— 

per  oent  per  cent. 

Cu 3-71  CoO  +  Nio...  0-04 

Pb 001               CaO     trace 

Ag 0-005            MgO  0-27 

Bi   trace             Alkalies 10*60 

Fe^Og+AlaOg.  029              CI    12*56 

ZnO    4*97               SOg 895 

MnO  0*58              As  +  Sb  032 

Total  solids 42*305  per  cent. 

After  the  first  lixiviation  is  over,  the  dilute  condenser-acid,  fire* 
brought  to  boiling,  is  run  into  the  tanks  and  allowed  to  act  for 
twenty-four  hours ;  then  it  is  run  off,  and  a  third  lixiviation 
effected  by  dilute  sulphuric  acid.     For  5  tons  of  ore  2^  cwt.  of 


boiling-point,  is  employed,  and  allowed  to  remain  in  contact  with  the 
ore  for  two  days,  or  until  the  liquor  acquires  a  neutral  reaction. 
Its  analysis  showed  : — 

per  oeoL  p«r  cent. 

Cn 0-58  CaO     007 

AlgOa+FegO,  .     213  MgO   004 

ZnO    006  Alkalies 0-62 

MnO 0-12  CI    0-13 

Co  +  Ni 0-02  SOg 2-39 

Total  solids 6'160  per  cent. 

The  first  copper-liquors  contain  most  of  the  silver,  and  are  there- 
fore kept  apart  from  the  later  liquors,  poorer  in  this  respect. 

The  ciipric  chloride  is,  of  course,  easily  dissolved  in  the  final 
liquor ;  the  cuprous  chloride  in  the  presence  of  alkaline  chlorides  is 
also  dissolred  at  ahigher  temperature  without  difficulty;  laatly,cupric 
oiide  is  to  be  converted  into  CuClg  and  CujClg  by  the  FeCI,  of  the 
the  final  liquor,  and  to  become  soluble  thereby  (2FeClj+3CuO= 
FejOa  +  CujCls  +  CuClg) ;  but  this  could  only  he  doue  by  an  inti- 
mate mechanical  mixture  of  the  liquor  with  the  ore ;  and  it  is  there- 
fore preferred  to  dissolve  merely  75  to  80  per  cent,  of  the  copper 
by  means  of  the  final  liquor,  and  the  remainder  by  further  lixivia- 
tions  with  dilute  acids.  In  Brauning's  paper  no  hint  is  given  in 
what  way  the  increase  of  impurities  in  the  final  liquor  is  prevented. 
No  doubt  only  a  portion  of  it  is  taken  back  into  use,  and  another 
portion  run  to  waste ;  so  that  there  must  always  be  a  partial  renewal. 

Precipitation  of  the  Copper  from  the  Liquors, 
This  is  sometimes  preceded  by  a  special  treatment  for  ohttuning 
the  silver,  which  will  be  described  afterwards.  The  precipitation 
of  the  copper  now  takes  place  everywhere  by  means  of  metallic 
iron,  since  the  ingenious  process  of  G-ibb  has  been  given  up 
again.  The  latter  consisted  in  precipitating  the  copper  by  sul- 
phuretted hydrogen,  which  was  recovered  at  a  later  stage  of  the 
process ;  the  precipitated  cupric  sulphide  was  washed  and  pressed 
in  a  filter-press,  and  smelted  in  furnaces  in  the  usual  way  into 
"coarse  metal."  The  acid  mother-liquors  containing  the  whole 
of  the  sodium  sulphate  were  evaporated  to  dryness  in  a  fiimace, 
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mixed  with  small  coal  and  reduced  in  another  fnmace ;  thas  a  mass 
containing  nearly  85  per  cent,  of  sodimn  sulphide  and  2'4per  cent, 
of  sodium  carbonate  was  obtained.  This  was  lixiviated  with  hot 
water ;  the  solution  was  systematically  treated  with  impure  carbonic 
acid^  obtained  by  burning  coke ;  and  thus  on  the  one  hand  sulphu- 
retted hydrogen  was  given  off^  which  served  for  precipitating  the 
copper  in  the  first  stage  of  the  process ;  on  the  other  hand  a  solution 
of  sodium  carbonate  was  obtained^  which>  after  evaporation  and  cal- 
cination^ went  into  the  trade  as  soda-ash.  But  this  process  was  only 
applicable  to  the  liquors  obtained  from  the  mechanical  calcining- 
furnace  (that  is^  with  a  minimum  addition  of  common  salt) ;  for  in 
the  liquors  from  the  ordinary  hand-worked  furnaces  there  would 
be  1  part  of  NaCl  to  each  4  parts  of  Na9S04,  which  would  furnish 
a  very  weak  soda-ash.  This  very  ingenious  process  was  worked 
out  in  all  its  details,  and  practically  carried  out  on  a  very  large 
scale,  at  the  Bede  metal-works ;  but  it  has  been  given  up  again, 
partly  because  the  carbonic  acid  was  too  dear^  and  partly  because 
no  furnace-bottom  could  be  constructed  fit  for  resisting  the  acid 
liquors  for  any  length  of  time — ^partly  also  because  the  quality  of 
the  soda-ash  was  too  unequal — and  finally  because  the  copper  was 
only  obtained  as  sulphide,  and  had  to  be  smelted  at  a  greater  ex- 
pense than  that  precipitated  by  iron. 

For  this  latter  process  either  scrap  wrought  iron,  or  scrap  cast 
metal,  or  '^  spongy  iron ''  reduced  from  the  residue  is  employed. 
Apart  from  the  latter,  the  thinnest  scrap  is  the  best,  such  as  the 
hoops  of  cotton  or  esparto  bales ;  but  as  light  scrap  is  generally 
rather  dirtier  than  heavy  scrap,  the  copper  from  the  former  is 
rather  more  impure  than  that  from  the  latter.  The  precipitation 
takes  place  in  wooden  tanks  exactly  of  the  same  kind  as  those  used 
for  lixiviation,  and  furnished  with  a  steam-pipe.  They  are  filled 
with  scrap-iron  ;  copper-liquor  is  run  upon  it,  and  steam  is  turned 
on ;  the  heating  is  continued  till  a  bright  strip  of  iron,  held  in  the 
liquid,  no  longer  indicates  the  presence  of  copper  in  solution.  At 
Oker,  according  to  the  degree  of  concentration  of  the  liquors,  the 
boiling  takes  place  twice  or  three  times  before  all  the  copper  is 
thrown  down ;  the  process  lasts  from  one  to  three  days,  and  re- 
quires as  much  iron  as  the  weight  of  copper  produced,  which  proves 
that  a  large  portion  of  the  latter  must  have  been  in  solution  as 
Cu^Clj.  Once  a  month  the  precipitated  copper  is  removed  from 
the  tanks  and  washed. 
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After  precipitation^  at  some  works  the  liquor  is  passed  through 
a  hair  sieve  in  order  to  separate  the  copper  present  in  a  fine  state 
of  division ;  the  copper  is  irashed  ofE  the  residual  iron  by  a  jet  of 
water^  or  a  hesom^  &c.^  and  left  to  settle  in  special  tanks.  At 
other  works  a  less  rough  arrangement  is  in  use^  viz.  round  tubs 
with  wooden  agitators^  an  annular  place  being  fenced  off  in  their 
upper  part  for  the  scrap  iron.  The  agitation  of  the  liquid  causes 
each  part  of  it  to  come  into  contact  with  the  scrap  iron  much  more 
quickly^  so  that  the  liquids  are  much  sooner  freed  from  oopper  than 
in  the  process  first  described ;  besides^  the  precipitated  copper  is 
at  once  washed  off  the  iron  and  carried  along  wit|}  the  exhausted 
liquor  into  settlers^  and  the  process  in  the  precipitating-tubs  started 
again  at  once,  after  adding  a  little  more  iron. 

A  continuously  acting  apparatus  for  the  precipitation  of  copper 
has  been  constructed  by  Hauch  (Dingler's  Journal,  ccxxiii.  p.  286). 
It  consists  of  a  cask  revolving  round  a  horizontal  axis,  provided 
with  ledges  inside  and  filled  with  iron  borings ;  copper-Uquor  is 
let  in,  and  is  speedily  exhausted  by  the  rotation  of  the  cask,  the 
copper  being  at  the  same  time  washed  off  the  iron.  By  combining 
several  casks  and  systematically  allowing  the  liquor  to  run  into  that 
cask  which  has  been  working  the  longest  time,  it  is  possible  to 
obtain  a  continuous  supply  of  fresh  copper-liquor  and  a  continuous 
running-off  of  exhausted  liquor  holding  the  copper  in  suspension. 
Another  continuous  copper-precipitating  apparatus  has  been  de- 
scribed by  Kerpely  (Wagner's  Jahresb.  1877,  p.  166). 

The  precipitation  takes  place  most  quickly  by  employing  ^^  spongy 
ianm/^  as  is  done  at  the  Bede  metal-works.  This  product  is  made 
by  reducing  ferric  oxide  at  so  low  a  temperature  that  the  iron  can- 
not combine  with  carbon  and  cannot  melt,  but  remains  in  the  finely 
divided  state,  as  a  ''  sponge.'^  This  method  (which  may  probably 
play  an  important  part  in  the  metallurgy  of  iron  and  steel,  if  C. W. 
Siemens's  or  Du  Fuy^s  experiments  lead  to  a  successful  issue)  was 
tried  in  England  for  the  first  time  in  1837.  Bronac  and  Deherrypon 
used  it  in  1859  for  the  precipitation  of  copper,  but  only  in  the  dry  way; 
but  Gossage  in  the  same  year  introduced  the  spongy  iron  in  the 
wet  method  of  copper-extraction.  Further  patents  upon  this  mat- 
ter were  taken  out  by  Aas  in  1861  and  by  Bischof  in  1862. 

Several  furnaces  have  been  proposed  for  this  purpose;  but  only  one 
of  them  is  in  use.  This  is  a  reverberatory  furnace  in  which  the  flame^ 
after  having  passed  directly  over  the  charge,  returns  below  the 
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fig,  304. 
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furnace-bed,  and  thus  heata  the  charge  indirectly  fr«m  below. 
Figs.  303  to  305  show  all  the  essential  details  of  the  furnace.     It 


is,  in  the  drawing,  28  feet  9  inches  long;  the  working-bed  has  a 
length  of  22  or  23  feet  and  a  width  of  8  feet.  Dwarf  walla,  a  a, 
9  inches  high,  divide  it  into  three  compartments,  which  on  one  side 
hare  two  working-doors,  b  b,  each.  Each  compartment  is  charged 
and  finished  by  itself.  The  working-doors  are  of  cast  metal,  and 
run  air-tight  in  ^amea ;  the  same  is  the  case  with  the  fire-door. 
The  fire-place  is  constructed  for  generating  a  reducing  fiame ;  the 
grate  has  a  surface  of  4x  3  feet ;  and  the  bearers,  d,  are  8  feet, 
latterly  even  4  feet  8  inches  below  the  fire-bridge;  so  that  a  very 
deep  layer  of  fael  is  obtained,  which  does  not  allow  any  oxygen  to 
get  inside  the  furnace.  The  fumace-bed  is  formed  by  fire-tiles 
4  inches  thick,  with  rabbeted  edges,  partly  resting  upon  the  walla 
forming  the  divisions  of  the  lower  flues,  partly  upon  railway-hars. 
The  flame  having  travelled  through  these  flues,  descends  in  a  vertical 
shaft  along  the  fire-bridge,  ^d  thence  goes  to  the  chimney.  In 
this  descending  shaft  there  is  a  fireclay  damper,  which  is  closed 
every  time  before  a  working-door  or  fire-door  is  opened.  The 
9-inch  furnace-roof  is  surmounted  by  a  flat  cast-iron  dish,  e,  sup- 
ported by  short  pillars,  for  drying  the  ore  and  mixing  it  with  coal ; 
the  mixture  is  charged  into  the  furnace  through  the  6-inch  pipes/ 
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coals  on  the  grate,  care  being  taken  that  the  burning  mass  does 

not  become  hollow,  lest  uncombined  oxygen  should  get  inside  the 

furnace.     The  time  of  reduction  in  the  compartment  nearest  the 

fire-bridge  varies  from  9  to  12  hours ;  in  the  second  it  is  about 

18  hours,  in  the  third  about  24  hours.     The  depth  of  the  charge 

lying  on  the  bed  is  about  6  inches.     During  the  time  of  reduction 

each  compartment  must  be  turned  oyer  twice,  or  even  three  times. 

Although  during  this  time  the  damper  is  closed,  a  little  air  always 

enters  the  furnace ;  but  the  tuming-oyer  is  indispensable,  as  the 

mass  would  otherwise  cake  together.     The  time  aboye  stated  refers 

to  a  bright  red  heat ;  a  low  red  heat  is  sufficient  for  reduction ;  and 

the  iron  thus  made  is  eyen  better  for  the  precipitation  of  copper ; 

but  jis  in  this  case  much  more  time  is  required  for  reduction  (up 

to  60  hours),  this  style  of  working  doos  not  pay.     The  fireplace 

being  so  deep,  fresh  coal  need  only  be  thrown  in  twice  or  three 

times  eyery  twelve  hours,  say  15  cwt.  for  a  ton  of  ore. 

The  completion  of  the  reduction  is  ascertained  by  testing.  A 
small  sample  is  taken  out,  put  on  an  iron  plate,  covered  with  a 
brick  till  it  has  become  cold,  and  1  gram  of  the  (unoxidized)  central 
part  tested  by  a  cupric  sulphate  solution  of  known  strength, 
which  is  run  from  a  burette  onto  the  spongy  iron  with  frequent 
stirring ;  from  time  to  time  a  drop  is  put  on  a  bright  blade  of  iron, 
to  see  whether  any  stain  of  copper  is  produced  upon  it.  When 
the  reaction  in  any  of  the  three  compartments  is  finished,  the 
damper  is  closed ;  two  of  the  discharging-boxes  are  run  imdemeath 
the  furnace,  and  their  mouths  connected  with  the  discharging-pipes 
by  an  iron  hoop  luted  with  day ;  then  the  charge  is  raked  down 
into  the  boxes  as  quickly  as  possible.  The  boxes  are  then  closed 
with  the  loose  cover,  run  out  again,  and  allowed  to  cool  for  forty- 
eight  hours.  They  are  then  lifted  by  a  crane,  and  the  cotters  are 
knocked  out;  whereupon  the  bottom  turns  upon  its  hinges  and  the 
whole  mass  of  spongy  iron  readily  falls  out,  owing  to  the  box 
tapering  upwards.  The  sponge  is  then  finely  ground  by  a  heavy 
edge-runner  6  feet  in  diameter,  and  passed  through  a  sieve  with  fifty 
holes  per  linear  inch;  it  is  now  ready  for  the  precipitation  of 
copper. 

Two  different  materials  have  been  proposed  for  preparing  spongy 
iron,  viz.  pyrites-cinders  direct  from  the  chemical  works,  and  the 
"purple  ore''  of  the  copper- works  themselves.     The  following 


djffereace  between  them  ;• 


Ferric  oxide 
Iron  .... 
Copper  .  .  . 
Sulphur .  .  . 
Cupric  oxide  . 
Zinc  oxide  .  . 
Lead  oxide  .  . 
Calcium  oxide . 
Sodium  oxide  . 
Sulphur  trios  ide 
Arsenic  peutoxide 
Siliceous  residue  . 


7815 
3-76 
1-55 
8-62 
2-70 
0-47 
0-84 
0-28 

5-80 
0-25 
1-85 

99-27 


018 
007 


0-96 
0-20 
0-13 
0-78 


99-55 


Both  Biachof  and  Oosaage  proposed  the  direct  use  of  burnt  ore 
for  preparing  spongy  iron,  from  the  apparent  advantage  of  utili- 
zing its  copper  without  the  trouble  of  wet  extraction.  Unfortu- 
nately, however,  the  arsenic  contained  in  the  burnt  ore  remains 
in  the  spongy  iron,  gets  into  the  copper,  and  greatly  injures 
its  quality.  O.  Bischof,  to  be  sure,  in  his  patent  of  1862, 
asserts  that  arsenic  and  lead  volatilize;  Gibb,  however,  admits 
this  to  be  the  case  only  for  the  lead  to  a  great  extent,  whilst 
arsenic,  being  present  mostly  as  arseniates  of  iron  and  copper, 
soon  forms  stable  arseniurets.  In  fact  the  spongy  iron  made 
direct  from  pyrites-cinders  contains  nearly  as  much  arsenic  as 
was  originally  present  in  the  cinders.  On  the  other  hand,  the 
purple  ore  only  retains  faint  traces  of  arsenic ;  it  is  therefore  ei- 
clusively  used  for  spongy  iron  now.  The  following  is  an  analysis 
of  the  spongy  iron  made  in  the  above  way : — 

Ferric  oxide 8*15  per  cent. 

Ferrous  oxide     ....     2'40 

Metallic  iron      ....  70-40 

Copper 0-24 

Lead 027 

Carbon 760 


Alumina 019 

Zinc 0-30 

Siliceous  residue      .     .     .     9'00 


When  spongy  iron  is  employed  for  the  precipitatiou  of  copper, 
continuous  stirring  is  required,  for  which  at  some  works  mechanicftl 
agitators  are  used,  at  others  manual  labour;  at  the  Bede  metal- 
works  an  india-rubber  hose,  through  which  a  blast  of  air  passes,  is 
moved  about  in  the  tank.  A  Korting's  blower  would,  no  doubt, 
be  the  best  apparatus  for  this  purpose.  Perfect  miiture  is  thus 
obt&iiied ;  and  the  precipitated  copper  only  contains  1  per  cent, 
metallic  iron,  with  a  great  saving  of  space,  apparatus,  andlabour, 
aa  against  the  work  with  scrap-iron.  However,  the  greater  cheap- 
ness of  material  and  treatment  in  employing  spongy  iron  is  bought 
at  the  expense  of  a  greater  contamination  of  the  copper  by  un- 
reduced iron  oxides  and  carbon;  at  the  majority  of  works,  there- 
fore, scrap-iron  is  still  preferred.  This,  of  course,  depends  also  on 
the  local  price  of  the  latter. 

According  to  Biachof,  with  spongy  iron  the  arsenic  is  only  pre- 
dpitated  after  a  few  hours,  long  after  the  copper  has  been  preci- 
pitated, which  thus  remains  free  from  arsenic.  Gibb,  however, 
from  many  years'  experience  on  the  large  scale,  states  that  he 
never  found  any  trace  of  arsenic  in  solution  after  the  copper  had 
been  precipitated,  whichever  form  of  iron  or  solution  of  copper 
might  be  employed. 

The  compoiition  of  the  aytper  precipitated  by  the  various  methods 
is  shown  by  the  following  analyses  (by  Gibb)  : — 


Spongy  Iron. 

H8ST7  Scrap. 

Light  Scrap. 

Co 

percent 
67-50 
■137 
■Oil 
130 
6'15 
610 
320 

percent 
7260 
■306 
■046 
260 
4'41 

per  cent. 
67^50 
■100 
■066 
1-74 
7-56 
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At  Oker  the  composition  of  the  copper  precipitated  by  scrap-iron 
and  dried  at  100°  C.  was  :— 

Cu 77*45  per  cent. 

Pb 0-63 

Ag 010        „ 

Bi 0006      „ 

As 004        „ 

Sb 015 

PcjOg 6-72        „ 

Al^O, 0-99        „ 

Zn 102        „ 

Mn 002 

Co+Ni 003 

CaO 010        „ 

MgO+ Alkalies      ....  2-71        „ 

SOs .  4-58        „ 

CI 119 

Insoluble  in  acids  ....  0*61 

Oxygen + moisture  (by  loss)  8*654 


99 
}9 


100-000 


This  product  is  either  sent  to  copper-smelting  works  or  smelted 
at  the  wet-extraction  works  themselyes.     The  copper  precipitated 
from  the  aqueous  solutions^  if  kept  separate  from  that  from  the 
acid  solutions^  can  always  be  smelted  directly  for  bUster  copper  by 
adding  to  it  lime  and  slags ;  the  copper  from  the  acid  solutions  is 
frequently  so  impure  that  it  has  to  be  mixed  with  raw  ore^  or  else 
with  soda-waste  and  slags^  and  smelted  for  ''  coarse  metal/'  which 
yields  blister  copper  only  after  a  second  roasting.    Finally  the  usual 
refining  takes  place.    At  other  works  both  precipitates  are  melted 
together^  being  charged  at  once  into  the  furnace  in  the  moist  state. 
The  slags  produced  in  this  operation^  containing  from  3  to  10  per 
cent,  of  copper,  are  utilized  by  smelting  them  for  coarse  metal  (in 
a  round  blast-fiimace,  3  feet  wide,  with  four  tuyeres),  with  the 
addition  of  soda- waste  (calcium  sulphide  and  carbonate).     The 
mass  collects  in  a  well,  where  the  coarse  metal  separates  from  the 
slag,  and  the  slag  (a  ''  singulosilicate  ")  continually  runs  off  into  a^ 
bogie.  In  order  that  such  furnaces  may  be  quickly  taken  down  when 
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the  separated  iron  renders  the  smelting  difficult  or  impossible^  the 
upper  furnace-shaft^  together  with  its  jacket,  is  supported  on  iron 
pillars,  so  that  the  proper  smelting- shidFt  up  to  a  height  of  5  or  6 
feet  stands  quite  free  within  the  pillars.  The  coarse  metal  here 
obtained  contains  about  30  per  cent,  of  copper,  and  is  worked  up 
in  the  usual  way  by  calcining,  smelting,  and  roasting. 

The  furnaces  for  smelting  the  copper  precipitate  used  at  English 
wet-extraction  works  are  reverberatory  furnaces  of  the  well-known 
Swansea  type.  After  smelting,  the  slag  is  skimmed  off,  and  the 
copper  tapped  as  blister.  When  spongy  iron  has  been  used,  the 
excess  of  carbon  prevents  the  copper  from  being  melted  directly  to 
blister;  therefore  about  one  half  of  the  precipitate  is  calcined  in 
large  calciners  similar  to  those  for  calcining  burnt  ores  with  salt. 
Here  the  carbon  is  burnt  off,  and  the  copper  partly  oxidized ;  the 
calcined  precipitate  is  mixed  with  raw  precipitate  and  smelted,  as 
above,  for  blister.  The  blister  copper  is  refined  by  roasting  to  oxi- 
dize the  iron,  sulphur,  &c.,  followed  by  reducing  by  charcoal  the 
oxide  of  copper  produced  in  the  roasting,  and  poling  according  to 
the  method  usually  employed  by  the  copper-smelter. 

The  copper  produced  is  pure  and  tough.  It  takes  a  good  place 
as  a  marketable  article ;  and  its  composition  in  comparison,  with 
that  of  English  copper  made  by  the  ordinary  method  of  smelting 
may  be  judged  from  the  following  analyses  : — 


Oopper  from  Wet 
Process. 

"Enelish"  Oopper, 
Field's  Analyses. 

Silver  

percent,   percent. 
•022          "016 

•030          -170 
none.        trace. 

•006          -019 
none.         '002 

B.S.        Tough, 
per  cent,   per  cent. 
•036           047 

•106          •OOO 

•010         trace. 

•035           130 

none.           — 

Anmnio    ^,,.t,-...,- 

Ant^TnOTiY 

SiBinuth 

Lead    

The  complete  removal  of  the  arsenic  is  said  to  be  effected, 
according  to  a  patent  of  Bischof  s  (in  1862),  by  precipitation  with 
spongy  iron — according  to  a  patent  of  Down^s  (1870),  by  almost 
completely  neutralizing  the  copper-liquors  with  lime,  followed  by 
precipitation  with  scrap  iron ;  the  foreign  metals  are  said  to  remain 
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in  solution  in  this  case  (?).  Gibb  declares  both  statements  to  be 
entirely  erroneous  (comp.  above^  p.  620)  ;  but  it  is  quite  possible 
that  in  Down's  process  the  arsenic  is  removed  at  a  previous  stage^ 
viz.  on  neutralizing^  as  ferric  arseniate. 

On  laying  out  a  copper-extraction  works  the  levels  must  be  care- 
fully attended  to,  so  that  the  very  large  quantities  of  solid  sub- 
stances and  liquors  may  be  easily  moved  about.  At  Oker^  Heb- 
bum^  &c.  all  the  apparatus  are  arranged  at  different  levels.  The 
design  of  the  Oker  works  has  been  published  by  Brauning  {L  c). 
The  top  level  is  occupied  by  the  charging-loft,  to  which  the  burnt 
ore  and  the  salt  are  brought  by  bogies ;  attached  to  it  are  two 
edge-runners,  each  of  which  grinds  daUy  15  tons  of  ore  and 
2^  tons  of  salt  down  to  a  size  of  2  millims.  The  mixture  is  taken 
by  bogies  to  the  furnaces^  situated  at  a  little  lower  level ;  the  fur- 
naces are  heated  by  gas-producers^  situated  lower  dowu  again. 
Below  the  furnaces  there  follow,  at  three  descending  levels^  the 
lixiviating  tanks,  the  precipitation-tanks,  and  cisterns  for  the 
'^  final  liquor/'  from  which  it  is  pumped  up  again  by  injectors  and 
used  for  lixiviating  fresh  ores. 

Utilization  of  the  sodium  sulphate  contained  in  the  mother-Uquors 
from  the  precipitation  of  copper, — We  have  mentioned  above  the 
process  of  Gibb  and  Gelstharpe  (p.  613),  which  has  been  given  up 
again.  At  present  the  acid  mother-liquors  are  everywhere  let  run 
into  the  rivers,  and  the  sodium  sulphate  contained  in  them  is  lost. 
At  a  large  copper-works  for  a  time  a  process  was  employed  by 
which  ferric  oxide  was  simultaneously  obtained  of  great  purity  and 
fineness,  so  that  it  could  be  sold  on  the  large  scale  for  red  paint. 
The  acid  liquors  were  boiled  down  to  dryness  in  a  brick  furnace; 
the  residual  mass  of  sodium  sulphate  and  chloride  and  iron  salts  was 
ignited,  and  ground  very  fine  under  edge-rollers ;  it  Was  then  care- 
fully calcined  in  an  ordinary  calciner  until  all  the  iron  salts  were 
peroxidized.  The  mass  was  treated  with  hot  water  and  allowed  to 
settle ;  the  ferric  oxide  deposited  only  required  washing  in  order  to 
become  marketable  as  Venetian  red.  The  solution  (containing 
chiefly  Na2S04  and  NaCl)  was  concentrated  in  pans  by  means  of 
steam  circulating  in  a  worm,  an  agitator  preventing  the  salt  from 
adhering  in  crusts  to  the  bottom  and  sides  of  the  pan  and  to  the 
worm.  At  a  concentration  of  1*37  to  1*40  sp.  grav.  nearly  all  the 
sulphate  was  found  to  be  separated ;  the  liquor  with  the  suspended 
salt  was  drained  off  the  precipitate,  which  was  washed  with  a  little 
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hot  water  and  dried  in  a  furnace.  It  contained  only  about  ^  per 
cent,  of  NaCl^  and  not  a  trace  of  iron ;  so  that  it  was  very  well 
adapted  for  glass-making.  The  high  price  of  coals  caused  this 
process  to  be  given  up  at  the  time ;  and  it  does  not  seem  to  have 
been  taken  up  again.  Probably  the  first  step^  viz.  the  evaporation 
of  the  acid  liquors  in  a  brick  furnace^  would  present  the  same  dif- 
ficulties as  in  GibVs  process. 

Treatment  for  obtaining  the  Silver. — According  to  Phillips,  the 
cupreous  pjrrites-cinders  contain  on  the  average  0*0027  per  cent. 
Ag  and  0*0001  per  cent.  Au.  These  metals  on  calcining  with  salt 
are  converted  into  chlorides ;  and,  owing  to  the  solubility  of  AgCl 
in  NaCl,  the  silver  is  found  mostly,  the  gold  at  least  partly,  in  the 
liquors  obtained  by  lixiviating  the  calcin^  ore.  In  order  to  further 
this,  Phillips  adds  some  more  common  salt  in  the  lixiviating  tanks. 
These  metals  are  only  recovered  in  a  few  works,  either  by  the  pro- 
cess of  Claudet  (1871)  or  that  of  Gibb  (1873).  The  former,  which 
is  carried  out  at  Widnes  and  elsewhere,  consists  in  precipitating  by 
a  soluble  iodide  the  silver  from  the  liquors  in  the  state  of  Agl, 
which  is  quite  insoluble  in  solutions  of  chlorides.  Only  the  first 
three  liquors  (which  contain  95  per  cent,  of  all  the  silver)  are  em- 
ployed ;  the  diluted  state  of  the  other  liquors  would  make  the 
recovery  of  the  silver  from  them  unprofitable.  The  liquors,  before 
they  undergo  precipitation  with  iron,  are  completely  settled,  run 
into  a  gauged  tank,  and  their  contents  of  silver  accurately  esti- 
mated by  adding  to  a  certain  volume  muriatic  acid  and  a  solution 
of  lead  acetate,  and  afterwards  potassium  iodide.  The  precipitate 
is  collected  on  a  filter,  washed,  dried,  and  fused  with  a  flux  of  soda, 
borax,  and  the  finest  carbon.  The  lead  regulus  obtained  is  cupel- 
lated  ;  and  from  the  weight  of  the  silver  thus  obtained,  that  con- 
tained in  the  liquors  is  computed.  To  the  liquor  a  solution  of 
potassium  or  zinc  iodide  of  known  strength  is  now  added  in  suffi- 
cient quantity  to  precipitate  all  the  silver ;  the  iodide  solution  is 
diluted  to  such  an  extent  that  it  amounts  to  about  -^  the  volume 
of  the  liquid ;  the  precipitate  is  allowed  to  settle ;  the  clear  liquor  is 
tested  in  the  laboratory  to  see  if  all  the  silver  is  thrown  down ;  and 
if  so,  it  is  run  into  the  tanks  for  precipitating  the  copper,  where  it 
is  treated  in  the  usual  way.  The  quantity  of  iodide  employed  for 
the  precipitation  is  much  larger  than  that  corresponding  to  the 
silver  present,  since  a  portion  of  the  lead  is  thrown  down  as  Pbl^. 
Pirobably  the  silver  is  precipitated  before  the  lead ;  but  as  it  is  not 
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-witu  tne  loaioe  Deiore  tue  latter  aaa  also  come  into  contact  witn 
molecules  of  lead,  the  precipitate  always  contains  a  good  deal  ol 
lead ;  so  that  necessarily  a  corresponding  excess  of  the  precipitant 
is  required . 

The  precipitate,  consisting  mainly  of  AgT,  Pblg,  and  PbSO^ 
(which  falls  dowD  oa  the  liquor  cooling),  is  well  washed  with  water ; 
and  if  a  su£Bcient  quantity  of  it  has  been  collected,  it  is  treated  in 
the  moist  state  and  hot  with  metallic  zinc  and  a  little  muriatic  add. 
Thus  the  Agl  and  Pbl,  are  decomposed  completely,  the  PbSO^ 
partly,  and  a  liquor  containing  zinc  iodide  is  obtained,  which  is  em- 
ployed over  again  for  precipitating  argentiferous  liquors  in  propor- 
tion to  its  percentage  of  iodine.  On  the  other  hand,  a  metallic 
sponge,  mixed  with  pieces  of  zinc,  is  obtained  having  the  fol- 
lowing composition : — 

Ag    5-95 

An    0-06 

Pb    62-28 

Cu    0-60 

ZnO 15-46 

FcjOs   1-50 

CaO MO 

SOg 7-68 

Insoluble  residue    1-75 

Oxygen  and  loaa 363 

100-00 

This  is  sent  to  the  silver-works.  Usually  the  a^entirerous  copper- 
liquor  is  first  mixed  with  the  solution  of  Znig  obtained  in  reducing 
the  Agl  Sec.,  and  the  last  portion  of  the  silver  precipitated  by  KI. 
A  certain  loss  of  the  latter  is  unavoidable,  whatever  care  be  taken. 
In  this  way  Phillips  obtains  about  two  thirds  of  the  total  silver 
contained  in  the  burnt  ore,  and  about  a  similar  proportion  of  the 
gold ;  several  others  have  not  been  content  with  this,  and  have 
given  up  the  process,  probably  because  sometimes  on  calcining  with 
salt  too  much  Cu^Cl,  is  formed  (its  quantity  varies  from  0  apon 
6-70  CnClj  to  0-63  CugCl,  upon  3-75  CuCy,  and  in  its  presence 
the  silver  seems  to  be  incompletely  precipitated  by  iodides.     At 
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filter-preas.  The  damp  sulphides  are  calcined  in  an  ordinary  cal- 
ciner;  the  product  contains  one  fourth  of  the  copper  as  sulphate^ 
the  remainder  as  oxide  or  oxychloride^  and  the  silver  altogether  as 
chloride.  It  is  roughlj  ground^  washed  with  water^and  the  solution 
of  CUSO4,  which  only  contains  1  ounce  of  silver  to  the  ton  of  copper, 
precipitated  as  usual.  The  residue^  mostly  CuO^  is  systematically 
extracted  by  hot  concentrated  solution  of  common  salt^  which 
dissolves  nearly  all  the  silver^  leaving  only  3  to  4  ounces  of  silver 
per  ton  of  copper  in  the  residue.  The  solution  containing  the 
silver  is  precipitated  by  milk  of  lime^  the  precipitate  washed  with 
water  to  remove  the  CaCl^,  then  with  dilute  sulphuric  acid  to  dis- 
solve the  copper^  then  again  with  water^  and  leaves  at  last  a  residae 
containing  9  per  cent,  of  silver  as  AgCl,  worth  £700  per  ton.  It 
contains  besides  principally  the  sulphates  of  calcium  and  lead. 
This  treatment  is  said  to  cost  9d.  per  ton  of  burnt  ore^  and  to  yield 
about  i  ounce  of  silver^  of  the  value  of  28,  6d. ;  but^  in  this  shape^ 
it  appears  to  have  been  given  up  again. 

Chadwick  and  Jardine^  in  1875,  patented  a  new  desilverizing 
process,  which  is  said  to  be  in  use  at  Henderson's  works  at  Irvine. 
The  copper-liquors  are  diluted  to  20°  or  25°  Tw.,  and  a  very  weak 
solution  of  lead  acetate  added,  which  is  equivalent  to  the  whole  of 
the  Ag,  As,  Sb,  and  Bi,  less  any  Pb  already  contained  in  the  pyrites. 
Usually  about  230  grams  of  brown  sugar  of  lead  per  ton  is  used. 
On  agitating,  a  light-yellow  precipitate  is  obtained,  consisting  of 
53  per  cent,  lead  sulphate,  5-6  per  cent,  silver  sulphate,  and 
3  ounces  of  gold  per  ton  of  precipitate  (say,  0*01  per  cent.) .  After 
thorough  washing,  the  gold  and  silver  can  be  obtained  by  smelting 
and  refining  in  the  usual  way.  The  copper  is  said  to  be  thus  ob- 
tained free  from  As,  Sb,  and  Bi. 

According  to  a  patent  of  Snelus  (1875),  finely  divided  iron  dust 
is  to  be  injected  by  a  blower  into  the  copper-liquors,  just  sufficient 
to  precipitate  19  per  cent,  of  all  the  copper ;  this  is  said  to  carry 
down  80  per  cent,  of  all  the  silver  contained  in  the  solution. 

A  new  patent  by  Phillips  (No.  3923,  Oct.  10th,  1877)  prescribes 
mixing  the  copper  precipitate  with  common  salt  and  soda,  moist- 
ening with  water,  and  grinding  in  a  pug-mill  to  a  paste.  The  mass 
is  dried  and  calcined  in  a  reverberatory  furnace,  constantly  stirring, 
till  all  the  copper  has  been  converted  into  CuO  and  all  the  silver 
into  AgCl.  The  alkali  added  decomposes  any  volatile  copper  salt 
present,  and  almost  entirely  prevents  any  volatilization  of  silver 


(Thifl  ia  essentially  like  Augustin'a  process  of  1840,  applied  to  the 
eitraction  of  silver  from  ordinary  ores.) 

According  to  Hunt's  '  Mineral  Statistics '  for  1874,  p.  65,  there 
existed  in  Great  Britain  in  that  year  22  copper-works  for  wet- 
extraction,  which  together  consumed  329,000  tons  of  burnt  ores 
(say,  equal  to  450,000  tons  of  pyrites).  Two  of  them  made  blue 
copperas  j  three  went  as  far  as  reGned  copper ;  the  others  sold 
their  precipitate  to  copper-smelting  works.  The  total  productioa 
of  copper  from  this  source  in  1874  amounted  to  9000  tons. 

Another  process  of  extracting  copper  from  pyrites-cinders  has 
been  described  by  Jetzler  ('  Dingler'a  Journal,'  ccxvii,  p.  478).  He 
worked  pyrites  from  Borsa-Banya,  in  Hungary,  containing  only 
101  Cu.  The  burnt  ore  decays  easily  on  lying  in  the  air ;  and  after 
sifting  off  the  not  decayed  core  through  a  sieve  with  10  meshes  to 
1  centim.  square,  the  copper  can  be  extracted  by  hot  weak  muriatic 
add  of  3°— 4°  Tw. ;  probably  FcjClg  acts  here,  chlorinating  the  lower 
sulphides  of  copper,  and  being  reduced  to  FeCl,.  On  washing, 
solutions  of  24°  Tw.  are  obtained,  which,  besides  copper,  contain 
Ag,  Pb,  Alj(S04)3,  &c.  The  metals  were  precipitated  by  scrap 
iron;  and  the  precipitate  was" sold  to  a  smelting-works  according 
to  its  value  of  Cu  and  Ag.  The  process  did  not  pay  very  well,  as 
the  residue  cotild  not  be  used  as  an  iron-ore. 

Another  process  has  been  patented  (in  1873)  to  Baron  Leithner 
in  Austria  ('  Dingler's  Journal,'  ccxi.  p.  349).  The  burnt  ore  (in 
this  case  containing  about  1  per  cent,  of  copper)  is  to  be  smelted 
with  36  per  cent,  calcium  hydrate  in  a  kiln  heated  by  the  waste 
gas  of  a  blast-furnace  ;  the  product  is  to  be  smelted  for  pig-iron, 
which  now  contains  2"09  per  cent.  Cu ;  and  this  is  to  be  used 
for  precipitating  copper;  so  that  its  own  copper  is  utilized  as 
well. 

Some  new  patents  of  Mason's  (Nob.  2984,  2992,  and  2993, 
1877)  seem  to  contain  nothing  of  any  importance  that  is  new. 

The  whole  of  the  processes  connected  with  the  wet  extraction  of 
copper,  as  f ar  aa  published  up  to  the  end  of  1878,  and  including 
many  proposals  or  actually  employed  processes  not  mentioned  here 
(because  they  do  not  refer  specially  to  the  treatment  of  pyrites- 
cinders  from  sulpbnric-acid  works),  are  described  in  a  condensed 
form  by  Bode  (Dingler's  Journal,  ccxzxi.  pp.  254,  357,  428). 
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CHAPTER  XVII. 

THE  MANUFACTUBE  OF  NORDHAUSEN  OR  FUMING  OIL  OF 
VITRIOL,  AND  OF  SULPHURIC  ANHYDRIDE. 

Already  in  the  first  Chapter  the  fuming  oil  of  vitriol  has  been 
described,  and  has  been  characterized  as  a  mixture  of  sulphuric 

SO,-OH 
hydrate  and  pyrosulphuric  acid,        NO    ,  a  compound  which  lat- 

SOj-OH 
terly  has  come  into  the  market  as  ''  solid  oil  of  vitriol/' 

Although  in  all  probability  the  fuming  oil  of  vitriol  is  precisely 
that  kind  of  sulphuric  acid  which  was  obtained  first  of  all,  and 
although  a  generation  ago  it  was  manufactured  in  several  places^ 
and  especially  near  Nordhausen,  in  Prussian  Saxony,  latterly  its 
manufacture  according  to  the  only  method  formerly  employed  has 
been  carried  on  exclusively  in  Bohemia,  by  the  firm  of  Johann 
David  Starck.  The  reason  of  this  was  that  in  this  manufacture 
manual  labour  constitutes  a  very  large  portion  of  the  expense,  and 
that  it  requires  a  very  large  space  and  a  great  number  of  small 
apparatus,  so  that  it  can  only  pay  under  certain  conditions  rarely 
present.  Owing  to  this,  all  other  factories  have  ceased  to  worlc, 
even  those  in  the  Harz  (which,  by  the  way,  were  not  located  at 
Nordhausen  itself,  where  there  was  only  a  warehouse  for  the  addi 
but  at  Braunlage  and  Goslar). 

So  long  as  fuming  oil  of  vitriol  was  only  used  for  dissolving  indigOi 
the  monopoly  of  the  Bohemian  firm  was  not  very  much  felt ;  but 
since  very  large  quantities  of  fuming  acid  are  required  for  refining 
ozokerite  and  especially  in  the  manufacture  of  alizarine  and  eosine, 
many  efibrts  have  been  made  at  producing  that  acid  in  another 
way ;  and  success  has  at  last  been  attained.    The  attempt  has  been 


partly  or  entirely  as  anhydride ;  and,  secondly,  trying  whether  the 
anhydride  {as  a  solution  of  which  in  sulphuric  hydrate  the  "  oleum  " 
can  be  viewed)  cannot  be  obtained  synthetically. 

These  methods  shall  be  mentioned  later  on  ;  we  must,  however, 
in  the  first  place  describe  the  method  by  which  the  oil  of  vitriol 
waa  exclusively  supplied  up  to  nearly  the  present  time — namely, 
from  "  vitriol  stone  " — which  rests  on  the  fact  that  ferric  sulphate, 
FcgiSO^g,  at  a  red  heat  splits  up  into  ferric  oxide  (FejOg)  and 
Bulphuric  anhydride  (3SO3),  the  latter  of  which  ie  partly  decom> 
posed  into  SOg  and  O. 

The  manufacture  offintning  oil  of  vitriol  from  "vitriol  stone." 

All  former  descriptions  of  this  manufacture  have  been  made 
obsolete  by  that  given  by  E.  V.  Jahn  in  Wagner's  '  Jahresbericht,' 
1873,  p.  220.  We  shall  give  an  abstract  of  the  latter,  adding  some 
supplementary  notes. 

The  basis  of  the  whole  manufacture  is  constituted  by  the  Przibram 
slates,  belonging  to  the  Silurian  formation  and  lying  directly  over 
the  palaeozoic  day-slate.  They  are  of  different  kinds :  either  they 
are  quite  similar  to  the  palaeozoic  clay-slates  and  can  be  partly  used 
as  roofing-slates  (these  are  called  "dead  slates"),  or  they  contain 
coal  and  &om  I  to  31  per  cent,  of  pyrites.  The  latter  can  be  readily 
distingnisbed  by  their  darker  colour  and  considerable  specific  gra- 
Tity ;  they  are  called  "  alum-slatee,"  or,  more  appropriately,  "  cop- 
peras-slates." They.occur  in  large  seama,  up  to  20  fathoms  thick, 
at  the  edge  of  the  Filsen-Wald  beds ;  they  are  most  frequently  met 
with  at  the  banks  of  watercourses,  where  the  water  has  denuded  the 
anrface,  and  are  distinguished  by  their  oxidability  and  frequent 
efflorescence  of  copperas.  Sometimes  their  influence,  where  they 
have  been  confounded  with  the  less-decaying  slates  in  erecting 
railway  embankments  &c.,  is  felt  in  a  very  unpleasant  way.  The 
oxidability  of  the  copperas-slates  has  led  to  a  special  industry,  which 
baa  existed  since  the  16th  century.  When  rich  in  aluminium 
(which  is  only  exceptional) ,  the  slates  serve  for  making  alum  j  when 
poor  in  alumina  and  rich  in  pyrites,  for  copperas  and  "  vitriolstone  " 
{l^iiriolalein),  i.  e.  ferric  siilpbate — from  which  naturally  followed 
the  manufacture  of  faming  oil  of  vitriol.    The  Pilsen  sulphur-works 
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are  already  mentioned  in  1526 ;  the  faming  oil  of  vitriol  is  the 
oldest  form  of  sulphuric  acid,  and  was  first  manufactured  in  Bohe- 
mia, whence  it  was  driven  by  the  horrors  of  the  thirty  years'  war 
and  the  following  horrors  of  the  counter-reformation;  and  the 
Nordhausen  country  received  it.  For  some  time  past,  however, 
that  industry,  having  ceased  to  exist  near  Nordhausen,  has  returned 
to  its  old  home  in  Bohemia,  where  it  was  favoured  by  the  presence 
of  large  stores  of  fossil  fuel  in  the  immediate  vicinity  of  the  cop- 
peras-slates. Since  1778,  at  Gross-Lukavic,  the  manufacture  of 
oleum  has  been  resumed,  but  only  since  1792  on  a  larger  scale, 
when  Johann  David  Starck  took  it  in  hand,  at  first  with  the  assist- 
ance of  men  obtained  from  the  Nordhausen  factories.  He  first  ased 
calcined  copperas,  then  "  vitriol  stone ''  bought  at  Altsattel.  He 
also  made  larger  quantities  of  ordinary  sulphuric  acid,  and  advanced 
the  whole  industrial  development  of  that  country  to  such  an  extent 
that  in  1836  he  was  ennobled.  The  firm  is  still  carried  on  by  his 
son,  who  has  all  but  monopolized  the  manufacture  of  fuming  acid, 
which,  however,  is  only  one  of  the  branches  of  his  enormous  esta- 
blishments, yearly  putting  into  the  market  goods  to  the  value  of 
nearly  half  a  million  sterling.  The  principal  seats  of  the  manufac- 
ture of  fuming  vitriol  are  at  Bras,  Kasnau,  Bykov,  and  Davidsthal. 
It  consists  of  three  branches : — 1st,  the  production  of  the  vitriol 
stone ;  2nd,  the  distillation  of  '^  oleum ;"  3rd,  the  production  of 
'^  caput  mortuum/' 

J%e  production  of  vitriol  stone  originally  took  place  from  the 
mother-liquors  of  copperas-  and  alum-making,  which  principally 
contain  ferric  sulphate ;  but  it  now  comes  chiefly  from  the  copperas- 
slate  ('^  Vitriolschiefer ''),  of  which  Anthon  has  given  the  following 
analyses : — 

From  WeuBgrun. 

I.  IL  Darora.  Hromic.  Briza. 

Souble  in  water: — 

Sulphates  of  Ca,  Mg,  Fe 1*20         280  100  160  0-80 

Insoluble : — 

Iron  sulphide 12-87  81-58  14-60  11-68  U'SS 

Ferric  oxide  0*76          217  242  016  0*64 

Alumina 3-50  2-40  280  1-20  130 

Silica  74-90  55-96  7121  75-70  73-40 

Carbon  609          499  684  840  880 

CaO.  Cu,  Se,  As,  loss    118          015  123  136  073 

Spedflc  gravity 2"76          3-16  267  2-56  285 

The  value  of  the  slates  does  not  depend  upon  their  appearance, 
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least  of  all  upon  that  of  visibly  crystallized  iron-pyrites,  w' 
not  easily  oxidized,  but  upon  that  of  iron  sulphide  in  an  exti 
fine  state  of  division,  which  exists  especially  in  the  last  two 
ties.    These  decompose  so  completely  that  after  a  few  years  n 
but  loose  carboniferous  silica  is  left  behind.     From  this  it  i 
that  the  calcining  of  the  copperas-slates  (formerly  employe 
only  did  no  good,  but  much  harm,  by  driving  oflF  a  good  i 
sulphur  as  SO^.     The  largest  plant  for  producing  the  coj 
slate  is  at  Hromic,  where  a  seam  of  20  fathoms  thickness  es 
a  depth  of  11  fathoms.     Between  the  years  1831  and  1871  61 
tons  of  suitable  ore  were  got  here;  and  altogether  about  9 
Hons  of  tons  are  available.     At  Littau  there  are  about  7  m 
of  tons ;  and  so  forth.     The  ore  is  broken  up  pretty  equt 
stone^breaking  machines,  and   tipped  into   large   terrace-c 
heaps,  leaving  both  horizontal  and  perpendicular   air-chs 
By  means  of  a  system  of  spouts  water  can  be  sprinkled  al 
The  process  of  oxidation  by  weathering  lasts  about  three 
and  very  large  heaps  having  been  made  at  first,  strong  ly 
always  obtained.     The  ores,  on  lying  in  the  moist  air,  gro\ 
the  pyrites  is  oxidized,  first  to  ferrous  sulphate,  then  to  ferr 
phate,  along  with  a  little  aluminium  sulphate.   These  salts,  toj 
with  the  pre-existing  soluble  salts,  are  lixiviated  by  water  coi 
in  the  above-mentioned  spouts.     The  brown  liquors,  posses 
density  of  generally  28°,  and  up  to  38°  Tw.,  are  run  into  w 
reservoirs,  where  they  remain  some  time  for  settling  and  are  £ 
ooDcentrated  by  spontaneous  evaporation  and  also  more  high! 
dized.     Then  they  are  concentrated,  by  top-heat  in  brick  fur 
up  to  77^  Tw. ;  the  soot  and  ashes  are  allowed  to  deposit  in  set 
tanks ;  and  the  clear  liquor  is  further  evaporated  in  cast-iron  I 
to  a  sirupy  consistence.     If  then  run  onto  the  floor,  it  solidi 
cruck  vitriol  stone.     This  is  a  hard,  pale  green  or  yellowish- 
mass^  containing  still  a  good  deal  of  ferrous  sulphate  and  wa 
crystallization.     In  order  to  remove  the  latter  and  to  oxidi: 
former,  it  is  calcined  in  open  roasters.     The  calcined  vitriol 
is  essentially  anhydrous  ferric  sulphate ;  it  is  yellowish  white 
solves  in  water  with  a  reddish-yellow  colour  without  leavinj 
large  residue ;  and  the  solution  has  a  strongly  acid  reactioi 
still  contains  a  little  ferrous  sulphate  and  constantly,  in  va 
quantities,  aluminium  sulphate  along  with  a  little  magnesiur 
calcium  sulphates.     The  production  of  vitriol  stone  at  Hr 
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Littau,  and  Weissgriin  in  1872  amounted  to  about  3000  tons ;  it 
takes  from  6  to  20  tons  of  slates  to  make  one  ton  of  vitriol  stone. 
The  stone  formerly  only  yielded  about  83  per  cent,  of  "  oleum  /^ 
now^  however^  owing  to  improved  processes^  it  yields  from  40  to  50 
per  cent. 

The  firm  of  J.  D.  Starck  works  up  the  stone  in  4  works^  alto- 
gether with  120 ''  oleum-furnaces/^  These  are  the  galley  furnaces^ 
well  known  from  older  technological  works.  The  calcined  vitriol 
stone  is  broken  by  crushing-rollers  and  charged  into  the  oleum- 
retorts^  made  of  fireclay.  On  each  side  of  the  galley  furnace  there 
are  four  tiers  of  34  retorts  each^  the  bottoms  of  those  in  the  centre 
nearly  touching  one  another.  A  fifth  tier  is  formed  at  the  top  by 
84  hxge  retorts^  open  at  either  side,  reaching  right  across  the  fiir- 
nace,  and  at  each  side  provided  with  a  receiver.  Each  of  the 
smaller  retorts  also  is  connected  with  a  receiver,  large  enough  for 
holding  the  product  of  4  or  6  distillations.  The  necks  of  the 
receivers  are  narrower  than  those  of  the  retorts ;  they  are  put  into 
the  latter,  and  the  joint  plastered  with  clay.  Such  a  furnace  thus 
contains  272  small  and  34  large  oleum-retorts  and  340  receivers. 
The  lower  part  of  the  furnace,  where  the  fireplace,  grate,  and  ash- 
pit are  located,  is  made  of  solid  masonry ;  the  upper  part  consists 
of  a  light  arch,  perforated  for  each  retort  in  such  a  way  that  the 
necks  of  these  hold  them  without  any  further  support.  The  bottom 
tier  of  the  receivers  rests  upon  the  brickwork,  the  higher  tiers  on 
wooden  laths. 

Into  each  retort  is  ladled,  on  the  average,  750  grms.  of  vitriol 
stone.  The  yearly  consumption  at  Starck's  works  is  724,000 
retorts  and  40,000  receivers  (formerly  twice  as  much) .  They  are 
made  at  private  potteries  near  the  works,  and  thus  only  cost  about 
Id.  to  lj[d.  a  piece,  whilst  formerly,  when  bought  abroad,  they  cost 
about  3d.  each. 

At  the  beginning  of  the  distillation  the  temperature  is  slowly 
raised,  so  that  after  4  hours  the  bottom  tier  of  retorts  has  only 
attained  a  red  heat.  During  this  time  the  retorts  are  left  open ; 
and  consequently  nearly  all  the  ferrous  sulphate  still  present  is 
oxidized  to  ferric  sulphate.  With  a  higher  heat  there  appear  at 
the  mouth  of  the  retorts  aqueous  vapour  and  sulphurous  acid, 
generated  from  aluminium  sulphate  and  still  existing  ferrous  sul- 
phate. Now  thick  vapours  of  sulphuric  anhydride  follow,  which 
gives  the  sign  for  putting  on  the  receivers.    As  the  ferric  sulphate 


mixture  of  SOgand  SO^Hj,  or  rather  of  pyrosulphuric  acid  (HjSgOj) 
irith  eulphuric  acid,  Bome  liquid  containing  water  must  be  put  into 
the  receivers,  in  order  to  condeiiBe  and  dissolve  the  sulphuric  an- 
hydride. This  may  be  either  rain-water,  or  ordinary  [so-called 
"Englisli")  oil  of  vitriol.  In  the  former  case  each  receiver  gets 
i  lb.  of  water,  and  it  takes  4  or  5  distillations  from  the  retort  to 
attMtt  the  usual  concentration  of  the  oleum  (79°  Baum^).  When 
the  receivers  have  been  charged  with  "  English  "  oil  of  vitriol,  of 
66°Binim^  (  =  170°  Tw.),  it  only  takes  3  or  4  distillations  to  get 
it  up  to  80°  Baume. 

When  the  oleum  baa  reached  sufficient  concentration,  which  the 
vorkmen  recognize  &om  the  speed  with  which  a  wood  splinter, 
dipped  into  it,  is  charred,  it  is  filled  into  stoneware  bottles  and  left 
for  a  week  to  settle,  after  which  time  the  clear  acid  is  drawn  off 
from  the  deposited  mechanical  impurities.  The  specific  gravity  is 
wmetimea  artificially  increased  by  addition  of  anhydrous  sodium 
sulphate,  to  which  practice,  as  Mr.  E.  V.  Jahn  in  his  report  naively 
remarks,  the  consumers  decidedly  object,  "When  "English"  oil 
of  vitriol  has  been  put  into  the  receivers,  the  oleum  of  course  con- 
tains the  well-known  usual  impurities  of  the  former. 

The  ferric  oxide  remaining  in  the  retorts  (about  33J  per  cent.)  is 
known  by  the  name  of  caput  mortuum,  colcothar,  English  red,  &c. 
(In  England  a  similar  article  is  called  "Venetian  red.")  It  is  raked 
ont  of  the  retorts  after  each  distillation,  and  exhibits  different 
colours  according  to  the  degree  of  heat  to  which  it  has  been  exposed. 
The  lower  tiers  supply  it  of  darker,  the  upper  ones  of  lighter  colour. 
In  the  crude  state  it  was  very  difficult  to  sell  as  a  common  pigment 
or  poliahing-powder ;  in  1832  about  i&O  tons  of  it  were  sold. 
J.  D,  Starck  has  very  much  improved  this  article  by  proper  treat- 
ment; so  that  in  1872 1000  tons  of  itwere  8old,ofl98hadea  and  41 
kinds  J  it  is  especially  used  at  Hamburg  for  painting  ships.  At  the 
Bras  works  it  is  ground  under  French  mill-stones  and  again  calcined 
with  the  addition  of  common  salt  and  at  a  certain  temperature. 
The  yellow  shades  are  obtained  by  an  addition  of  3  per  cent,  of  salt, 
igniting  for  an  hour,  and  gradual  cooling  in  a  closed  space ;  the 
brown  ones,  by  adding  4  per  cent,  of  saltj  the  purple  ones,  by  6 
per  cent,  of  salt,  igniting  for  6  hours  at  a  gradually  increasing  heat, 
and  rapid  cooling.  The  igniting  takes  place  in  fire-clay  pipes  lying 
in  galley  furnaces  similar  to  the  oleom-fiimaces,  each  of  them  con- 


w:  receivers  getting  cold.  The  fire  is  then  allowed  to  go  out,  the 
fiirnace  allowed  to  cool  for  12  hours,  the  hardened  luting  broken 
oy  a  few  taps  with  an  iron  tool,  and  the  receivers  taken  off.  The 
contents  of  the  latter  are  not  emptied  into  the  well-known  stoneware 
bottles,  closed  by  screw-plugs,  until  they  have  become  suflSoiently 
concentrated — that  is,  after  4  or  5  operations  (see  above) ;  the  retorts, 
however,  are  cleared  out  every  time,  by  raking  out  the  caput  mor- 
tuum,  and  are  tested  by  tapping  to  see  whether  they  are  still  sound. 
If  not,  they  are  replaced  and  the  distillation  at  once  begun  with  a 
fresh  charge.  Formerly  each  distillation  in  a  furnace  of  288  retorts 
reqaired  30  new  retorts  and  3  new  receivers  j  now  there  is  less 
breakage.     The  fuel  is  wood  well  dried,  or  lignite. 

Payen  gives  the  following  cost-account  for  100  kilog,  oleum  (now 
probably  obsolete) : — 

fn.   ot 

250  kil.  vitriol  stone    14     0 

2000  kil.  lignite   3     0 

Wages 8    0 

4  retorts  and  4  receivers  (?)    2     0 

Interest 1  80 

28  80 
125  kil.  residue,  value 2     0 

Cost  of  100  kil.  oleum 26  80 


688  SXTLPHUEIC  ACID. 

Sometimes  the  acid  from  Bohemian  vitriol  stone  is  black  and 
moat  be  decolorized  by  the  addition  of  a  little  nitric  acid^  which 
diminishes  its  value,  since  the  nitric  acid  cannot  be  totally  removed 
again. 

The  acid  which  is  used  in  the  manufacture  of  artificial  alizarine 
must  be  still  richer  in  anhydride  than  the  best  oleum  as  it  came 
from  Bohemia  up  to  the  last  few  years.  This  so-called  '^  solid  sulphu- 
ric acid*'  the  alazarine-manufacturers  formerly  made  for  themselves 
by  heating  the  oleum  in  cast-iron  retorts  and  receiving  the  escaping 
anhydride  in  another  part  of  the  acid,  contained  in  iron  vessels 
entirely  protected  from  the  access  of  air ;  but  now  Starck's  works 
regularly  supply  a  solid  acid  with  40  to  45  per  cent.  SO3,  which  is 
almost  pure  pyrosulphuric  acid ;  and  they  are  now  said  to  sell  also 
pure  anhydride  in  soldered-up  tin  cans  (similar  to  the  London  or 
O.  C.  Zimmer's  article,  see  below). 

Fuming  sulphuric  acid  from  sodium  bisulphate. — Prelier  (Engl. 
Patent,  June  29th,  1847)  has  proposed  to  prepare  fuming  oil  of 
vitriol  by  the  following  process,  which  is  said  to  have  been  carried 
out  in  France  on  a  large  scale  (hardly  permanently),  100  parts  of 
calcined  sodium  sulphate  are  mixed  with  2  parts  of  potassium  sul- 
phate and  2  parts  of  gypstun,  charged  into  retorts  of  sandstone  (?), 
and  a  sufficient  quantity  of  concentrated  sulphuric  acid  added  to 
form  bisulphates.  Then  heat  is  applied  ;  first  all  the  water  distils 
over,  then  sulphuric  acid  of  77^,  then  of  106%  then  of  170°  Tw.,  and 
at  last  fuming  acid.  The  latter  is  known  by  the  drops  falling  into 
water  producing  a  hissing  noise ;  then  a  receiver  filled  with  acid  of 
170^  Tw.  is  put  on.  This  acid  sometimes  contains  sodium  sulphate. 
The  residue  in  the  retort  is  always  used  for  the  same  purpose.  The 
acid  made  in  this  way  is  said  to  cost  only  half  as  much  as  that  made 
from  copperas  (?) .  Exactly  contrary  to  this  is  the  assertion  of  a 
young  engineer,  Schemfil,  who  on  Dec.  2nd,  1869,  took  out  a  French 
patent  for  the  continuous  manufacture  of  fuming  oil  of  vitriol  from 
calcined  copperas  in  closed  vessels  (M oniteur  scientif .  1870,  p.  492 ; 
it  is  evidently  a  tiro's  proposal) ;  he  calculates  that  the  add  made 
by  the  process  usual  in  France  from  sodium  bisulphate  costs  100 
to  140  francs  for  100  kilog.,  but  the  acid  made  at  Nordhausen 
(where  for  a  long  time  none  has  been  made !)  only  8  to  12  francs 
for  100  kilog.     His  statements  are  in  every  respect  improbable. 

Wallace  obtained  an  English  patent  (May  30,  1876)  for  heating 
sodium  bisulphate  in  fire-clay  retorts;  the  formed  anhydride  or 


'manufacture  of  fuming  oil  of  vitriol.  639 

faming  vitriol  is  to  be  collected  ia  earthenware  jars  with  a  lid  per- 
forated for  receiving  the  gas-pipe^  which  can  be  replaced  by  a  plain 
cover ;  thus  the  acid  can  be  sent  out  in  the  receiver  itself;  and  the 
fumes  emitted  in  pouring  it  from  one  vessel  into  another  are  avoided. 
The  fumes  first  coming  over^  which  consist  of  aqueous  sulphuric 
acid^  are  condensed  separately.  The  sodium  sulphate  remains  in 
the  retort^  and  is  always  reconverted  into  bisulphate  by  adding  sul* 
phuric  acid ;  so  that  continuous  operation  is  possible. 

It  is  very  probable  that  the  manufacture  of  pyrosulphuric  acid 
and  anhydride,  latterly  carried  out  in  Germany  and  England^  but 
thus  taix  kept  very  secret^  is  founded  upon  the  application  of  bisul- 
phate^  probably  combined  with  Winkler's  method  (see  below)  for 
recombining  the  SO,  and  O  formed  in  the  operation ;  possibly  other 
metallic  sulphates  are  employed  for  the  same  purpose.  It  is  said 
that  partly  platinum  apparatus,  partly  other  material  is  employed 
— ^the  former  no  doubt  with  special  precautions ;  for,  under  ordi- 
nary circumstances,  on  decomposing  bisulphates  in  platinum-lined 
earthenware  vessels  1  gram  of  platinum  is  dissolved  for  each  kilo- 
gram of  pyrosulphuric  acid  (Scheurer-Kestner, '  Comptes  Rendus,' 
29th  April,  1878),  which  would  make  the  acid  much  dearer  than  is 
indicated  by  its  present  price  (£65  per  ton  of  pure  SOg). 

Fuming  sulphuric  acid  from  the  action  of  boric  acid  upon  sodium 
bisulphate  (Kerl-Stohmann,  ^Chemie,'  3rd  ed.  vi.  p.  156). — This 
method  has  probably  never  emerged  beyond  the  state  of  a  sug- 
gestion. 

Drom  magnesium  sulphate,  either  the  natural  anhydrous  salt,  or 
that  made  by  calcining  Epsom  salts  (Sonstadt^s  patent,  March  3rd, 
1875).  The  operation  was  to  be  carried  out  in  the  same  way  as 
with  ferric  sulphate.  Wagner  (Jahresb.  1876,  p.  327)  observes 
that  the  experiments  formerly  made  by  igniting  calcined  kieserite 
produced  very  little  sulphuric  anhydride,  but  very  much  sulphurous 
acid  and  oxygen. 

From  magnesium  sulphate  and  sodium  pyrosulphate  mixed, — 
Wolters  has  obtained  a  German  patent  (No.  3110,  March  5th, 
1878)  for  this  process.  MgS04  acts  upon  NajSjOy  considerably 
below  a  red  heat,  a  double  salt  (MgS04,  Na,S04)  being  formed,  and 
SO3  being  liberated.  Instead  of  Na4S04,  K2SO4  &c.  may  be  em- 
ployed.. The  remaining  salt  is  reconverted  into  the  mixture  first 
employed  by  treatment  with  water  and  ordinary  sulphuric  acid, 
and  exposing  to  sufficient  heat.     The  value  of  this  process  is  said 
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to  consist  in  the  fact  that  the  anhydride  is  liberated  at  a  mnch 
lower  temperature  than  from  sodium  pyrosulphate  alone^  thus  pre- 
venting much  loss^  causing  a  larger  yield  of  SOg^  and  permitting 
the  use  of  ordinary  fire-proof  materials  without  any  extraordinary 
wear  and  tear.  (Experiments  made  in  the  author's  laboratory 
with  Wolters's  process  have  to  a  great  extent  confirmed  these 
statements. 

The  preparation  of  sulphuric  anhydride  and  of  fuming  acid  by 

catalytic  action. 

By  this,  now-a-days  not  very  scientific-looking  expression  we 
will  designate  all  those  syntheses  of  SO3  in  which  the  action  of  the 
mediating  substance  cannot  be  traced,  but  the  union  of  SO^  with  O 
seems  to  result  from  mere  contact  with  another  substance.  For- 
merly it  would  only  have  been  necessary  to  mention  the  many  pro- 
posals of  this  kind  in  a  few  words,  just  as  we  shall  do  later  on 
with  the  other,  hitherto  sterile,  proposals  for  making  sulphuric  acid 
otherwise  than  by  the  usual  chamber-process.  But  as  CI.  A.  Winkler 
in  1875,  by  his  original  treatment  of  the  matter,  gave  it  a  practical 
shape,  the  labours  of  his  predecessors  must  be  also  mentioned  rather 
more  explicitly. 

Phillips  (who  already  on  March  31st,  1831,  had  taken  out  an 
English  patent  for  uniting  SO,  and  O  by  ignited  platinum  &c.) 
and  Magnus  (PoggendorfPs  '  Annalen,'  xxiv.  p.  610)  observed  in 
1832  that  a  mixture  of  2  vols,  of  sulphurous  acid  and  1  vol.  of 
oxygen  gas,  which  in  the  dry  state  remains  unchanged,  is  gradually 
condensed  in  the  presence  of  water,  but  mnch  more  quickly  in  the 
presence  of  ignited  platinum.  If  the  moist  mixture  of  SO^  and  O 
or  atmospheric  air  is  conducted  through  a  darkly  red-hot  tube 
containing  platinum  sponge  or  wire,  nearly  all  the  SO^  is  condensed 
to  oil  of  vitriol;  dry  platinum  black  converts  the  mixture  into 
fuming  acid  (Doebereiner,  ib.  p.  609).  Magnus  even  observed  the 
formation  of  a  little  sulphuric  acid  on, conducting  the  mixture 
through  a  darkly  red-hot  tube  containing  broken  glass — ^and,  in  a 
smaller  degree,  through  an  empty  tube ;  Mahla  certainly  could  net 
confirm  this.  Blondeau  (Compt.  Rend.  xxix.  p.  405)  found  in  1849 
that  darkly  red-hot  argillaceous  sand  has  the  same  effect  upon  a 
moist  mixture  of  SO9  and  O. 

The  formation  of  anhydride  under  these  circumstances  had  been 
already  noticed  by  Phillips  and  Magnus ;  and  Doebereiner's  above- 


found  in  1852  (Ann.  Chem.  Fharm.  Ixxxi.  p.  255)  that  the  oxides 
of  copper,  iron,  chromium^  best  of  all  a  mixture  of  chromium  and 
cnpric  oxide,  brought  to  a  low  red  heat,  caused  the  formation  of 
thiclt  fames. 

Platinum  as  sponge  and  sheet  did  not  act  at  ordinary  tempe- 
ratures ;  but  it  acted  far  below  red  heat,  copper  sponge  only  after 
superficial  oxidation.  Woehler's  results  gave  an  impetus  to  several 
trials  on  the  large  scale  (for  instance,  at  the  Oker  works),  which, 
however,  remained  fruitless  (Wagner'a  Jahresb.  for  1859,  p.  144), 
because  the  time  required  for  the  reaction  was  too  considerable. 
No  more  success  was  attained  by  Schneider's  process,  with  plati- 
nized pumice,  much  praised  in  I84S  (Diogler's  Joum.  cvii.  pp.  159, 
363,  cix.  p.  S54),  and  the  trials  of  Plattner  (Die  metallur^schen 
Roatprocesse,  p.  339)  and  Reich  (Dingler's  Joum.  ocxvii.  p.  330), 
both  the  latter  made  at  the  Mulden  works  with  ignited  quartz  as  the 
catalytic  substance.  Exactly  the  same  process  has  been  again  pro- 
posed by  Piria  ('Cimento,'  ii.  p.  293;  Liebig's  'Jahresb.'  1859, 
p.  308),  evidently  only  for  laboratory  use,  as  the  sulphurous  acid 
was  to  be  made  from  sodium  sulphite  and  dilute  Bulphuric  acid ; 
and  not  atmospheric  air,  but  oxygen  was  to  be  employed.  Kuhl- 
mann  once  more  patented  the  same  method  in  1858 ;  other  patents, 
by  Laming  (1848),  Bobb  (1853),  Tmeman  (1854),  Schmersahl  and 
Bouck  (1865),  alike  contain  nothing  new. 

Most  of  these  proposals  were  made  with  the  object  of  replacing 
the  lead-chamber  process  by  one  believed  to  be  simpler  and  better, 
and  did  not  aim  at  the  production  of  sulphuric  anhydride  or  fuming 
oil  of  vitriol,  but  of  ordinary  sulphuric  acid.  Thus,  for  instance, 
Phillips  (see  above)  proposed  to  drive  sulphurous  acid,  made  by  the 
combustion  of  sulphur,  and  mixed  with  an  excess  of  atmospheric 
air,  by  means  of  a  blowing  engine  through  a  nearly  red-hot  cast- 
iron  tube  filled  with  platinum  sponge  or  finely  rolled-np  platinum 
wire;  the  sulphuric  acid  vapour,  formed  therein,  was  introduced, 
along  with  the  nitrogen  and  the  atmospheric  air  present  in  excess, 
at  the  bottom  of  a  long  upright  lead  cylinder  filled  with  pebbles, 
over  which  water  continually  trickled  down  for  condensing  the 
sulphuric  acid.  In  order  to  save  the  expensive  use  of  platinum 
alone,  Piria  proposed  pumice  impregnated  with  platinum  salt  and 
ignited ;  and  roost  of  the  other  inventors  enumerated  above  propose 
to  do  altogether  without  platinum.     But  aU  these  attempts  ^led; 
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the  reaction  was  too  slow  and  imperfect^  and  altogether  incapable 
of  competing  with  the  ordinary  lead-chamber  process. 

The  matter  takes  a  difEerent  aspect^  when  the  question  is  not  that 
of  competing  with  the  lead-chamber  process  for  ordinary  Titriol^ 
but  with  the  vitriol-stone  process  for  fuming  acid^  or  even  to  make 
sulphuric  anhydride  itself  on  a  manufacturing  scale.  This  latter 
had  never  been  done  till  the  most  recent  time;  and  the  fuming 
acid  is  made  in  Bohemia  exactly  in  the  same  way  as  it  was  nearly 
a  century  ago^  with  an  enormous  expenditure  of  labour,  fuel,  space, 
and  vessels,  and  on  a  very  small  scale,  only  enlarged  by  repetition 
of  the  apparatus.  Although  these  circumstances  and  the  fact  of 
being  dependent  upon  the  occurrence  of  copperas-slates  had  gra- 
dually given  a  monopoly  of  the  manufacture  of  fuming  vitriol  into 
the  hands  of  that  single  Bohemian  firm,  its  use  has  recently  very 
much  increased,  since  fuming  acid  has  been  employed  for  purifying 
ozokerite,  for  the  manufacture  of  benzenedisulphonic  acid,  anthra* 
cenedisulphonic  acid,  and  other  organic  snlpho-acids  serving  as 
intermediate  stages  in  the  manufacture  of  sundry  colouring-matters. 
It  could  be  predicted  with  certainty  that  this  powerful  chemical 
agent  would  acquire  eminent  technical  importance  as  soon  as  the 
monopoly  of  its  production  was  broken.  It  is  the  great  merit  of 
Professor  CI.  A.  Winkler  to  have  brought  this  question  to  a  focus 
in  1875  by  a  fundamental  research  (Dingler's  Journal,  ccxviii. 
p.  128 ;  Wagner's  Jahresb.  1875,  p.  296),  the  contents  of  which  I 
give  in  abstract,  as  follows : — 

Winkler,  in  the  first  place,  proposes  to  emancipate  the  manufac- 
ture of  oleum  from  local  circumstances,  such  as  the  occurrence  of 
copperas-slates,  by  making  vitriol  stone  by  the  treatment  of  ground 
caput  mortuum  with  concentrated  oil  of  vitriol.  These  two  bodies 
unite  on  gentle  heating  to  a  yeUowish-white  hard  mass  of  ferric 
sulphate.  The  water  of  the  sulphuric  acid  is  evaporated  by  the 
heat  developed  in  the  reaction  itself,  without  any  external  heat 
being  applied,  if  quantities  not  too  smaU  are  employed  and  the 
proper  proportion  of  1  part  of  caput  mortuum  to  1*8  part  of  acid 
is  observed.  If,  instead  of  acid  of  170°  Tw.,  chamber-add  be  used, 
the  mixture  of  this  with  ferric  oxide  still  hardens  on  prolonged 
heating  to  vitriol  stone,  the  water  being  volatilized.  The  caput 
mortuum  can  be  replaced  by  any  other  form  of  ferric  oxide,  such 
as  burnt  pyrites,  if  pure  and  very  finely  ground.  The  ferric  oxide 
is  always  recovered  again  on  distilling  the  oil  of  vitriol,  and  can  be 
used  over  again  for  producing  fresh  vitriol  stone. 


vorking  on  a  large  scale.  The  bulky  apparatus  and  the  difficnlty 
of  managing  it  juatly  deter  any  one  from  trying  to  apply  it  else- 
where than  where  it  has  been  practised  of  old.  The  manufacture 
of  oleum  can  only  become  general  by  sulphuric  anhydride  being  no 
longer  produced  by  heating  certain  anhydrous  sulphates,  but  directly 
from  sulphurous  acid  and  osygen  by  catalytic  action.  The  possi- 
bility of  this  had  been  proved  long  ago ;  and  the  principal  difficulty 
was  that  of  choosing  the  fittest  substance  for  the  contact  action. 
This  must  in  any  case  be  platinum  in  a  fine  state  of  division ;  but, 
CD  account  of  its  costliness,  it  must  be  spread  over  an  indifferent 
surface,  by  which,  also,  its  activity  will  be  increased.  Most  highly 
to  be  recommended  for  this  purpose  is  platinized  asbestos,  obtained 
by  soaking  soft,  loosely  felted  asbestos  with  a  concentrated  solution 
of  platinum  chloride,  then  dipping  it  in  a  solution  of  sal  ammoniac, 
drying  and  igniting  it.  Much  less  efficient  are  other  contact  sub- 
stances impregnated  with  platinum,  such  as  pumice  or  porous 
earthenware. 

The  action  of  heated  platinized  asbestos  upon  a  nuxture  of  SO, 
and  0  may  under  certain  circumstances  lead  to  a  very  strong 
formation  of  anhydride ;  but  it  is  not  so  in  the  presence  of  other 
diluting  gases,  as  the  following  experiments  show.  The  platinized 
asbestos  was  of  a  soft,  woolly  texture,  and  contained  8'5  per  cent, 
of  platinum.  It  was  employed  in  a  tube  heated  to  a  low  red  heat, 
in  a  layer  12  inches  long  and  ^  inch  thick.  The  dried  gaseous 
mixture  entered  at  one  end  of  the  glass  tube,  passed  over  the 
asbestos  in  a  moderately  quick  current,  and  at  the  other  end  was 
first  condncted  into  water,  then  into  a  solution  of  sodium  carbo- 
nate. Of  100  parts  SO,  employed,  there  were  converted  into  SOs 
on  the  application  of, 

Ist,  a  mixture  of  pure  SOj  and  pure  O  73-3  parts. 

2nd,        „  „       SOjandair 47-7    „ 

3rd,  a  gaa  with  4  per  cent.  SO,  by  volume, 
obtained  by  burning  sulphur  in  a  current 
ofair  ll'B     „ 

Thus  the  action  of  the  platinized  asbestos,  and  probably  also  that 
of  all  other  contact  sub  stances,  is  lessened  to  the  same  extent  as  the 
dilution  of  the  sulphurous  acid  by  indifferent  gas  increases ;  and  an 
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excess  of  sulphurous  acid  or  oxygen  beyond  the  stoicldoinetrical 
proportion  of  SO9  and  O  must  also  be  r^arded  as  such. 

Now  it  is  well  known  that  the  ordinary  strong  sulphuric  add 
decomposes  at  a  strong  red  heat  into  sulphurous  acid^  oxygen,  and 
water.  Of  these  the  water  can  be  easily  and  completely  condensed^ 
and  there  remains  a  mixture  of  SO^  and  O  exactly  in  the  proportion 
necessary  for  forming  SO3.  In  this  way  every  admixture  of  indif- 
ferent gas  could  be  avoided ;  and  the  SO^  and  O  could  be  reunited 
by  catalytic  action^  and  thus  the  sulphuric  hydrate  be  indirectly 
converted  into  anhydride.  In  order  to  carry  this  out  experimen- 
tally^ the  following  apparatus  was  constructed.  A  wrought^iron 
tube  was  covered  inside  and  outside  with  a  mixture  of  fireclay  and 
waterglass ;  this  was  burnt  in^  the  tube  filled  with  bits  of  porcelain^ 
and  then  brought  to  a  strong  red  heat  in  a  charcoal  furnace.  Into 
a  cork  at  one  end  a  bent  fiinnel-tube  was  inserted^  through  which 
sulphuric  acid  of  170^  Tw.  was  continuously  dropped  in;  its  supply 
was  regulated  by  a  Mariotte's  bottle  and  a  screw  clamp.  The  sul- 
phuric-acid vapour  generated^  passing  through  the  red-hot  tube 
filled  with  bits  of  porcelain^  was  decomposed^  although  not  com- 
pletely, into  SO9,  O,  and  H^O.  The  latter  was  retained  in  a  vessel 
filled  with  pumice  soaked  with  strong  sulphuric  acid,  together  with 
the  undecomposed  sidphuric  acid*  The  remaining  dry  mixture  of 
SO2  and  O  entered  a  long  glass  tube  bent  downwards  at  the  further 
end,  the  horizontal  part  of  which  was  filled  with  platinissed  asbestos^ 
whilst  the  vertical  branch  entered  a  receiver  filled  with  strong  sul- 
phuric acid.  This  was  succeeded  by  a  second  similar  receiver,  and 
this  by  a  receiver  filled  with  a  solution  of  sodium  carbonate  for  the 
absorption  of  SOg.  As  soon  as  the  platinized  asbestos  had,  by  means 
of  a  gas-furnace,  been  brought  to  a  low  red  heat,  an  ample  forma- 
tion of  sulphuric  anhydride  was  observed,  which  partly  condensed 
in  a  solid  state  in  the  tubes.  The  operation  went  on  regularly, 
without  any  special  supervision.  After  several  hours  the  experi- 
ment was  interrupted,  and  the  contents  of  the  first  receiver  were 
found  entirely  converted  into  fuming  vitriol.  It  was  ascertained 
that  93  per  cent,  of  the  sulphuric  acid  employed  had  been  decom- 
posed, and  of  the  quantity  decomposed  78  per  cent,  had  been  com- 
bined into  SOs. 

For  carrying  out  this  process  on  a  large  scale  Winkler  proposes 
the  following  apparatus : — ^The  decomposition  of  the  sulphuric  acid 
is  to  take  place  in  a  furnace  containing  fireclay  retorts,  similar  to 


uiicu  nu.li  i<u(jc  uiMj  ui  quuriai,  urc-uriunB,  puiBuvrun,  ««.,  aua  carry 
the  usual  mouthpiece  iritli  a  pipe  for  taking  away  the  gas.  At  the 
other  end  a  wroi^ht-iron  Welter's  funnel  tube  is  to  be  fixed. 
Through  this,  while  the  furnace  is  in  full  red  heat,  a  eontinuous  jet 
of  strong  sulphuric  acid  is  run  in  (possibly  a  weaker  acid  might  do), 
and  iu  the  red-hot  retort  is  immediately  vaporized  and  decomposed. 
Perhaps  upright  retorts  would  answer  the  purpose  Btill  better. 
[Very  probably  it  would  be  preferable  to  evaporate  the  sulphuric 
acid  in  separate  vessels.]  The  mixture  of  SO^  O,  and  aqueous 
vapour  thus  obtained  in  a  constant  stream  is  conveyed  &om  the 
different  retorts  into  a  main  tube  serving  as  receiver,  and  passes 
from  this  into  the  coudenaer,  in  which  the  greater  part  of  the  water 
as  well  as  the  sulphuric  acid  carried  away  is  condensed.  The  con- 
denser would  suitably  consist  o£  a  system  of  lead  pipes,  cooled  by 
air  or  water,  similar  to  the  condensers  at  gas-works.  The  sul- 
phuric acid  running  away  from  itj  and  perhaps  showing  22°  to  33^ 
Tw.,  which  must  be  strongly  charged  with  sulphurous  acid,  would 
be  returned  to  the  chamber-process.  The  gaseous  mixture  is  then 
dried  in  one  or,  if  necessary,  in  two  coke-towers,  by  a  spray  of 
sulphuric  acid  of  144°  Tw.  It  can  now  be  exposed  to  the  action  o£ 
the  ignited  asbestos,  of  which  50  to  100  kilog.,  containing  4  to 
8  kilog.  platinum,  would  suffice  for  a  pretty  large  mauu&cture.  A 
diminution  of  the  contact-action,  which  it  has  been  feared  might 
take  place  in  time,  could  only  be  caused  by  ashes,  dust,  soot,  &c., 
none  of  which  can  come  into  action  here;  besides,  the  platinum,  if 
necessary,  could  easily  and  cheaply  be  extracted  and  transferred  to 
fresh  asbestos.  The  action  of  the  platinized  asbestos  on  the  mixture 
of  SOg  and  O  begins  at  a  scarcely  visible  red  heat;  aud  therefore^ 
on  the  large  scale,  the  heat  of  the  fire-gas  escaping  from  the  furnace 
for  decomposing  the  sulphuric  acid  will  be  available  for  this  pur- 
pose. This  fire-gas  is  conducted  through  a  muffle-shaped  space 
built  upon  the  first  furnace,  in  which  several  fireclay  pipes,  glazed 
with  a  porcelain  enamel,  are  placed,  loosely  filled  with  platinized 
asbestos.  The  gas  enters  this  after  leaving  the  drying-tower ;  the 
sulphuric  anhydride  formed  is  conveyed  away  by  similarly  glazed 
stoneware  pipes,  and  either  condensed  as  such  or  dissolved  in  ordi- 
nary strong  vitriol,  to  make  this  fuming.  If  the  Utter  has  to  be 
done,  the  vapours  of  the  anhydride  are  allowed  to  eater  a  tower 
fitted  with  ridges  of  lead  jagged  out  at  the  bottom,  over  which  a 


latter  is  so  regulated  that  the  acid  leaves  the  tower  in  the  family 
state,  and  can  be  at  once  filled  into  carboys.  Poaaibly  this  last 
operation  requires  the  combined  action  of  acTeral  towers,  in  which 
case  they  are  best  placed  one  on  the  top  of  another,  so  that  the  acid 
can  run  from  one  to  the  other  and  become  gradoally  aatnrated. 
Sven  if  on  the  large  scale  the  union  of  SOg  and  O  should  not  take 
place  completely,  the  remainder  of  the  gaseous  mixture  can  be  in- 
trodnced  into  the  lead  chamber,  and  here  condensed  in  the  usual 
manner  by  itself. 

Winkler  adds  the  remark  that  the  mixture  of  SO^  aud  O  may  be 
just  as  well  generated  by  strongly  heating  vitriol  stone  or  other 
anhydrous  sulphates  in  lai^  vessels,  such  as  the  retorts  employed  in 
zinc-making,  and  transformed,  by  means  of  platinized  asbestos,  into 
sulphuric  anhydride.  Then,  to  he  sure,  a  residue  would  have  to  be 
dealt  with  j  but,  on  the  other  hand,  the  drying  of  the  gas  would  be 
saved,  and  at  all  events  the  drawbacks  of  the  present  manu&ctore 
of  oleum  would  be  avoided.  [A  proposal  quite  similar  to  this  (cer- 
tainly the  least  essential)  "part  of  Winkler's  process,  was  made  by 
Prelier  in  1847  (see  p.  638).] 

Squire  and  Messel  have  taken  out  an  English  patent  for  a  process 
exactly  like  that  of  Winkler,  except  that  liiey  prescribe  the  use  of 
platinized  pumice  in  the  place  of  asbestos.  Their  patent  dates  from 
Sept.  18th,  1875,  and  was,  of  course,  only  published  six  months 
afterwards,  whilst  Winkler's  publication,  written  some  time  before 
and  based  upon  experimente  made  in  the  course  of  more  than 
twelve  months  previously  and  known  to  all  his  Freiberg  students, 
appeared  in  the  October  number  of  '  Dingler's  Journal  *  of  the 
same  year. 

In  a  later  publication  (Dingl.  Joum.  ccxxiii.  p.  409)  Winkler 
mentions  that  Debray  ('Les  Mondee,'  1876,  No.  8)  had  objected 
to  his  process  that  it  was  not  suited  to  the  manufacture  of  oleum 
on  the  large  scale,  on  account  of  the  great  difficulty  of  decomposing 
the  sulphuric  acid  at  a  high  temperature,  and  of  ^e  rapid  destruc- 
tion of  the  vessels.  Neither  metal  nor  earthenware  vessels  resisted 
the  sulphuric-acid  vapours  at  such  temperatures ;  and  even  platinum 
was  permeable  to  gases  at  such  a  heat,  and  would  be  much  damped 
by  the  action  of  the  flame  and  the  impurities  of  the  sulphuric  acid. 
To  these  objections  Winkler  replies  that  he  had  decomposed  his 
sulphuric  acid  in  iron  tubes  without  any  difficulty,  and  that  even 
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phuroiiB  acid  and  oxygen  fonned  hj  their  decomposition  OTer 
heated  spongy  platinum,  or  the  oxides  of  chromium,  iron,  or  copper, 
or  any  other  substance  which  may  cause  the  mixture  to  combine 
into  sulphuric  anhydride.  The  latter  is  then  condensed  by  itself  or 
utilized  for  fuming  oil  of  vitriol  by  receiving  it  into  ordinary  strong 
sulphuric  acid.  It  is  quite  possible  that  this  process  is  employed  by 
some  of  the  manufacturers  who  bring  this  article  into  the  market 
now. 

According  to  a  recent  patent  by  Dr.  Messel  (Jan.  15th,  1878), 
brimstone  is  to  be  burnt  in  a  current  of  oxygen,  obtained  by  the 
electrolysis  of  water  by  means  of  a  dynamo-electric  machine.  The 
SO2  formed,  with  the  excess  of  oxygen  required  for  forming  SO3, 
is  passed  into  a  gas-holder ;  and  from  this  the  gases  are  passed  at 
an  elevated  temperature  over  platinum  sponge,  platinized  asbestos, 
chromic,  ferric,  or  cupric  oxide,  &c.  The  SOs  formed  is  collected 
by  itself  or  absorbed  in  SO4H3.  By  employing  two  gas-holders 
the  process  becomes  a  continuous  one.  The  electrolytic  hydrogen 
generated  at  the  same  time  is  employed  for  heating,  or,  after  being 
carburetted,  for  lighting.  [This  process  seems  to  be  far  too  ex- 
pensive to  be  of  any  practical  value.] 

The  greatest  difficulty  in  Winkler's  process  for  manufacturing 
fuming  oil  of  vitriol  or  anhydride,  and  in  all  other  processes  started 
in  consequence  of  the  impetus  given  by  him,  is  the  material  of  the 
vessels  to  be  employed.  Wallace,  in  his  above-mentioned  pat^it, 
proposes  to  employ  glazed  plumbago  retorts.  Most,  if  not  all, 
actually  working  factories  seem  to  employ  platinum  vessels,  which 
certainly  are  strongly  acted  upon,  as  is  shown  by  Scheurer-Kestner 
(see  above) .  The  extent  of  this  action  will  partly  depend  upon 
the  amount  of  arsenic  and  nitrous  compounds  contained  in  the 
sulphuric  acid  (comp.  Wagner's  '  Jahresbericht,'  1877,  p.  238), 
partly  also  upon  the  special  construction  of  the  apparatus. 

(So  far  the  apparatus  actually  employed  in  the  manufacture  of 
fuming  oil  of  vitriol  or  anhydride  by  the  contact  process  has  been 
kept  strictly  secret  by  the  manufacturers ;  but  the  author  will  be 
able  to  describe  it  in  some  detaU  in  the  appendix  at  the  end  of 
Vol.  II.,  where  also  a  new  method,  by  Professor  Winkler,  will  be 
described,  of  which  he  has  at  present  only  private  knowledge,  and  by 
which  sulphuric  anhydride  can  be  made  on  an  industrial  scale  from 
burner-gases  containing  as  little  as  4  per  cent.  SO^. — ^April  1879.) 


CHAPTER  XVIII. 


OTHER  PEOCEB8E8  FOE  MANUFACTQEINa 
SULPHURIC  ACID. 


All  the  other  processes  which  have  beeD  proposed  fof  producing 
snlphoric  acid,  nnmerouB  aa  they  are,  can  be  dismisBed  with  a  very 
kw  words,  since  none  of  them  has  had  the  slightest  technical  suc- 
cess or  promises  to  become  successful  iU  future.  The  details  can 
be  found  in  tbe  places  quoted. 

I.  Oxidation  of  Sulphwoua  Acid  by  means  of  Nitrotu  Acid,  but 
wiikout  Lead  Chambers, 

(a)  Fropoaals  for  replacing  the  lead  chambers  by  chambers  made 
of  india-rubber,  gntta  percba,  slate,  "  zeiodelite,"  glass,  &c.  have 
been  mentioned  on  p.  263. 

(b)  MacDougal  and  Rawson  (patent  of  Nov.  31st,  184S)  conduct 
eolphurous  acid  and  lur  through  nitric  acid  contained  in  a  Woulfe'a 
bottle,  in  which  sulphuric  acid  and  hyponitric  acid  are  generated ; 
the  latter,  with  the  air  in  excess,  passes  through  several  vessels  filled 
with  water,  in  which  the  nitric  acid  is  r^enerated. 

(c)  Hunt  (patent  of  Aug.  16th,  1853)  conveys  a  mixture  of  sul- 
phurous acid  and  air  through  a  tower  filled  with  pebbles,  in  which 
nitrous  vitriol  continuously  trickles  down.  This  principle  had 
already  been  proposed  by  Gay-Lussac ;  and  it  is  actually  carried 
out  in  the  Glover  towers,  so  far  aa  it  is  practicable — that  is,  by 
conducting  the  escaping  gases  into  lead  chambers. 

((f)  Persoz  ('  Tedmologiste,'  xvii.  p.  461 ;  '  Diogler's  Journal/ 
cxxxix.  p.  427 ;  Wagner's  '  Jahresbericht,'  1856,  p.  54)  passes  sul- 
phurouB  acid  through  nitric  acid  diluted  with  &om  4  to  6  volumes 
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of  water^  and  heated  to  100^  C.^  or  throogli  a  mixture  of  nitric  add 
or  a  nitrate  with  muriatic  acid^  in  a  comparatively  small  glass  or 
stoneware  vessel^  promoting  contact  by  an  agitator.  The  gases  gene- 
rated by  the  reduction  of  the  nitric  acid  ascend  in  condensing-towers^ 
where  they  are  regenerated  into  nitric  acid  by  an  ascending  current 
of  air  and  a  descending  jet  of  water.  The  sulphurous  acid  might 
even  be  diluted  with  carbonic  acid^  nitrogen^  or  other  gases.  In 
theory  this  process  is  right  enough ;  in  practice  it  is  said  to  have 
failed  principally  firom  the  difficulty  of  constructing  vessels  suitable 
for  resisting  the  acids  (7) . 

{e)  Yerstraet^s  tubular  apparatus  ('  Bulletin  de  la  Soci^t€  d'En- 
couragement/  1865^  p.  631 ;  '  Dingler's  Journal/  clxxix.  p.  63 ; 
Wagner's  '  Jahresbericht/  1866^  p.  226)  has  been  mentioned  pre- 
viously. The  Jury  Report  of  1851  asserted  that  similar  stoneware 
vessels^  constructed  by  Fouche-Lepelletier^  were  at  work  at  Javel^ 
near  Paris^  and  that  in  that  factory  one  third  of  the  annual  make 
of  3600  tons  was  produced  in  them^  with  one  third  of  the  cubic 
contents  and  at  one  eighth  of  the  cost  of  lead  chambers.  This  asser- 
tion has  been  proved  to  be  entirely  erroneous  by  original  corre- 
spondence in  Hofinann^s  '  Report  by  the  Juries,'  1862,  p.  8. 

(/)  Lardani's  apparatus  (Bull.  Soc.  Chim.  viii.  p.  295 ;  Chem. 
News,  1868,  No.  441,  p.  238)  has  also  been  described  above ;  it 
exemplifies  no  essentially  novel  principle. 

{ff)  Kuhlmann  (English  patent,  Dec.  11, 1850)  proposed  to  force 
a  mixture  of  sulphuretted  hydrogen  (from  soda-waste)  and  air 
through  nitric  acid,  by  which  nearly  all  the  sulphur  was  said  to  be 
oxidized  to  sulphuric  acid. 

(A)  Petrie  (English  patent,  Aug.  11,  1860)  employs  a  system  of 
stoneware  pipes  filled  with  pebbles,  through  which  a  current  of 
nitric  acid  passes  from  one  side,  and  one  of  SOj  and  air  from  the 
other,  the  quantities  of  the  materials  and  the  construction  of  the 
apparatus  being  arranged  in  such  a  manner  as  to  avoid  any  loss  of 
nitric  acid. 

II.  Processes  dispensing  with  nitre. 

{%)  Gossage  (Patent  of  Oct.  6th,  1867)  bums  sulphuretted  hydro- 
gen from  soda- waste,  cools  the  products  of  combustion,  allows  them 
to  ascend  in  a  coke-tower  fed  with  water,  runs  the  solution  of  sul- 
phurous acid  thus  obtained  down  another  coke-tower  supplied  with 
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hot  air,  by  wliicli  the  SOg  is  partly  changed  into  SO4H, 
the  remaining  SO|  into  a  lead  chamber^  where  it 
oxidized  in  the  usual  way.    According  to  Gossage^ 
(HofmanUj  Report^  p.  9)  this  process  is  not  practical 

(*)  Petrie  (Patent  of  Nov.  Ist,  1852)  allows  a  m 
pharous  acid  and  water^  heated  to  800°^  to  meet  a  s 
m  pipes  of  earthenware  or  iron  filled  with  silica^  or 
platinum^  &c. 

(/)  The  observations   of   Doebereiner,   Phillips 
Blondeau^  fee.  on  the  formation  of  solphuric  acid 
action^'  have  been  mentioned  already  on  p.  640 — an( 
Woehler  and  Mahla  (Ann.  Chem.  Pharm.  Ixxxi.  p. 
ing  to  which  a  mixture  of  SO^  and  O  is  converted  i 
acid  (anhydride)  not  only  by  platinum^  but  also  by 
copper^  iron^  or  chromium  at  a  low  red  heat.    The 
hope  that  this  reaction  would  become  practical.     A 
of  attempts  have  been  made  in  this  direction^  some 
been  mentioned  in  the  last  Chapter.     To  this  categ( 
mentioned  proposals  of  Gossage  and  Petrie  are  i 
referred^  and  those  of  Schmersahl  and  Bouck  (pat< 
1855)  and  of  Schneider  (see  preceding  Chapter).    All 
of  this  kind  have  remained  equally  sterile  with  the  c 
cesses  enumerated  in  the  present  Chapter^  so  far  as 
supplanting  the  lead-chamber  process  by  a  new  on 
not  be  confounded  with  Winkler's  successful  utiliza 
lytic  action''  for  making  anhydride^  as  he  alway 
sulphuric    acid    made  in  the    ordinary  way  by  1 
process. 

{m)  Hahner  (Patent  of  March  28,  1854)  emplo; 
the  presence  of  aqueous  vapour  for  oxidizing  SO^.  ' 
cess  has  been  patented  by  Macfarlane  (Jan.  14,  186^ 


III.  Sulphuric  Acid  from  Sulphates, 

As  already  mentioned  on  p.  89,  the  neutral  sul 
alkalies,  the  alkaline  earths,  and  lead  are  as  good  as 
at  a  red  he»t.  The  acid  (primary)  sulphates  of  th 
first  changed  into  pyrosulphates  (2NaHS04=Na^S20 
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the  latter  afterwards  split  up  into  neutral  snlphates  and  sulphuric 
anhydride.  This  reaction^  for  obvious  reasons^  cannot  be  employed 
for  the  manufacture  of  sulphuric  acid  proper^  but  only  for  that  of 
fuming  acid,  under  which  head  it  has  been  spoken  of. 

Most  of  the  other  sulphates  are  no  better  adapted  for  the  manu- 
fiicture  of  sulphuric  acid.  Only  those  whose  metallic  radicals  are 
but  very  slightly  positive,  more  particularly  those  which,  accord- 
ing to  the  assumptions  of  modem  chemistry^  represent  a  sexivalent 
group  formed  by  an  internal  linking  together  of  two  quadrivalent 
atoms  (that  is,  especially  ferric  oxide  and,  though  less  so,  alumina), 
and  the  cuAd  sulphates  of  other  radicals,  yield  up  their  sulphuric 
acid  at  a  comparatively  low  temperature,  and  consequently  all  or 
the  greater  part  of  it  undecomposed ;  the  other  sulphates  split  up 
at  a  much  higher  temperature^  mostly  decomposing  into  metallic 
oxides,  sulphurous  acid,  and  oxygen,  yielding  only  a  small  portion 
of  their  sulphuric  acid  as  such  or  as  anhydride.  Even  if  it  were 
otherwise,  their  high  price  would  make  their  employment  for  the 
manufacture  of  sulphuric  acid  impossible ;  most  of  them  are  them- 
selves produced  by  means  of  ready-made  sulphuric  acid.  From 
even  the  cheapest  and  most  easily  decomposable  of  all  the  sul- 
phates in  question,  ferric  sulphate,  only  Aiming  oil  of  vitriol  can 
be  made,  and  that  only  under  especially  favourable  circumstances, 
as  shown  above. 

There  only  remain  the  sulphates  occurring  in  some  abundance 
in  nature  as  such,  viz.  those  of  baryta  and  lime.  The  former  of 
these  has  hardly  ever  been  seriously  taken  up  for  this  purpose; 
but  the  sulphate  of  lime  (gypsum)  has  very  frequently  been  so. 

Sulphuric  Acid  from  Gypsum. 

The  enormous  quantities  of  sulphuric  acid  occurring  in  nature 
in  the  shape  of  gypsum,  and  nearly  worthless  in  this  form,  have 
occasioned  many  proposals  for  their  technical  utilization.  These, 
however,  have  never  met  with  any  success ;  and  least  of  all  can 
any  prospect  of  it  be  held  out  now-a-days,  since  such  abundance  of 
cupreous  pyrites  has  been  discovered,  with  which,  so  far  as  can  be 
seen,  no  other  material  can  compete  in  cheapness. 

(1)  Production  of  sulphurous  acid  from  gypsum. — ^Tilghman 
(English  patent,  Feb.  Ist,  1847)  passes  steam  over  red-hot  gyp- 


to  escape. 

Cary-Mantrand  (Barreswil  and  Girard,  Diciioaa.  de  Chim.  in- 
flustr.  i.  p.  37)  exposes  igaited  gypsum  to  a  current  of  dry  HCl 
(whence  does  lie  get  this?).  CaCl,  is  formed;  and  SO^,  0,  and 
SOg  escape. 

0.  Siemens  (Dingl.  Jonm.  clxix.  p.  207 ;  Wagner's  Jahresb, 
1863,  p.  208)  decomposes  a  fiised  mixture  of  gypsum  and  common 
salt  by  steam.  There  remains  behind  basic  calcium  sulphide  with 
a  little  Na,S,  Na^SOg,  and  Na^SgOg ;  the  gases  given  off  are  SO^, 
HCl,  and  HjS  j  the  latter  is  removed  by  conducting  COj  and  steam 
at  the  same  time  into  the  melted  mass  (?).  This  process  is  the 
Babject  of  strongly  adverse  criticism  by  Buff  (Wagner's  Jahreab. 
1864, p- 170),  iFho  shows  that  the  decomposition  observed  has  been 
produced  merely  by  the  red-hot  iron  which  forms  the  material  of 
the  apparatus. 

Kuenzi  (Wagner's  Jahresb.  1858,  p.  95)  fluxes  gypsum  -with 
qoartz,  sand,  clay,  &c.  to  an  easily  fusible  slag,  whilst  SOg  and  O 
escape. 

0.  Scbott  (Dingl.  Joum.  ccxxi.  p.  442)  ignites  sodium  sulphate, 
gypsmn,  and  coal,  in  order  to  obtain  a  frit  for  glass-making ;  the 
SO,  is  to  be  conveyed  iato  a  lead  chamber  along  with  the  other 
gas  and  converted  into  sulphuric  acid. 

Martin  (Bull.  Soc.  Chim.  xxi.  p.  47)  prescribes  making  an 
artificial  sulphide  by  smelting  1700  parts  of  gypsum,  1000  of 
ferric  oxide,  and  500  of  coal  in  a  blast-fumace ;  this  is  to  be 
burnt  like  natural  sulphides.  In  this  case  at  mogt  a  monosul- 
phide  of  iron  will  be  obtained ;  and  that  will  cost  more  than  the 
best  pyrites. 

(2)  Sulphuretted  hydrogen  from  gypsum. — Cary-Mantrand  {I.  c.) 
decomposes  a  mixture  of  gypsum  and  coal  at  a  red-beat  by  HCl 
gas,  whereby  CaGlg,  CO,  HjS,  and  S  are  formed. 

Kohsel  (Wagner's  Jahresb.  1856,  p.  57)  decomposes  gypsum 
reduced  by  coal  (that  is,  CaS)  by  carbonic  acid,  burns  the  H^S 
given  off  to  SO,,  and  conveys  the  latter  into  lead  chambers. 

3,  Sulphuric  acid  direct  from  gypsum. — Von  Seckendorff  (Wag- 
ner's Jahresb.  1855,  p.  54)  decomposes  gypsum  by  lead  chloride 
at  75"'  C.  into  CaCl,  and  PbSO^.  A  mixture  of  the  latter  salt 
(5  molecules)  with  muriatic  acid  of  33°  Tw.  (4  molecules)  at  75°  C. 


operation)  and  eolpburic  acid  (which  is  decanted  and  concentrated, 
the  diatilling  HCl  being  condensed) . 

Shanks  has  patented  SeckendorfPa  process  for  England  [Oct 
9th,  1854). 

Margueritte  (patent  of  Dec.  22,  1864)  decomposes  lead  phos* 
phate  hy  muriatic  acid;  hereby  FbCL}  and  phosphoric  acid  are 
formed ;  the  latter,  ignited  vith  gypsum,  yields  calcium  phosphate 
and  Bulphuric  anhydride.  The  calcium  phosphate  and  lead  chlo- 
ride, boiled  together,  regenerate  lead  phosphate,  along  with  CbCI^, 
which  is  worthless ;  so  that  the  muriatic  acid  is  always  lost. 

FVom  Lead  Sidphate. 
Keller  (Wagner's  Jahresb.  1859,  p.  138)  decomposes  lead  sul- 
phate, disintegrated  in  water,  by  H  ^S  into  FbS  and  Holpburic  acid ; 
by  calcining  the  FbS  it  is  reconverted  into  FbSO,.     This  is,  pro- 
perly speaking,  a  proposal  for  utilizing  sulphuretted  hydrogen. 

IV.   Utilization  of  Sulphuretted  Hydrogen  for  manufacivriag 

Sulphuric  Acid. 
To  this  category  belong  several  of  the  above-mentioned  pro- 
posals (Kuhlmann's,  Cary-Mantrand's,  Eohsel's,  Keller's,  &c.). 
But,  apart  irom  these,  nearly  all  proposals  for  making  sods  by 
sodium  sulphide,  and  several  others,  are  founded  upon  this. 
They  will  be  described  in  the  Chapter  on  that  subject,  as  they 
never  appear  as  independent  procesBcs  for  manufacturing  sulphuric 
acid  ;  here  it  will  be  sufficient  to  mention  that  none  of  them  has 
accomplished  its  purpose,  as  the  direct  combustion  of  sulphuretted 
hydrogen  yields  too  poor  a  gas. 

V.  Calcining  Pyrites  wtlh  salt. 
Kenyon  and  SwindeUs  (English  patent.  May  21st,  1872)  calcine 
the  chlorides  of  sodium  or  potassium  with  iron-  or  copper-pyrites, 
and  treat  the  gas  with  nitric  or  chromic  (t)  acid  in  high  towers,  in 
order  to  convert  the  sulphurous  into  siUphuric  acid ;  at  the  same 
time  chlorine  is  given  off.  Wagner  (Jahresb.  1874,  p.  272)  points 
out  that  in  this  process  the  sulphuric  acid  must  remain  behind  in 
alkaline  sulphates. 


ReynosOj  in  IST'S,  obtained  a  patent  for  causing  electric  sparkB 
to  pass  througli  a  compressed  and  cooled  mixture  of  sulpburoufi 
acid  and  atmospheric  air.  The  formation  of  SOg  from  a  mixture 
of  2  vols.  SO,  and  1  vol.  O  by  the  electric  spark  was  first  observed 
in  1860,  by  H.  Buff  and  A.  W.  Hofmaun  (Ann.  Chem.  Pharm. 
cxiii.  p.  129) ;  Derille  (Bull.  Soc.  Chem.  [2]  iii.  p.  366)  baa  ob- 
served that  in  the  presence  of  strong  vitriol,  vbicb  absorbs  the 
SO3,  the  whole  gaseous  mixtion  can  be  united  to  form  SOg  in 
this  way. 


CHAPTER  XIX. 
APPLICATIONS  OF  SULPHUKIC  ACID,  AND  STAnSTICS. 

The  principal  appUcatioru  of  Bolphimc  acid  are  tlie  following : — 

I.  \a.  a  more  or  less  dilute  state  (sa;fVom  144° Tw.  downwards). 
Abore  allj  for  making  snlphate  of  soda  (aaltcake)  and  muriatic 
acidj  and  therefore  ultimately  for  soda-ash,  bleaching-powdeTj  soap, 
glass,  and  innumerable  other  products.  Further,  of  superphos- 
phates and  other  artificial  manures.  (According  to  an  estimate, 
made  by  Dr.  R.  A.  Smith,  in  1876,  there  were  used  in  England 
160,000  tons  of  sulphur  for  alkali  and  100,000  tons  for  manures, 
hoth  in  the  shape  of  pyrites.)  These  two  applications  probabl; 
consume  nine  tenths  of  all  the  solphuric  acid  produced.  Purther 
applications  are : — for  preparing  sulphurous,  nitric,  phoephoric, 
hydrofluoric,  boric,  carbonic,  chromic,  oxalic,  tartaric,  citric,  acetic, 
and  stearic  acids ;  in  preparing  phosphorus,  iodine,  bromine,  the 
sulphates  of  potassium,  ammonium,  barium  {blanc  fixe),  calcium 
{jpearl  hardening) ;  especially  also  for  precipitating  baryta  or  lime 
as  sulphates  in  chemical  processes;  sulphates  of  magnesium,  alu- 
minium, iron,  sine,  copper,  mercury  (as  intermediate  stage  for 
calomel  and  corrosive  sublimate)  j  in  the  metallurgy  of  copper, 
cobalt,  nickel,  platinum,  silver;  for  cleaning  (pickling)  sheet  iron 
to  be  tinned  or  galvanized ;  for  cleaning  copper,  silver,  &;c. ;  for 
manufacturing  potassium  bichromate;  for  working  galvanic  cell% 
such  as  are  used  in  telegraphy,  in  electro-plating,  &c.;  for  giana-' 
factnring  ordinary  ether  and  the  composite  ethers ;  ioj  manu&c- 
turing  garancine ;  for  making  or  puri^^ing  manv  oi^a^ic  colouring' 
matters,  especially  in  the  oxidi^g  mixtwe  of  potassium  bichro 
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mate  and  sulphuric  acid ;  for  parchment  paper ;  f  o 
mineral  oils^  and  sometimes  coal-gas;  for  manu 
simp^  and  sugar ;  for  the  saccharification  of  com  ; 
the  alkaline  reaction  of  fermenting  liquors^  such 
effervescent  drinks ;  for  preparing  tallow  previous 
for  recovering  the  fatty  acids  from  soap-suds ;  for 
table  fibres  in  mixed  fabrics ;  generally^  in  dyeing 
tannings  as  a  chemical  reagent  in  innumerable  cas 
against  lead  poisonings  and  in  many  other  cases. 

II.  In  a  concentrated  state  (as  commercial  1 
manufacturing  the  fatty  acids  by  distillation  ;  pui 
manufacturing  pyroxyline,  nitrobenzene^  picric 
nitro-compounds  or  nitric  ethers;  for  purifying 
leum^  paraffine  oil^  and  other  mineral  oils ;  for  m; 
the  method  of  Deville  and  Debray ;  for  drying  i 
laboratory  purposes^  but  also  for  drying  chlorine 
cess  (for  this,  weaker  acid  also,  of  140°  Tw.,  can  b 
sally,  as  a  means  for  attracting  water. 

III.  In  the  most  concentrated  state  (as  real  '. 
refining  gold  and  silver,  desilvering  copper,  & 
organo-sulphonic  acids ;  dissolving  indigo ;  prepai 
compounds  and  nitric  ethers,  especially  in  mant 
glycerine. 

IV.  As  fuming  oil  of  vitriol.  For  dissolving  in 
facturing  certain  organo-sulphonic  acids  (in  the 
alizarine,  eosine,  &c.) ;  for  purifying  ozokerite ;  i 
blacking. 

According  to  Post  (Grundr.  d.  chem.  Technol.  ] 
make  of  sulphuric  acid  in  1875  amounted  to  882 
lated  as  170^  Tw.) ;  of  this.  Great  Britain  supplied 
^,  Germany  ^,  Austro-Hungary  y*^,  Belgium  y*^. 
not  mentioned  here,  produces  a  somewhat  conside 
vitriol.)  This  agrees  very  nearly  with  Lamy^s 
same  year. 

According  to   Roscoe   and   Schorlemmer    (Le 


upwards  of  16,000  tons  per  week  (including  «11  tbe  acid  used  for 
alkali  &c.). 

The  production  of  Bulphuric  acid  in  France  amounted  in  1867  to 
90,000  tons,  in  1877  to  150,000  tons  (Official  Exhibition  Report). 

Prussia  in  1874  (Wagner's  Jahresbericht,  1876,  p.  329)  pro- 
duced 41 766  tons  of  "  metallurgical  sulphuric  acid  "  (including  all 
made  from  pyrites,  not  from  brimstone)  ;  the  total  prodnction  of 
Prussia  in  1H76  (Zeitsch.  f.  d.  Chem,  Grossgew.  i.  p.  70)  amounted 
to  69,965  tons  acid  of  170°  Tw.,  in  19  factories,  with  836  men,  at 
the  value  of  j£271,860.  One  tenth  of  the  raw  material  consisted 
of  metallurgical  intermediate  products.  (This  is  only  the  acid 
made  for  sale,  and  exclusive  of  that  used  up  at  the  same  works  fur 
alkali,  manure,  &c.) 
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INSECTA  MADERENSIA :  being  an  account  of  the  Insects  of  the 

Islands  of  the  Madeiran  Gronp.  Bt  T.  YSBKOir  WoUJkSTOH,  K.A..  FJ«JS^ 
With  Coloured  Plates.    Bojal  4to,£2{2«. 

Bj  the  same  Author : — 

OOLEOPTERA  ATLANTIDUM :   being  an  enumeration  of  the 

Coleopterous  Inseots  of  the  Madeiras,  SalTages,  and  Canaries.    8to»  £I  Is. 

OOLEOPTERA  HESPERIDUM :  beinff  an  enumeration  of  the 

Coleopterous  Insects  of  the  Cape-Terde  Ardhip&go.    Sro,  10s.  64L 

OOLEOPTERA  SANCT-^HELENiE.    8vo,  with  a  Plate,  Os. 
A  MONOGRAPHIC   REVISION   AND   SYNOPSIS   OF  THE 

TRICHOPTERA  OF  THE  EUBOFEAV  FAUNA.  By  Bobxbt  McLacelah. 
F.Ii.S.  &c  Bojal  Svo.  Part  1,  e«. ;  Part  2^  8«. ;  Part  Z,U.^d.\  Part  4,  8s.  ML ; 
Part  6, 8«. ;  Part  6, 7«.  6^ ;  Part  7, 8«.  M.   Illustrated  with  Plates  by  the  Author. 

INSTRUCTIONS  FOR  THE  COLLECTION  AND  PRESERVA- 
TION OF  NBUBOPTEROUS  INSECTS.  By  Eoxkbt  McLacbx^av,  FJi.a 
6to^  sewed.  Is. 

THE  ANATOMY  AND  PHYSIOLOGY  OF  THE  BLOW-FLY 

(MvMca  vomiioriot  Linn.).  A  Monograph,  by  B.  T.  Lowm,  M.R.O.B.  lEam. 
lUustrated  with  10  Plates.    8to,  12«tfif. 

ELEMENTS   OF  ENTOMOLOGY :   an  OutUne  of  the  Natural 

HistoTy  and  Classification  of  British  Insects,  ^y  Wm.  8.  Dallas,  F.IhS.  Post 
8to,  8s.  M. 

THE  WORLD  OF  INSECTS ;  a  guide  to  its  wonders.  By  J.  W. 
Douglas.    12mo,  sewed,  Za.  6d, 

THE  INSECT  HUNTERS,  and  other  Poems.    Bv  Edwabd  New- 

MAir,  F.L.S.  fro.    Second  Edition.    Fop.  8to,  eloth,  3s.  9di 

FARM  INSECTS  :  being  the  Natural  Histoiy  and  Economy'of  the 

Insects  Ii^urious  to  the  Field  Crops  of  Great  Britain  and  Ireland,  and  also  those 
which  infest  Bams  and  Granaries,  with  suggestions  for  their  destruction.  By 
JoHV  Curtis,  FXJS.  lUustrated  with  numerous  engraTings.  ASecondr"*" 
in  preparation. 

JOHN  VAN  VOOBST,  1  PATERNOSTER  ROW. 


SOOKS  PVSLISBED  BY  MB.  FAN  VOOSST.  » 

ON  THE  VARIATION  OF  SPECIES,  with  eapeciftl  reference  to 

tbe  IntncU:  rallmrcd  br >n  inqDirr  into  the  utan  of&enen.    Bjl.  VBaxoK 
WoIXtilOV,  M.A.,  F.lT.B.     lot  Svo,  6i. 

ON  A  TRUE  PARTHENOGENESIS  IN  MOTHS  AND  BEES : 

HiUoTT  of  Beprodaotion  in  Aninula.    l>j  C*hl  T.  £.  VOH 
id  bj  W,  B.  Dalub,  F.L.B.  &11.    Sto,  Dloth,  Bt. 


THE  ENTOMOLOGISTS'  ANNUAL,  1865  to  1874.     Edited  bj 

H.  T.  Staihtor,  F.B.H.     CompriiiDK  NoticH  of  the  N«v  Britiih  InHoM  do. 
tpvtad  in  fi«oh  jeoTi  with  othu  origib&l  p^en.     Fcp.  etD<  Bewed,  2r.  6J.  e«oh' 

THE  ENTOMOLOGISTS'  MONTHLY  MAGAZINE:  conducted 

br  J.  W.  DouQLU,  B.  HoLaobxim.  F.L.S.,  S.  0.  Bts,  F.Z.B.,  ud  H.  T. 
BiAiirrOH,  F^B.a.    OnttacBrttiireTciT''ionth,nrioeM. 
Tha  lUh  Tolams  ma  rxupMsd  in  Mbj  1s;s,    Sto,  cJot^  7i. 


MANUAL  OF  BRITISH    BOTANY,    contaMiiK  the  Flowering 

Fluiti  And  FflFfiAt  UTUkgtd  Huarduu  to  the  N«tar&]  OrderL    B^  PrDfeaaor 

ChabIiEB  Cabdalb  Bahiuqtoh,  UX.  F.B.B.,  &d.  Sflnmtli  Ediiian,  nTiHd 
thnogliaat.  12mo,  doth,  lOt.  Oi^ ;  tbin-pfipcr  oo^ivt.  In  limp  leMher  bindluf 
[for  tfis  pogket),  Un 

BRITISH  WILD  FLOWERS.  Uluatrated  br  John  B.  Sowbkbt. 
DHoribtd.  witb  u  Intn  ~  .     -  . 

180  ntw  aiure*,  oomph 
Baltbb,  Tl.B..  F.fi.f   . 
Joan  £■  aowEBBT.    Lw^  Si 

AN  ILLUSTRATED  KEY  TO  THE  NATtlRAL  ORDERS  OF 

BRITISH  WILD  PLOWEBS.  Bf  JOKK  R  SOWEBBT.  Witb  ft  Pluto,  son- 
tuning  113  Ooloored  FlgursA.    8tO|  7f.  &f. 

BRITISH    POISONOUS    PLANTS.     Illurtrftted    bj    John    E, 

BoiTEBBT.  Deanibcdbj  CHAaLKE  JOBiiBos,BDt«u»l  Imtarer  M  anT'aH:<i*- 
plt>li  ind  0.  PIESPOIKT  JoBHSOH.  Bcoond  Edition.  DDDUiDing  tha  piindpal 
FoiKHKiiu  Fui«L     F»l  Sta  with  33  Oolouied  Plites  fl*.  6d. 

FERNS  OF  THE  BRITISH  ISLES.    Deacribed  and  Photographed 

tv  Bt,  C.  With  90  Flntei.  giving  ptaotognpbi  of  all  the  Bpesiea.  Woodonti 
■bowing  tha  FmotifloMiDD,  uid  An  lllOAtjAled  OIobvut  of  Tenu.    Sto,  lOt.  td. 

NEWMAN'S  BRITISH  FERNS,  compriaing  under  each  species 
direlUIj  Acvonte  PfKores.  detailAd  D««riptiDiiA,  u  unple  Idst  of  Loniitie*, 
uid  uinuta  butnuXioiii  for  Coltiratdng.    Demy  Sto,  IBt.    SmiiU  EdltloD,  Fap. 


JOHN  VJN  rOOBST.  J  PATERNOSTER  BOW. 
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THE  BRITISH  FERNS  AT  ONE  VIEW.     By  Bkrthou)  Sk»- 

MANH,  Ph.D.,  F.L.B.  Folding  Sheet  with  deeonptiou  of  the  Orden,  Tribet, 
and  Qenen,  and  a  CoUmred  Figure  of  a  portion  of  eadi  Speeiea.    6to,  doth,  i§. 

MANUAL  OF  THE  BRITISH   MARINE   ALG^    containing^ 

G«nerio  and  Speoiflo  Deeeriptiona  of  all  the  known  Biitiah  Bpeoiea  of  Sea- 
weeds, with  Plates  to  ilhutrate  all  the  Oenera.  By  ProfeMor  W.  H.  Kasvkt. 
Bto,  £1  I«.    Coloured  Copies,  £1  lU.  ed, 

AN  ELEMENTARY   COURSE    OF   BOTANY:    Structubal, 

Pmysiolooical,  AMD  RvBTRMATic.  Bt  ProfeasoT  Arthtb  Hektrbt,  F.B^ 
F.L.8.,  fro.  Illnatrated  bj  upwards  of  000  Woodcata.  Third  Edition,  br  Max- 
WKI.L  T.  MA8TEB8,  M.D.,  F.B.S^  F.L.S.,  &c..  Examiner  in  Botany  to  the  Uai- 
▼ersitj  of  London.    Post  Srot  16s. 

RUDIMENTS    OF   BOTANY.      A  Familiar  Introduction  to  the 

study  of  Plants.  By  PROFBsaoB  HEifFBBT.  With  IlhutratiTe  Woodonls. 
Second  Edition,  fq>.  Sro,  3«.  6d. 

A  SET   OF  SIX  COLOURED  DIAGRAMS:   for  Schoola  and 

Leotures.    By  Profeseor  Hjbxfiuey.    16s. 

VEGETATION  OF  EUROPE,  ITS  CONDITIONS  AND  CAUSE& 

By  Professor  Kestslky.    Fop.  Sto^  6«. 

WEEDS  AND  WILD  FLOWERS.    By  Lady  Wilkikson.    Poet 

8to.  with  Coloured  Engraringa  and  Woodouta,  10s.  64. 

WALKS   AFTER   WILD    FLOWERS;    or  the  Botany  of  the 

Bohereens.    By  Bicbabd  Dowdkk.    Fop.  8to,  4s.  6dL 

THE  BRITISH  RUBI ;  an  attempt  to  discriminate  the  Species  of 

Bvbut  known  to  inhabit  the  Britiah  lalea.  By  Professor  BABUfOTOX.  Fop. 
8to,6s. 

FLORA  OF  EASTBOURNE  j  being  an  Introduction  to  the  Flower- 
ing Plant*,  Foms,  &c.  of  the  Cuckmere  District.  Bast  Buasex.  By  F.  C  8. 
RoPKR,  F.L.8.,  F.O.S.,  &c..  President  of  the  Bastbovme  Ifataral  Histoty 
Society.    Post  8yo.  with  a  Map,  4s.  M. 

FLORA  OF  SURREY:  or,  A  Catalogue  of  the  Flowering  Planta 

and  Ferns  found  in  the  County,  with  the  Localities  of  the  rarer  Speoies,  from 
the  MSB.  of  the  late  J.  D.  Baxmov,  F.L.S..  and  from  other  Sonroea.  ObrnpOed 
by  J.  A.  Breweb.    Fop.  8vo,  with  2  Maps,  U.  6dL 

CONTRIBUTIONS  TOWARDS  A  CYBELE  HTBERNICA.     By 

Datid  Moobg,  Ph.D.,  ftc,  and  A,.  Q.  More,  FXJS.    Poet  Bro,  10s.  6d. 

FLORA    OF  CAMBRIDGESHIRE;    or,  A  Catalogue  of  Plants 

found  in  the  County  of  Cambridge,  with  Beferences  to  former  Cataloguea,  and 
the  Localities  of  the  Rarer  Species.  By  C.  C.  Babikotov,  M.A.,  F.B.9.,  F.L.B., 
&0.    12mo,  with  a  Map,  7<. 

JOHN  VAN  VOORST,  1  PATERNOSTER  ROW. 
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FLORA  CAPENSIS ;  beinr  a  Systemafio  DeecriptioD  of  the  PUnta 
of  ths  Cipe  Colon;,  C&Bnrii,  ud  Fort  NUal.    B;  Pnteuor  Habtey  ud  Dr. 


3,    oij  . 

brief  Dm 

!j-H«l«- 

or  of  BotiDf  in  the  Vnitenity  of  Di 


' 'inbliii,  uid  fi# 


REFUGIUM   BOTANICUM;    or,   Figprea  imd   Description 

byWTWlL93»S.l.I.DERS.F.H-t ,._„. 

EACH,  ProfMBor  of  Botinj  uid  Diroolor  of  tbe  Bonnio  I „,  .  . 

6.  hMtHB.  F.Ii.S.,  Auinuit  CnrUor  of  Kew  Herbu^iun,  uid  other  Botaniita. 
The  PlUei  bj  W.  H.  Fitch.  Vols.  I,  III,,  ft  V„  £1  &t.  c^  hiJf-hoiuiiL 
ToL  II.  Porte  1  ft  a,  ud  YoL  T.  Put  1,  7>,  M.  auh,  Hved. 

ICONES  PLANTARTTM  INDI.^  ORIENTAUS ;  or,  Plates  and 

DawriMioiu  of  Mew  Hnd  Rue  Pluth  ehieai  bum  Sonthera  Indik  Bf  M^or 
B.  H.  Bbddohe.  OfflciUing  CooHrrator  of  Foreeta  (Iladna).  Fuii  1  to  IS, 
roTal  4ta,  Hwed,  <a.  U.  nach. 

THE  FERNS  OF  SOUTHERN  INDIA,  beinp  DegcnptioiM  and 

FUtei  of  the  Feme  of  the  UiMlrH  Preiidencr.    Br  Cmtain  B.  H.  BSDDaHB, 

Oficiatiim  CoDeerritor  of  Foreeti.    Dem;  41o,  Hwed.    Puts  1  toSO,  fCIOi. 

FERNS    OF   BRITISH   INDIA.     By  Captain  Beddome.     4to, 

Toll.  L  ft  II.,  £«  eKh,ud  3  PuU,  at.  ed.«wh,-^CFPLEUEKT  Co  the  eune. 
£1. 

NEREIS  BOREALI-AMERICANA ;  or,  Oontributiona  towards  a 
HietOTT  of  the  M arine  Aln  of  tbe  Atlutio  ud  FkiBo  Coute  of  Korth  AmBrin. 
Br  Pmfeaw>r  Hahtei-.    £ojal4to,  with60Coloaredflitei,£3. 

INDEX  GENERXBI  ALGARUM;  or,  A  Syatematic  Catalofrue  of 

the  Smen  of  AlgB,  Ktrine  ssd  Freehiriter :  irith  an  Alphabetiiiia  Stj  to  all 
the  Nuuei  ud  Hjnoayms.    B;  Profeisor  HlBVEr.    Bio.  sewed.  It.  6d. 

MTCOLOGICAL  ILLUSTRATIONS.    BeinR  Figures  and  Descrip- 

tjoni  oF  New  ud  Bare  Symrnomja-loat  Fnori.  Edited  br  W.  WlLSoH  Sauk- 
DBBS.  F.LS.,  and  WOBTHISOIOK  G.  Bmitb.  F.L.8.  :  uHiMed  hj  A.  W.  Bem- 
KETT,l[.A,F.L.a.    Panel  k3.  nipec-roTalBTo,  Hwed,!t)(.  U.eaob. 

PRINCIPLES  OF  THE  ANATOMY  AND  PHYSIOLOGY  OP 

THE  TEOETABI^  CELL.  Bt  Hiiao  Von  Uohl.  Trandatad.  with  Uia 
Autfaor'i  penoieDon,  b;  Abthub  Heuthky,  F.K^  ftc  gro,  with  u  Illnatr*- 
Utb  Plate  aod  niuneroai  WoodoaK,  7i.  ed. 

jojiy  r.i^  vooBBT,  i  patebnostes  bow. 
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OEOLOGY  Am)  MIirESALOOY. 
mSTORY  OF  BMTISH  FOSSIL  MAMMALS  AND  BIRDS. 

By  Profenor  Owen.  This  Tolnme  U  dencned  u  a  oomjnnioii  to  tii»t  by  Pro- 
feMor  Bell  on  Uie  Beoent  Mammalia,  *  Britiah  Quadrupeds  and  Catacaa/ 
8to,  with  a)7  niusfcrations,  Bl  \U.  6<(. 

THESAURUS  SILURIOUS.    The  Flora  and  Fauna  of  the  Saurian 

Period,  with  Addenda  (from  recent  aoquisitions).  Bj  JoHK  J.  BlOSBT,  ltS>^ 
F.O.S.,  &o.    4to,  boards,  18«. 

B  J  the  same  Aathor : — 

THESALTIUS  DEVONICO-CARBONIFERUS.     The  Flora  and 

Fanna  of  the  Devonian  and  Carboniferons  Periods.  The  G«nera  and  Species 
arranired  in  Tabular  Form, showing  their  Horisons,  Beourrenoes,  IiOcaUtiefl,aDd 
other  fiftcts ;  with  large  Addenda  from  recent  aoquisitiansL    4to,  boaids,  £1  16f . 

FIGURES  OF  CIIARACTERISTIO  BRITISn  FOSSILS ;  with 

Explanations  of  the  Plates  and  DescriptiTe  Bemarka.  Bj  Wiixiajc  Hellxsb 
Baily,  F.L.8.,  F.G.S.,  M.B.LA.,  Acting  Palvontolocist  to  the  G^ologioal 
Surrey  of  Ireland,  fee.  YoL  I. — Palasoaoic,  with  43  lithographic  Plates^  con- 
taining over  700  Figores  and  •erend  WoodcatSi  Sto^  £1  Is.  plain;  £2 
colound. 

THE  YORKSIHRE  UAS.    By  R.  Tatb,  A.L.S..  F.G.S.,  and  J.  F. 

Blakr.  M.A.,  F.a.&  Illustrated  bj  Woodcuts,  19  Lithographed  Plates  of 
Fossils,  and  a  large  Geologically  Coloured  Map.    8to,  £1  8«. 

ELEMENTARY   COURSE    OF   GEOLOGY,   MINERALOGY, 

AND  PHYSICAL  OEOGKAPHr.  By  David T.  Akbtkd,  MJl,  F.R.8.,  F.O.B.. 
&0.,  Consulting  Mining  Engineer.  Second  Edition.  Be-issue,  with  important 
Kotes  and  Additions,  post  8to,  with  many  Illustrations,  12s. 

THE  ANCIENT  WORLD.    By  Professor  Anstbd.    Second  Edi- 
tion, post  8to,  with  149  Illustrations,  10*.  M.. 

GOLD-SEEKER'S  MANUAL.     By  Professor  Aottbd.    Fcp.  8vo. 

SS.6J. 

GEOLOGIST'S  TEXT-BOOK.    Chiefly  intended  as  a  Book  of  Re- 
ference for  the  Geological  Student.    By  Professor  AirsTXD.    Fcp.  8to,  8s.  <Sd. 

A  GEOLOGICAL  INQUIRY   RESPECTING  THE   WATER- 

BEABIKa  STRATA  OF  THE  COUNTBY  AROUND  LONDON,  with  Befnp. 
enoe  especially  to  the  Water  Supply  of  the  Metropolis ;  and  including  some 
Remarks  on  Springs.  By  JoskPH  PBEiSTWlCH,  F.R.S.,  F.a.S.,  fcc  Sro,  with 
a  Map  and  WoodcuU,  8*.  64. 

THE    GROUND   BENEATH   US.      Its  Geological  Phases  and 

Changes,  being  three  Lectures  on  the  Oeology  of  Clapham  and  die  neighbour- 
hood of  London  generally.  By  J.  Pbebtwich,  F.R.S.  &o.  8vo,  sewed,  with 
2  Plates,  S«.  6J. 

JOHN  VAN  VOOBST,  1  PATEBNOSTEB  BOW. 
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LECTUKE  ON  THE  ANnQUTTY  OF  MAN,  lUustrated  by  the 

Contenta  of  Obth  wid  Balica  of  ths  Caie-Folk.  Bj  Trotemiyr  T.  RcFEBT 
JOHKB,  F.B^,  F.O.B.,  ko.  era.  med.  irilb  foldiog  B>ie«t  of  Boetiaiu  u4 
Itlnitntioiu,  1>. 

QEOLOGT.    By  Protesaor  John  Mobbib,  F.G.S.  &c.,  and  Professor 

T.  Bdpebt  Jokkb,  F.G.B.  ftc.    Fint  BeriH.     Hsidi  of  Leotnni  oa  Owtlogr 

uid  Miii«nlo|7  in  Hreral  Couths,    Fop.  6Ta»  3«.  Ocf. 


EXPERIMENTAI-  RESEARCHES  IN  PURE,  APPLIED,  AND 

PHYBICAL  OHKHISIBT.     '^''  " *"■  "    ."■—.. — -   ««» 

F.B.B.,  ProfHiarofOtitmubji 


OHBSnOTHY.     Bj  E.  Fumum,  Ph.D.  (ICwbnig),  D.aL.. 
inlheBoT^SelicKilaf  Minai.kg.    iBoosUiiA 


a.  Sto,  CI  III.  M. 


Second  Edilion.    Tot.  II.  <OlS»>l°>.  >•- 

CHEUI3TRY:   OenenL  Medical,  and  Pharmacenticol 

Uia  OliBmiitry  of  th«  Brilmh  PbunuopaU.     Bf  JOHir  Att   .  __. , 

F.O.S^  pToCgmr  of  PrutJail  Chemiibj  Is  tlw  Fburmiioential  Bodetr  of  Omt 
BhUin.ln.    BinhEdiUoD.    Illiutnted.    PoKStd,  Ifii. 

THE  LABOB  ATORY  GUIDE :  A  Manual  of  Practical  Chonustry  for 
Oalleitci  ud  Bobooli.    Spwi^T  ■rrugsd  for  Agrisnltiml  Btndeatt.    BjA.  H. 

^ u.    ■a-.t — St  of  ChemiitiT  in  the  A»rieulBu»l  Oollnra,  OirmoartM, 

I).    «*.&*. 

A  MANUAL  OF  INORGANIC  CHEMISTRY ;  Arranged  to  fari- 

Utate  the  EiperimeBUi  DemoDBtntion  of  the  Facte  end  Prinoiplea  of  Ihe 
Bdence.  Bt TrofiiHon  O.  W.  Eliot  and  F.  H.  Stobbb,  of  the  ICegnchDieBB 
Inalilnte  of  lechnalog;.    Becood  Edition  (Serieed).    Orown  Sto,  lOt.  U. 

ELEMENTS    OF    HEAt    AND    OF   NON-METALUC    CHE- 

UiaTBY.  Bt  Fredebice  GtrTHBU,  B.A.,  Ph.D..  lU.,  Isle  Proleieor  of  Cht- 
miitrr  end  FhjBice.  BothI  CoUFgi>.  Mmiritiiia.  Intended  for  the  ue  of  Cu- 
didatei  for  the  UstricnbtioD  Pa«  Eiami  nation  of  the  duTonitr  of  Loadon. 

JOBS  VA2f  VOORST,  1  PATERS08TES  BOW. 
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THE  MECHANICAL  THEORY  OF  HEAT,  with  its  AppJiddoM 

toth>8Uui-Bngi»iDdKiU»Fbjiia>l  PrapaitiM  of  BudiM.  Bj  B.  Oi-id>iu>. 
pTDffHurofPhjiiaiiiUieUmTiinitjofZnncita.  Bdiled  brT.  ABCHXafiUHT. 
F.IL8„  Frofswr  oT  llabsmatica  in  CninniCr  OoUtcc  XodoB.    Sm,  dMh, 

HANDBOOK  OP  CHEMICAL  MANIPULATION.    By  C.  Gbk- 

riLLI  WTt.ulNl.  Ut«  Friadpd  AaMut  in  the  IdbontortM  oT  Iha  Uunr- 
Btin  of  Edinbnixb  ■»!  Ok^ow.     ?iMt  Sto,  with  Terr  DnmcnHH  Wogdia 


DISCURSIVE  CHEMICAL  NOTES  IN  RHYME.    By  the  Author 

arUw'Clwmu^B<Ti«ii,'aB.    Pwt  I.  Tha  NoB-lleUllka.    6amrA,it. 


lacRoecoFY. 


Bf  J.  W.  Qbitfitb.  ICJ),  kc,  uil  Pro&aor  HiwrBai.  TMrd  Bdjtioa. 
Edited  br  Or.  QBirriTB  ind  Prq&Moc  Habtii'  DuKOAir,  H.B.  Load..  F.ILB., 
fco.,  UBitnl  bj  Cho  BsT.  M.  J.  ^EREIUJIT,  MA.,  kikd  PrgCiwir  T.  Rufebt 
JOHKa.  F,B.e.  BT0,iilath,inth43HawljEiir»ndFJit<aud[iaUTWaoi)iinlL 
a  ia>,  M. 

AN   ELEMENTARY  TEXT-BOOK  OF  THE  MICROSCOPE. 

Ibolitdiu  4  dcaoription  of  the  Method*  of  FreiMriiif  ukd  Homitii^  Obie«ta  kr., 
bj  Dr.  lAlFrita,  with  13  OoJonnd  PlUei,  noDtaiiuiig  UL  Wifitrm.    Foat  6id, 

MICROSCOPIC  OBJECTS  FIGURED  AND  DESCRIBED.      By 

Joed  H.  UtKrin,  Bon.  Ben.  to  Ibe  UaidMona  ksd  If  id-Kent  Nuwd  HiMo^ 

Booirt;.    B?o,(ilath.  IM  lUuilntioD^  lu. 

A   TREATISE    ON   THE    CONSTRUCTION,  PROPER    USE, 

AMD  CAFABILITIBS  OP  SMITH.  BECK,  AKD  BBCE'S  ACHBOHATIO 
HIOBOSCOPE.  Bf  BiCHiSD  Beck.  BojsI  Sto,  with  BomenHu  Dlutntioui, 
£1  U. 

JOS.V  VJy  VOOBST,  1  PATESNOSTES  BOW. 


BOOKS  PUBLISBED  SY  MB.  VAN  V00B8T. 


LOCAL  AKD  OENEEAL  BATUBAL  EI8T0KT,  ftc. 


THE   NATURAL   HISTORY  AND   ANTIQUITIES  OF  SEL- 

BORHE,  inths  CoDntf  of  Banthmptan.  Bribe  Uts  Rsr.  OiLBIKT  WhiTI, 
fomwrlT  Fellsv  ol  Oriel  CoIIhb-  dxTord.  Bdit«d  b*  Thohib  Bei.l,  F.R.B., 
V.L.a,  F.O^  hi.,  ProffHor  DrZoolagr  in  Eing'i  Oollcge,  London.  Witb  gteel 
PUt«  ud  other  nimtomtJoiM.  a  Vol«.,  demj  Sro,  C!  II..  M.  A  fct  m^M  bin 
l>«ai  pruikfld  on  lufflr  paper,  ny*l  Sio,  witb  the  Platei  on  IndU  paper,  £3  St. 


p.  Bra,  with  H  iUmlnSaiu,  X 

NATURAL  HISTORY  OF  THE  COUNTY  OF  STAFFORD; 

DOmprlrinE  id  Osaloc]'.  Zoaliw.  BsUnr,  ind  UeteDroloRT  i  tleo  iU  AnCiqiutiee> 
Topogruby.  lluiufiuituFei.  Si.  Bj  Robert  atBKBB.  F.L.S.  With  i  liea- 
lagicml  Mip  BDd  otbET  lUiutruiou.    era,  ititb  ■  BuppIemeBt,  IIV.    frioe  of  thB 


THE  CANADIAN  NATURALIST.      By  P.  H.  Gobbb,  F.R.a 


GATHERINGS   OF   A    NATURALIST  IN   AUSTRALASIA; 

tMinf  Obicmtioiu  prinoipkl] J  on  tbe  *"■"*■'  Ubd  Tsntable  ProdDCtioiiB  of 
Ke>  South  Wilei,  Kew  Zeslind.  cad  toae  at  the  Anitr^IiliBdi.  Br  OKOBes 
Bmhhett,  K.S.,  7.L.S„  F.Z.S.    Bra,  wilb  9  CalDumd  PktM  ud  H  Voodonla, 


V  A.  E.  Knox,  M.A.,  F.L.S.,  &c, 
LETTERS  HOME,  FROM  SPAIN,  ALGERIA,  AND  BRAZIL, 

during  uM  BnComoloclal  Buublee.     Bj  llis  Bo*.  Eud^et  Olisk,  ICA., 
?,L,B.    Witb  E  Cbrom^thiiRniphiri  Plata*.    Bra,  olotb.  T<-  M. 

NATURAL  HISTORY  OF  TUTBURY.    By  Sir  Oswald  Moslbt, 

D....    n  !■  T     D I  o     1, ,L.,  ^y,  (I,,  ir„„„  „^  irior*  of  the  iliMrict  mr- 

>D-TTeBt,b7BiiiniiBKOini.  Witb  u  Appndii. 


PRODHOMUS  FAUN.*  ZEYLANIU.^,  bein^  Oontributioni  to 

the  Zooloer  of  CbjIod.    B;  E.  P.  Eelaibt,  IC.D.  Bdiu.,  F.L.9.,  7.2,8.,  Btaff- 
SsiieoB,  Cerlon.    Sro.  Ida.  M. 

JOfllf  Fan  VOOBST,  1  PATEBXOSTER  ROW. 


SOOS.B  PUBLI8BED  BY  MS.  FJlt  rOOBST. 


ESSAYS  AND  OBSERVATIONS  ON  NATUKAL  HISTORY, 

AViTOKY.  PHYSIOLOST.  PSTCHOIiOOT,  AND  OBOLOOT.  Bj  loa 
HunTia.  F^B.  Beinc  tiU  Foilliiuiiaiu  Fifnin  oa  Uwca  Hdrisati,  ■mwad 
ud  niiwd.  with  SaUm.  by  Pnfiaar  SiCHlBD  Owm,  F.B.B..  D.CI»b. 

SVoU.Sn,£l  Ilf,  U. 

ANATOMICAL  MANIPULATION;  or.  The  Methods  of  pursuing 

Fnc^oAl  InTfMtintiou  In  CompftntiTfl  ApAtomr  «)d  Phjviolo^.  A1k>  *■ 
Introdtutiini  to  tha  0h  of  tha  HicroHopg.  ko.  Br  Altbrs  Tulk,  lIJt.C.8.. 
H.B.B.,  ud  ABtHVB  HZHrBII,  FJ..B.,  M.ltUwS.  With  mutntin  Di*- 
fzmziu.    Fop>  8to»  Vf  > 

FIRST  STEPS  TO  ANATOMY.    By  Jambs  h.  Dbumkond,  M.D., 

PrDftMorot  ABUoBTud  FhTnolaariB  tl»  B«l&«  Bonl  InMitBtiaB.  With 
U  llliwtntin  FMn.    ISiiui,  b. 

GENERAL  OUTLINE  OF  THE  OHGANIZATION   OF  THE 

AKlHUi  KINGDOM,  AND  MANtfAL  OF  COKFABATITK  AlfATOlTT. 
B]r  T.  BmiB  Joura,  F.S.8.,  PrafiwaT  of  CompuUiTc  Autouj  in  Kinf'a 
Oolites,  LoBdon.  Uta  Fullenu  Frofnaor  of  PhTnolon-  (o  tha  Eonl  InditntKa 

..r  A^_*  D^,^:..     fc-     ■--         — *!.   -oJ;-^ ^11_!. ,_F\._  -^.    >M_.? ■ =.   . 


riu  Frofnaor  of  PhTnolon  (o  tJ 
Fourth  Edilioii,  illnMntcdV  01 


NATURAL  HISTOBT  OF  ANIMALS;  being  the  Substance  of 

Thne  CiHirHa  oT  Lntonia  dahTand  baTora  tha  BorU  Inttitatiaii  of  Oraat 
Brituk.  Bt  T.  Bn»B  JoHsa.  F.B.B.,  Profamr  of  ZooJoar  in  KiaE*!  OoUcn. 
LoodoD.    FoatBnj.    ToLL  with  IW  lUuDUioiu;  ToLU.  nth  iainiBi&- 


0BSERVATI0N8  IN  METEOROLOGY :  lelAting  to  Temi 

tha  Windi,  Almoaphario  Preann,  Uie  AqDcooa  Phenoowu  of  tha  ' ' 
Wanthar  ChaBM.  ftc.     B7  tha  B«.  CsoTABS  Jmtma,  U.A., 


_. ,  — , — ^mperature, 

Windi,  Almoaphario  Tmmt,  tbe  Aqoeou  Phanoowu  of  U>*  AfaBonhtn, 
-"-—  ChaBM.  ftc.     B7  tha  Rn.  LaoxtBH  litrna,  U.A.,  r.h.B.,  In. 


A  MANUAL  OF  NATURAL  HISTORY,  for  the  Use  of  Trayel- 
Im;  beiu  a  Dmnptioii  of  tha  Funiliu  of  tha  Animal  isd  Y»atabla  Kj^ 
doma  i  with  Bamuki  on  the  Praotical  Btudj  of  Oeoltwj  and  Mcttoti^tfj.  to 
vhioh  are  »pandad.  IhratrtiDnB  tor  CoUaotiiw  and  Praacnibr.  Bj  ABtHlTa 
Asaua.  If.B.C.B,,  Wii.  Bilfoub  Baikib.^.D.,  aod  Cbablis  Bubo>. 
CdisIdi  oTcha  BoTil  Uusiim  at  Haalar.    PoatBio.  ISt. 

JOHlf  VAN  VOORST,  1  PATEBISOSTEB  SOW, 


BOOKS  PUBLISBSD  ST  MS.  FAN  FOOBBT.  17 

HUMBLE  CREATURES  (Part  I.)  ;  THE  EARTHWORM  AND 

COMMOIT  flOUSBPLY,  In  Eiiht  Lttten.  Bt  JuIBS  BmuBLSOlt,  Huted 
bj  J.  Bbaitoh  HicEB,  U.ti.  Load..  F.L.a.  Willi  MincauipiD  lUutntiaM 
bf  ths  AnChoiB.    BeinndBditiaii.    Poit  810,  a>.  M. 

HUMBLE  CREATURES  (Part  II.)  :    THE  HONEY-BEE;  Ua 

Nstonl  Hiitorj,  HtbiU.  Aniiomr.  lod  Xuavtmfttml  BeutiH.  Willi  B  Tiotcd 
lUiutntiTB  f  lUaa.     Bj  JAKU  BAJtDXuov,  •Hut«d  by  I>t.  Hiou.    Pod 


ILLUSTRATIONS  OF  INSTINCT,  deduced  from  the  HnUta  of 

British  Asinuti.    Br  Jonnsm  CavcB,  7.L,B..  Ifembcr  of  tha  Bojal  G»- 
[ogLsml  Budelj'  lud  of  the  BajtX  Iiutitation  of  Comw^  ko.    Salt  Btd.  b.  U. 


THE  PHILOSOPHY  OF  EVOLUTION  (an  Aotonian  Prize  Essay). 

SB.  THOKraoH  IiOWBH.  M.R.O.a.,  F.LB.,  Lvctnnr  on  PhjiiologT  «  »• 
ddl»«  Hupital  Mndial  Bobool.  &0.    PoASro.olotb,  vi(haPl>tM,&i.U 


ON  PARTHENOGENESIS  ;  or,  the  SuccossiTe  Production  of  Pro- 

creiHaif  Indiridiull  from  (  Bin|;la  Othih.    A  DiKonno  ddiTerod  ■!  tba  KoTsl 
College  of  BnrgHu  of  EngluLd.    Bt  Bichabd  Oiteh,  F.B.B.  ko.    S».  Ii. 


n^wli  "ul  BcptilH,  ud  Vunll't  Biid*  nd  Fl 

3  ZOOLOGICAL  RECORD  (in  continuation  of  the  Record  of 

Zoolo)piiBl  Tjltrmtan).  Edited  b^  Edwikd  Oiu>will  Btk,  F.Z.S,.  Libn- 
riui  to  ths  Ronl  OsogTuibioal  BooittT.  S>o,  olotb,  £1  lOi.  euh  iDDiial  Tolniiu. 
Tbe  Beoord  olXoolofirml  Litentnn  aammmocd  with  the  jat  ISM- 


LOOT  OF  INDU  it  told  MpuUalT,  prioa  ISl 
Otber  Worka  on  BtlinoloKr.  '•T  Dr.  I^thim  ;— 

NATURAL  HISTORY  OF  THE  VARIETIES  OF  MAN.    8to, 

Ulutnlvl.  £1 U. 

ETHNOLOGY  OP  EUROPE.    Fcp.  8to,  S». 

ETHNOLOGY  OF  THE  BRITISH  ISLANDS.    Fcp.  8vo,  5». 


MAN  AMD  HIS  MIGRATIONS.    Fcp.  8to,  6». 

jomr  VAN  roossT,  i  patbbsobteb  bow. 


18  BOOKS  FVELISSED  SY  MB.  VAN  VOOBBT. 

MEMOm   OF   THE    REV.    J.    S.    HENSLOW,    M,A.,  P.L.S., 

P.6.B.,  F.C.P.B.,  Buctoi  df  Hitdum,  ud  pFofaoor  of  BotuT  is  tha  DBinrcIn 
ot  Cubridn.  Bt  tilt  Sxr.  I^ioHUU)  jKItinil.  UA.,  "■«,  V.Q&,  F.C.P.B. 
Foit  tra.  vith  ■  PtaolDgT^ihlis  Pottnil,  It.  ti. 

A  LIFE  OF  UNN^dlUS.     By  Miaa  BBiaarwaj.,  of  Norwich. 


EdtUd  br  J.  £.  Hurras,  F.lS.,  F.Z.B., 

ABCHITXCTTTKE,  VIKE  AKT,  Ac 


MANUAL  OF  GOTHIC  MOLDINGS.     A  Pmclioal  Treatiio  on 

that  tttrmmtioBM,  gndiul  d«TBlDpn«nt,  combLiHtioDa,  tad  *«rietic* ;  with  Aill 
diranboiu  for  atpjiag  Cham  Bad  for  datflrmiiuDa  tkwr  Amttm.    IhaatnUfd  bj 
enmpjH.    Br  F.  A.  F.1LET,  uX    With  niiii>«raiu  tddiliou 
«bj  W.M.FAwcm,  11.1.    Fourth  Xditiis,  T*.  eA 


MANUAL  OF  GOTHIC  ABCHITECTUEK    By  F.  A.  Pai-et, 

ILA.    With  ■  Ml  AoMunt  of  Maziumnit^  Bnwi  mud  Boolniutiod  Ccataiie. 
Bop.  8k),  with  IQ  lUsnntiou,  Of.  M. 

TEEATISE   ON  THE  RISE    AND    PR0GBE8S    OF   DECO- 


SERIES    OF    ILLUSTRATIONS    OF    THE   WINDOW  TRA- 

CEET  OB  THE  DBCORATBD  BTSLE  OB  ECCLESUartOAI,  ARCHI- 
TBCrUKB.     EdlUd,  Hitb  ficKiiptuiDi,  bj  llr.  BsiBFK.    M  ^pvi^t  «■ 

BAPTISMAL  FONTS.    A  Series  of  126  Engra-rinffe,  examples  of 

tho  diffonnt  pcriodi,  KmDpuied  with  DeHsriptioi».    WiQi  u  InliodQetorr 
GHtf  t^  F.  A.  Falsi,  MX.  HoBonr;  Bemttrj  of  th*  CuibridKii  CWsid^ 


JOBN  VAN  VOOBBT,  1  FAlSByOSTEB  BOW. 


BOOKS  PXTBLIBBED  BY  UB.  VAN  VOOBBT.  19 

INSTRUMENTA  ECCLESIASTIC  A.    A  Seriw  of  Working  De- 

lifBM,  enKriTHi  on  73  FLstei,  for  lh<  FnrnitnR.  Fittinn,  ud  Deoantianj  af 
Oimrohu  end  Ch«>r  Pndncta.  Edited  by  the  Eodino^Eitl.  Ut«  Chmbriclcs 
Oumdeii  SodeCr.  4ta.  £1  lit.  M.—'Fiic  Becord  Berixb  contaiiu  b  0«BeteiT 
Oh^wl.  with  Biti-houM  ud  HMewaj  Tower— A  Wooden  Choroh— A  ChiMl 
aofaool— Bobonli  ud  Sahool-houM— i  TUli^e  Ho^iiUl— An  Irou  Cliiirc)i— And 
ScBau  tor  Fiuunl  iSttiiui,  for  Timber  Bel&i«,  imd  tot  >  miaCT  of  ITorkl 
In  H^  Wood,  ud  BtoB*.    FriossIuCl  lit.  U. 

THE  CHUBCH  RESTORERS.    A  Tale  treatba-  of  Andent  «id 

Modern  Anhitaetan  ud  Cburcli  Deoontioiia.    Bj  F.  A.  ttixr,  M.^    Fop. 

FERRAN'ZABULOE ;  with  an  Account  of  the  past  and  present 

Mat*  of  Ihe  0»t«7  of  Bt  Pirno  In  the  Beodi,  ud  renurk*  on  it*  Antiqnl^. 
B;  Ihe  ReT.  WllLUU  HABLIH.  B.A.    Fsp.  Sroy  *t.  U. 


GRATS  ELEGY  IN  A  COUNTRY  CHURCHYARD.     Each 

Stmnu  illnitntcd  wfth  u  BnsnTing  on  Wood,  titna  83  Oriruul  Snwinc*. 
ElegwUlT  priated.  In  pat  Bro,  3oth  fa.  (Bnull  EdilioD,  it.  M,)— A  pDlrglot 
SdiSon  of  thie  Voltuns,  with  lnt«rp*ged  TrnniUeiou  la  Ihii  Biesk,  JJSin, 
Qenuu,  Italian,  and  Fraoah  Tanginigee.    lit. 


SHAKESPEARE'S  SEVEN  AGES  OF  MAN.     niuBtratad  by 

Oriiinal  Dengn  diswn  cm  Wood  b^  Mnlnadj.  Conatable,  WOUe,  Oolliu, 

Chalao,  Coopar.  Calloott,  LandMer,  ud  BiUoD.    Sro,  tt, 

THE  FARMER'S  BOY  AND  OTHER  RURAIi  TALES  AND 

TOEMS.    Bj  RoBBBt  Blookfieui.    Ftp.  Sro.  ^t.  M.    With  13  mnitntlaaa 

bf  aidnej  Cooper,  Hotalar,  Fredsrick  Tajler,  and  Thomaa  WebMct,  A,B.A. 

EMINENT  MEN  OF  THE  DAY.  Photographed  by  G.CWaixich, 

U.D.    BcinareSTD,  doth  gilt.  £11>.     Thie  Vofnine  oonlaina  ta  Fortrnita  of  If  an 

THE    POOR   ARTIST;    or,   Seven  EyeeightB   and   One  Object 

'SCIENCE  IK  FABlk'     Bj  B.  H.  HamcB,  Anthor  of  'Cnrion.'     Baaond 
BditioD.vithuEMajooTarielieiafTliioniallu.    Fcv- tro,  with  ■  FroBUa- 

JOES  VAX  rOOBST,  I  PATiXSOSma  BOW. 


ao  BOOKS  PUSLISHJBD  BY  MS.  VAN  VOORST 


GENERAL  LITEBATUBE  AND  8CIENCK 
EVENING  THOCJGHT&     By  a  Physician.     Poet  8to,  Second 

Edition,  U.  fid.— "W«  oioiiot  help  caqpreMUif  *  with  that  theM  'Eraaiiiff 
Thoochti '  may  no*  be  tha  onlr  oontribotiomi  to  oenernl  litentore  that  wa  may 
haTouom  a  mind  ao  powerftiC  ao  coltiTated,  ana  io  fa&tle  aa  that  of  the  Fhj- 
aician  whose  pafea  we  now  cloae."^OwarJiow. 

THOUGHTS  OF   A  PHYSICIAN.     Being  a  Second  Series  of 

*  STening  Thonghta.'    Poat  8to»  doth.  5a. 

ILLUSTRATIONS  OF  ARTS  AND  MANUFACTURES ;  being 

a  Selection  from  a  Beriea  of  Papers  read  before  the  Booiaty  for  the  Eaooararaneot 
of  Arte,  MaaoikctQrea.  and  Conuneroe.  By  Abthub  Auuh,  FX.S.,  P.G.8.,  &o., 
late  Seoretaiy  to  that  Instxtation.    Fop.  8to,  8«. 

THE  UNITY  OF  THE  PHYSICAL  SCIENCES ;  being  an  Xn- 

qoiry  into  the  Oanaea  of  Gravitation  and  Polarity,  with  an  Applieation  of  the 
Beeolta  to  aome  of  the  principal  Phenomena  in  each  of  the  Pnyoioal  Bdenees. 
By  JoHir  PicxBOV.    Poat  8to.  U, 

A  FAMILIAR  INTRODUCTION  TO  THE  STUDY  OF  POLA- 

BIZED  LIGHT ;  with  a  Deaoription  of.  and  Inatmotiona  for  Vmam,  the  TaUa 
and  Hydro-Oxygen  Polariaoope  and  Hioroaoope.  By  CHABr.iaWooDWABD^ 
V.B.B.    SrOk  Ulnsferated,  8a. 

ELEMENTARY  ASTRONOBiY;  or,  Notes  and  Questions  on  the 

Stars  and  Solar  System*  for  the  Use  of  Schoob.  By  0.  C.  BsiKS.  V«p. 
aewed,  1«. 

THE   FIRST  PRINCIPLES    OF   NATURAL   PHILOSOPHY. 

Br  William  THYims  Ltitk.  B.A.  Lond.,  A.ILC.,  F.B.A.S.,  of  the  Boyal 
Obaerratory,  Greenwich.    Fop.  Sro,  Z§. 

SCENERY.  SCIENCE,  AND  ART ;  being  Extracts  from  the  Note- 
book of  a  Geologist  and  Mining  Engineer.  By  Prafeasor  D.  T.  Axbtzd,  ILA., 
F.B.B.,  fto.    8to»  with  Woodents  and  4  Views  in  tinted  lithography,  10*.  6d. 

TOBACCO    AND    ITS    ADULTERATIONS.      By   Hbnbt  P. 

Pbkbcott,  of  the  Inland  Beyenae  Department.  With  upwards  of  S50  lUiia- 
trations  drawn  and  engraTed  on  40  Steel  Platea.    8to»  ISt.  M. 

THE  CURRENCY  UNDER  THE  ACT  OF  1844 ;  together  with 

Obaerrations  on  Joint-Btook  Banks*  and  the  Caoaea  and  Beaolts  of  Commerdal 
OonTolaions.    From  the  City  Articles  of '  The  Times.'    8to,  8«. 

FIRST  PLATFORM   OF   INTERNATIONAL  LAW.     By  Sir 

Edwabd  Cbxa8T»  ICJL,  Professor  of  Jtuiaprodenoe  in  the  Hon.  tiie  Foot  Inns 
of  Ck>art»  late  Chief  Joatioe  of  Oeykm,  &c  kc    8to,  doth,  £1  la. 

BIBLIOGRAPHICAL  CATALOGUE  of  PRIVATELY  PRINTED 

BOOKS.    By  JOHV  Mastdt,  F.8.A.    Second  Edition,  Sro^  31a. 

TRAVELS   AND   RESEARCHES   IN    CRETE.     By   Captain 

T.  A.  B.  Bpb^tt,  BJr.,  C3.,  F.B.B.,  fta    S  Vols.  8to,  with  nnmerotu  ILbj 
tions,£2. 


JOHN  VAN  VOOSST,  1  PATEBN08TER  ROW. 


BOOKS  FUBLISHZD  BY  MS.  VAST  VOORST. 


VATTTRAL  HISTORY  OF  THE  BBXII8H  ISItB& 

This  Seriei  of  Works  is  Illustnted  by  nuiiT  Hundred  Engisvings ; 
erery  Spades  has  been  Dmwn  and  Es^ved  under  the  imntediAte 
iiupection  of  the  Authors ;  the  best  Artists  have  been  emplojed,  and 
no  cu«  or  sxpense  has  been  spared.  Each  Work  of  the  Series  is  sold 
Mparatelj,  aa  enumerated  below. 
QUADRUPEDS.    By  Professor  Bbix.    Second  Edilion,  revised  by 

tb<  AnOuir.  B.  F.  TbMla,  ud  E.  B.  ALaroR.    CI  f. 

BIRDS.    By  Mr.  Yabekix.    Fourth  Edition.    Edited  by  Profeasor 

Newtoh.  F3^.    In  F vti  it  Si.  «>L 

COLOURED  ILLUSTRATIONS  OF  THE  EGGS  OF  BOtDa 

Br  UJr.  HawiTHOir.    nurd  BdilujB.    aTol».,£*  1«».  M, 

REPTILEa    By  Professor  Bell.    Second  Edition.     12*. 


MOLLUSCOUS  ANIMALS  AND  THEIR  SHELI5.     By  Pro- 

tMur  Sdwabd  FoHBES_ud  Ur.  Hun.BI.    *  nU.  Sn,  £A  10>.     BorsI  Snib 
Calonnd,  £13. 

STALK-EYED  CRUSTACEA.    By  Profesfior  BKii.    Sto,  £1  B*. 


STARFISHES.    By  Professor  Edwakd  Fohbeb.    16«. 
ZOOPHYTES.    By  Dr.  Johnstoit.  Second  Edition.    2  Vola.,  £3  2*. 
HYDBOID  ZOOPHYTES.  By  the  Rev.  T.  Hincks.    3Vole.,£a2i. 
POL YZOA.    By  Dr.  Himckb.    (In  At  pret*.) 
FOREST  TREES.    By  Mr.  Sblbt.    Svo.    (Out  of  print.)    Latgw 
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